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TREATISE  ON  HEAT. 


CHAPTER  I. 

INTKODCCTION. 

w HiLE  almost  every  other  branch  of  physical 
science  has  been  made  the  subject  of  systematic 
treatises  without  number,  and  some  have  been,  as  it 
were,  set  apart  from  the  general  mass  of  natural 
philosophy,  and  raised  to  the  rank  of  distinct  sci- 
ences by  the  badge  of  some  characteristic  title. 
Heat  alone  has  been  left  to  form  a chapter  of 
Chemistry,  or  to  receive  a passing  notice  in 
treatises  on  general  ph}’sics.  Light  has  long  en- 
joyed the  exclusive  attention  of  philosophers,  and 
has  been  elevated  to  the  dignity  of  a science,  under 
the  name  of  Optics.  T'Acvlricihi  and  MagTietism 
have  also  been  thought  worthy  subjects  for  separate 
treatises;  yet  can  any  one  who  has  observed  the 
part  played  by  heat  on  the  theatre  of  nature, 
doubt  that  its  claims’  to  attention  are  equal  to  those 
of  light,  and  superior  to  those  of  electricity  and 
magnetism  ? It  is  possible  for  organised  matter  to 
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exist  vvitliout  light.  Innumerable  operations  of 
nature  proceed  us  regularly  and  as  effectually  in 
Its  absence  as  when  it  is  present.  The  want  of 
that  sense  which  it  is  designed  to  affect  in  the 
animal  economy  in  no  degree  impairs  the  other 
powers  of  the  body,  nor  in  man  does  such  a defect 
interfere  in  any  way  with  the  faculties  of  the  mind. 
Light  is,  so  to  speak,  an  object  rather  of  luxury 
than  of  positive  necessity.  Nature  supplies  it,  there- 
fore, not  in  unlimited  abundance,  nor  at  all  times 
and  places,  but  rather  with  that  thrift  and  economy 
which  she  is  wont  to  pbserve  in  dispensing  the  ob- 
jects of  our  pleasures,  compared  with  those  which 
are  necessary  to  our  being.  But  heat,  on  the  con- 
trary, she  has  yielded  in  the  most  unbounded  plen- 
teousness. Heat  is  every  where  present.  Every' 
body  that  exists  contains  it  in  quantity  without 
known  limit.  The  most  inert  and  rude  masses  are 
pregnant  with  it.  Whatever  we  see,  hear,  smell, 
taste,  or  feel,  is  full  of  it.  To  its  influence  is  due 
that  endless  variety  of  forms  which  are  spread  over 
and  beautify  the  surface  of  the  globe.  Land,  water, 
air,  could  not  for  a single  instant  exist  as  they 
do,  in  its  absence ; all  would  suddenly  fall  into  one 
rude  formless  mass — solid  and  impenetrable.  The 
air  of  heaven,  hardening  into  a crust,  would  en- 
velop the  globe,  and  crush  within  an  everlasting 
tomb  all  that  it  contains.  Heat  is  the  parent  and 
the  nurse  of  the  endless  beauties  of  organisation  ; 
the  mineral,  the  vegetable,  the  animal  kingdom 
are  its  offspring.  Every  natural  structure  is  either 
immediately  produced  by  its  agency,  maintained  by 
its  influence,  or  intimately  dependent  on  it.  W'ith- 
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draw  heat,  and  instantly  all  life,  motion,  form,  and 
beauty  will  cease  to  exist,  and  it  may  be  literally 
said,  “ Chaos  has  come  again.” 

Nor  is  heat  less  instrumental  in  the  processes  of 
art  than  in  the  operations  of  nature.  .\11  that  art 
can  effect  on  the  productions  of  nature  is  to  change 
tlieir  form  or  arrangement,  — to  separate,  or  to 
combine  them.  Bodies  are  moulded  to  forms  which 
our  wants  or  our  tastes  demand; — compounds  are 
decomposed,  and  their  obnoxious  or  useless  ele- 
ments expelled,  in  obedience  to  our  wishes:  — in 
all  such  processes  heat  is  the  agent.  At  its 
bidding  the  most  obdurate  masses  soften  like 
wax,  and  are  fashioned  to  suit  our  most  wayward 
caprices.  Elements  of  bodies  knit  together  by  the 
most  stubborn  affinities,  — by  forces  which  might 
well  be  deemed  invincible, — are  torn  asunder  by  this 
omnipotent  solvent,  and  separately  presented  for  the 
use  or  the  pleasure  of  man,  the  great  master  of  art. 

If  we  turn  from  art  to  science,  we  find  heat  assist- 
ing, or  obstructing,  as  the  case  may  be,  but  always 
modifying,  the  objects  of  our  enquiry.  The  common 
spectator,  who  on  a clear  night  beholds  the  firma- 
ment, thinks  he  obtains  a just  notion  of  the  position 
and  arrangement  of  the  brilliant  objects  with  which 
it  is  so  richly  furnished.  The  more  exact  vision  of 
the  astronomer  discovers,  however,  that  he  beholds 
this  starry  vault  through  a distorting  medium  ; that 
in  fiict  he  views  it  through  a great  lens  of  air,  by 
which  every  object  is  removed  from  its  pro])cr 
place  ; nay  more,  that  this  distortion  varies  from 
night  to  night,  and  from  hour  to  hour,  — varies  with 
the  varying  heat  of  the  atmosphere  which  protluces 
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it.  Such  distortion,  and  the  variations  to  which  it 
is  subject,  must  then  be  accurately  ascertained, 
before  any  inference  can  be  made  respecting  the 
motion,  position,  magnitude,  or  distance  of  any 
object  in  the  heavens ; and  ascertained  it  cannot  be 
unless  the  laws  wliich  govern  tlie  phenomena  of 
lieat  be  known. 

But  the  very  instruments  wliich  the  same  astro- 
nomer uses  to  assist  liis  vision,  and  to  note  and 
measure  tlie  positions  and  mutual  distances  of  the 
objects  of  his  enquiry,  are  themselves  eminently  sub- 
ject to  the  same  distorting  influence.  The  metal  of 
which  tliey  arc  formed  swells  and  contracts  with 
every  fluctuation  in  the  heat  to  which  it  is  exposed. 
A sunbeam,  a blast  of  cold  air,  nay,  the  very  heat 
of  the  astronomer’s  own  body,  must  [iroduce  effects 
Tin  the  figure  of  the  brazen  arch  by  whose  divided 
surface  his  measurements  and  his  observations  are 
effected.  Such  effects  must  therefore  he  known, 
and  taken  into  account,  ere  he  can  hope  to  attain 
that  accuracy  which  the  delicacy  of  his  investigations 
renders  indispensably  necessarj^ 

The  chemist,  in  all  his  proceedings,  is  beset  with 
the  effects  of  heat  aiding  or  impeding  his  researches. 
Now  it  promotes  the  disunion  of  combined  ele- 
ments; now  fuses  into  one  uniform  mass  the  most 
heterogeneous  materials.  At  one  time  he  resorts 
to  it  as  the  means  of  arousing  dormant  affinities  — 
.at  another  he  apjilies  its  powers  to  dissolve  the 
strongest  bonds  of  chemical  attraction.  Compo- 
sition and  decomposition  are  equally  attended  by 
its  evolution  and  absorption ; and  often  to  such  an 
extent  as  to  produce  tremendous  exiilosions  on  the 
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one  hand,  or  cold,  exceeding  the  rigours  of  the  most 
severe  jjolar  winter,  on  the  otlier.  * 

But  why  rej)air  to  the  observatory  of  the  astro- 
nomer, or  to  the  laboratory  of  the  chemist,  I'or  ex- 
amples of  a principle  which  is  in  never-ceasing 
operation  around  us  ! Sleeping  or  waking,  at  home 
or  abroad,  by  night  or  by  day,  at  rest  or  in  motion, 
in  the  country  or  in  the  town,  traversing  the  burn- 
ing limits  of  the  tropics  or  exploring  the  rigours  of 
tJie  pole,  we  are  ever  under  its  influence.  W e are 
at  once  its  slaves  and  its  masters. 

W'e  are  its  slaves.  — W ithout  it  we  amnot  for  a 
moment  live.  Without  its  well-regulated  quantit}’ 
we  cannot  for  a moment  enjoy  life.  It  rules  our 
pleasures  and  our  pains ; it  lays  us  on  the  sick  bed. 
imd  raises  us  from  it.  It  is  our  disease,  and  our  phy- 
sician. In  the  ardour  of  summer  we  ianguish  under 
its  excess,  and  in  the  rigour  of  winter  we  shiver  under 
its  defect.  Does  it  accumulate  around  us  in  undue 
quantity  ? — we  burn  with  fever.  Does  it  dejiart 
from  us  with  unwonted  rapidity  ? — we  shake  with 
ague,  or  writhe  under  the  jiains  of  rheumatism  and 
the  tribe  of  maladies  which  it  leaves  behind  when  it 
quits  us. 

^\  e are  its  masters.  — We  subdue  it  to  our  will, 
and  dispose  it  to  our  purposes.  Amid  arctic  snows 
we  conjine  it  around  our  persons,  and  jirevent  its 
escape  by  a clothing  impervious  to  it.  Under  a 

* Tlie  explosion  of  gun[)Owiier  is  an  cITect  of  ehemicnl 
combination,  liy  freezing  mixtures,  a degree  of  cold  may  be 
l>roduced  ns  much  below  that  of  ice  us  tlie  temperature  of  tlie 
Imiuait  body  is  below  that  of  boiling  water. 

li  3 
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tropical  sun  wc  exclude  il  by  like  means.*  We  ex- 
tort it  from  water,  to  obtain  the  luxury  of  ice  in  hot 
seasons ; and  we  force  it  into  water,  to  warm  our 
apartments  in  cold  ones,  f Do  we  traverse  the 
seas? — It  lends  wings  to  the  ship,  and  bids  defiance 
to  the  natural  opponents,  the  winds  and  the  tides. 
Do  we  traverse  the  land? — It  is  harnessed  to  the 
chariot,  and  we  outstrip  the  flight  of  the  swiftest 
bird,  and  equal  the  fury  of  the  tempest.  J 

If  wc  sleep, — our  chamber  and  our  couch  are 
furnished  with  contrivances  for  its  due  regulation. 
If  we  eat,  — our  food  owes  its  savour  and  its  nutri- 
tion to  heat.  From  this  the  fruit  receives  its  ripe- 
ness, and  by  this  the  viands  of  the  table  are  fitted 
for  our  use.  The  grateful  infusion  which  forms  our 
morning  repast  might  remain  for  ever  hidden  in  the 
leaf  of  the  trce§,  the  berry  of  the  plant ||,  or  the 
kernel  of  the  nut  ^[,  if  heat  did  not  lend  its  power  to 

* Clothing,  in  general,  is  composi-d  of  non-conducting  sub- 
stances, which  in  cold  weather  prevents  the  heat  produced  by 
the  body  from  escaping,  and  jireserves  its  temperature;  and  in 
hot  weather  excludes  the  heat  from  the  body,  so  as  to  prevent 
undue  wannth. 

•f-  Buildings  are  warmed  by  hot  water  carried  through  the 
apartments  in  pipes. 

J The  swiftest  flight  of  a carrier  pigeon  does  not  exceed  the  rate 
of  twenty-six  miles  an  hour.  It  is  calculated  that  the  velocity  of 
a high  wind  is  at  the  rate  of  about  thirty  to  thirty-five  miles  an 
hour.  The  steam  carriages  on  the  Manchester  and  Liverpool 
Railway  have  been  known  to  travel  about  six  and  thirty  miles 
an  hour ; and  it  is  stated,  in  the  evidence  before  a Committee 
of  the  House  of  Commons,  that  steam  carriages  have  run  on 
common  roads  at  a speed  exceeding  forty  miles  an  hour, 

§ The  tea-tree.  ||  Coflee.  ^ Chocolate. 
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extract  them.  The  beverage  that  warms  and  clieers 
us,  when  relaxed  by  labour,  or  overcome  by  fatigue, 
is  distilled,  brewed,  or  fermented  by  the  agency  of 
heat.  The  productions  of  nature  give  up  their  sana- 
tive principles  to  this  all-powerful  agent;  ;md  hence 
the  decoction,  or  the  pill,  is  produced  to  restore 
health  to  the  sinking  patient. 

When  the  sun  hides  his  face,  and  the  heavens 
are  veiled  in  darkness,  whence  do  we  obtain  light  ? 
Heat  confers  light  upon  air*,  and  the  taper  burns, 
and  the  lamp  blazes,  producing  artificial  day,  guiding 
us  in  the  pursuits  of  business  or  of  pleasure,  and 
thus  adding  to  the  sum  of  life  by  rendering  hours 
pleasant  and  useful  which  must  otherwise  have  been 
lost  in  torpor  or  in  sleep. 

These  and  a thousand  other  circumstances  prove 
how  important  a physical  agent  is  that,  to  the  ex|)lica- 
tion  of  whose  efi’ects  the  pages  of  the  present  volume 
are  devoted.  But  it  is  neither  the  intrinsic  import- 
ance of  the  subject,  nor  its  connection  with  every 
natural  appearance  that  can  attract  observation  or 
excite  en(|uiry,  which  alone  has  induced  us  to  ap- 
propriate to  it  so  extensive  a portion  of  this  Cyclo- 
p.x'dia.  It  presents  other  advantages  which  merit 
peculiar  consideration  in  a work  designed  for  po])ulai 
use — The  phenomena  all  admit  of  being  explained 
without  the  aid  of  abstruse  reasoning,  technical  lan- 
guage, or  mathematical  symbols.  The  subject  abounds 
in  examples  of  the  most  felicitous  processes  of  in 
duction,  from  which  the  general  reader  may  obtain  a 
view  of  that  beautiful  logic,  the  light  of  which  Bacon 


• Flame  is  <ras  or  air  rendered  wfiite  hot, 
U 4- 
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first  let  in  on  the  obscurity  in  which  he  found 
physics  involved.  And,  finally,  the  whole  range 
of  our  domestic  experience  presents  a series  of 
I'amiliar  and  pointed  illustrations  of  the  principles 
to  which  it  leads. 

The  various  effects  of  heat  are  are  so  interwoven 
with  each  other,  that  it  is  not  possible  to  explain, 
with  any  degree  of  detail,  any  one  of  them  without 
reference  to  the  others.  It  is  therefore  necessary, 
before  we  enter  on  the  investigations  contained  in 
the  following  chapters,  to  lay  before  the  reader  a 
short  summary  of  the  objects  which  will  subse- 
quently be  examined  in  greater  detail.  With  this 
view  we  shall  endeavour  to  rise  to  an  elevated 
station,  whence  we  can,  at  one  glance,  survey  the 
whole  region  through  which  we  must  afterwards 
travel.  By  such  means  a more  accurate  notion 
may  be  formed  of  the  mutual  connection  and  re- 
lation of  the  several  topics  as  they  shall  successively 
present  themselves  ; and  w-hen  it  is  necessary,  as  it 
w'ill  occasionally  be,  to  refer  to  subjects  not  yet 
discussed,  such  allusions  will  be  the  more  readily 
and  more  clearly  comprehended. 


DILATATION. 

(chapters  II.  III.  IV.) 

I 

The  first  and  most  common  effect  of  heat  is  to 
increase  the  size  of  the  body  to  which  it  is  imparted. 
This  effect  is  called  dilatation,  or  expansion; 
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and  the  body  so  affected  is  said  to  expand  or  be 
dilated.  If  heat  be  abstracted  from  a body,  the 
contrary  effect  is  produced,  and  tlie  body  contracts. 
These  effects  are  produced  in  different  degrees  and 
estimated  by  different  methods,  according  as  the 
bodies  which  suffer  tliem  are  solids,  liquids,  or  airs. 

The  dilatation  of  solids  is  very  minute,  even  by 
considerable  additions  of  heat ; that  of  liquids  is 
greater,  but  that  of  air  is  greatest  of  all. 

The  force  with  which  a solid  dilates  is  equal  to 
tJiat  with  which  it  would  resist  compression  ; and 
tlie  force  with  which  it  contracts  is  equal  to  that 
with  which  it  would  resist  extension.  Such  forces 
are  therefore  proportional  to  the  strength  of  the 
solid,  estimated  with  reference  to  the  power  with 
which  they  would  resist  cnunpression  or  extension. 

The  force  with  which  liquids  dilate  is  ecjuivalent 
to  that  with  which  they  would  resist  compression  ; 
and,  as  liquids  are  nearly  incompressible,  this  force 
is  very  considerable. 

As  air  is  capable  of  being  compressed  with  facility, 
its  dilatation  by  heat  is  easily  resisted.  If  such 
dilatation  be  opposed,  by  confining  air  within  fixed 
bounds,  then  the  effect  of  heat,  instead  of  enlarging 
its  dimensions,  will  be  to  increase  its  pressure  on 
the  surface  by  which  it  is  confined. 

Lx.  1.  The  works  of  clocks  and  watches  swell 
and  contract  with  the  vicissitudes  of  heat  and  cold 
to  which  they  are  exposed.  When  the  [lendulum 
of  a clock,  or  balance  wheel  of  a watch,  is  thus  en- 
larged by  heat,  it  swings  more  slowly,  and  the  rate 
is  diminished.  On  the  other  hand,  when  it  con- 
tracts by  cold,  its  vibration  is  accelerated,  and  the 
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rate  is  increased.  Various  contrivances  have  been 
resorted  to,  to  counteract  these  effects. 

Ex.  2.  Wiien  boiling  water  is  poured  into  a tliick 
glass,  the  unequal  exj)ansion  of  the  glass  will  tear 
one  part  from  another,  and  produce  fracture. 

Lx.  .3.  Ihe  same  vessel  contains  a greater  quan- 
tity of  cold  than  of  hot  water. 

If  a kettle,  completely  filled  with  cold  water,  be 
placed  on  a fire,  the  water,  when  it  begins  to  get 
warm,  will  swell,  and  spontaneously  flow  from  the 
spout  of  the  kettle,  until  it  ceases  to  expand. 

Lx.  4.  If  a bottle,  well  corked,  be  placed  before 
the  fire,  especially  if  it  contain  fermented  liquor  in 
which  air  is  fixed,  the  air  confined  in  it  will  acquire 
increased  pressure  by  the  heat  imparted  to  it,  and 
its  effort  to  expand  will  at  length  be  so  great  that 
the  cork  will  shoot  from  the  bottle,  or  the  bottle 
itself  will  burst. 

Thus  we  perceive  that  the  magnitude  of  a body 
depends  on  tbe  quantity  of  heat  which  has  been 
imparted  to  it,  or  abstracted  from  it;  and  as  it  must 
be  in  a state  of  continual  variation,  with  respect  to 
the  heat  which  it  contains,  it  follows  that  it  must 
be  in  a state  of  continual  variation  with  respect  to 
its  magnitude.  We  can,  therefore,  never  pronounce 
on  the  magnitude  of  any  body  Avith  exactness,  un- 
less we  are  at  the  same  time  informed  of  its  situ- 
ation with  respect  to  heat.  Every  hour  tbe  bodies 
around  us  are  swelling  and  contracting,  and  never  for 
one  moment  retain  the  same  dimensions  ; neither  are 
these  effects  confined  to  their  exterior  dimensions,  but 
extend  to  their  most  intimate  component  particles. 
These  are  in  a constant  state  of  motion,  alternately 
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approacliing  to  and  receding  from  one  another,  and 
changing  their  relative  positions  and  distances. 
Thus,  tlie  particles  of  matter,  sluggish  and  inert  as 
they  appear,  are  in  a state  of  constant  motion  and 
apparent  activity. 


THE  THERMOMETER. 

(CHAHTEIl  V.) 

Since  the  magnitude  of  any  body  changes  with  the 
heat  to  which  it  is  exposed, and  since  when  subject  to 
the  same  calorific  intluence  it  always  has  the  same 
magnitude;  these  dilatations  and  contractions, which 
are  the  constant  effects  of  heat,  may  be  taken  as  the 
measure  of  the  physical  cause  which  |)roduced  them. 
'J'he  changes  in  magnitude  which  a body  sutt'ers  by 
changes  in  the  heat  to  which  it  is  exposed  are 
called  changes  of  temperature ; and  the  actual  state 
of  the  hod}';  at  any  moment,  determined  by  a com- 
parison of  its  magnitude  with  the  heat  to  which  it 
is  exposed,  is  called  its  temi’er.ature.  At  the 
same  temperature,  the  same  body  always  has  the 
same  magnitude;  and  when  its  magnitude  in- 
creases, by  being  exposed  to  heat,  its  temperature 
is  said  to  rise;  and,  on  the  contrary,  when  its  mag- 
nitude is  diminished,  its  temperature  is  said  to  fall. 
The  variation  of  magnitude  of  any  boily  is  there- 
fore taken  as  a measure  of  temj)erature,  but  as  it 
would  be  inconvenient,  in  practice,  to  adopt  different 
measures  of  temperature,  one  body  is  selected,  by 
the  dilatation  and  contraction  of  which  those  of  all 
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Other  bodies  are  measured,  and  with  this  body  a 
thermometer,  or  measure  of  temperature,  is  formed. 

The  sub.stance  most  commonly  used  for  tliis  pur- 
pose is  a liquid  metal,  cijled  mercury  or  (juicksilver. 
Let  a glass  tube  of  very  small  bore,  and  terminating 
in  a spherical  bulb,  be  provided,  and  let  the  bulb 
and  a ]iart  of  the  tube  be  filled  wdth  mercury.  If 
the  bulb  be  exposed  to  any  source  of  heat,  the 
liquid  metal  contained  in  it  will  expand,  and,  the 
bulb  being  no  longer  sufficiently  capacious  for  it, 
tlie  column  in  the  tube  will  be  pressed  upwards,  to 
afford  room  for  the  increased  volume  of  the  mer- 
cury. On  the  other  hand,  if  the  bulb  be  exposed 
to  cold,  the  mercury  wdll  contract,  and  the  column 
in  the  tube  wdll  fall. 

If  we  take  another  similar  instrument,  having  a 
bulb  of  the  same  magnitude,  but  a smaller  tube, 
the  same  change  of  temperature  will  cause  the 
mercury  in  the  tube  to  rise  through  a certain  space, 
and  this  space  will  be  greater  than  in  the  former, 
in  the  same  proportion  as  the  bore  of  the  tube  is 
smaller;  because  in  this  case  the  actual  dilatation 
of  the  mercury  in  both  tubes  is  the  same,  but  this 
dilatation  wdll  fill  a more  extensive  space  in  the 
smaller  tube.  When  the  bulb,  therefore,  has  the 
same  magnitude,  the  thermometer  will  be  more  sen- 
sible the  smaller  the  tube  ; or,  in  general,  the  less 
the  magnitude  of  the  tube,  comjiared  with  that  of 
the  bulb,  the  greater  will  be  the  sensibility  of  the 
instrument. 

It  is  evident,  therefore,  that  the  same  change  of 
temperature  would  produce  very  different  effects  on 
these  two  instruments,  and  the  indications  of  the 
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one  could  not  be  compared  with  those  of  the  otlier. 
To  render  them  comparable,  it  will  he  necessary  to 
determine  the  effects  which  tlie  same  temperatures 
will  produce  on  both.  Let  the  two  instruments  he 
immersed  in  pure  snow  in  a melting  state.  The 
mercury  will  he  observed  to  stop  in  each  at  a cer- 
tain height.  Let  these  heights  be  marked  on  the 
scales  attached  to  the  tubes  respectively.  Now,  it 
will  happen  that  at  whatever  time  or  place  these 
instruments  may  he  immersed  in  melting  snow,  the 
mercury  will  always  li.\  itself  at  the  points  here 
marked.  This,  therefore,  constitutes  one  of  the 
fixed  points  of  the  thermometer,  and  is  called  the 
freezing  point. 

Let  tlie  two  instruments  be  now  immersed  in 
pure  water  in  a boiling  state,  tlie  heiglit  of  the 
barometer  being  thirty  inches  at  tlie  time  of  the 
experiment.  The  mercury  will  rise  in  each  to  a 
certain  point.  Let  this  point  be  marked  on  the 
scale  of  each.  It  will  be  found  that  at  whatever 
time  or  place  the  instruments  arc  immersed  in  pure 
water,  when  boiling,  provided  the  barometer  stand 
at  the  same  height  of  thirty  inches,  the  mercury 
will  rise  in  each  to  the  point  thus  marked.  This, 
tliereforc,  forms  another  fixed  point  on  the  thermo- 
metric scale,  and  is  called  the  boiling  point. 

The  distance  between  these  two  points  on  the 
two  thermometers  in  question  will  be  observed  to 
be  different.  In  the  thermometer  which  has  a tube 
with  a smaller  bore  in  jiroportipn  to  its  bulb,  the 
distance  will  be  greater  than  in  the  other,  because 
the  same  volume  of  mercury  which  forms  the  dila- 
tation of  that  liquid  from  the  freezing  to  the  boiling 
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point  fills  a greater  length  of  the  smaller  than  of  the 
large  tube.  It  is  plain,  therefore,  that,  since  this  given 
difierence  of  temjierature  causes  the  column  of  mer- 
cury to  rise  through  a greater  space  in  the  one  than 
in  the  other,  the  one  instrument  is  properly  said  to 
possess  a greater  sensibility  than  the  other. 

Let  the  intervals  on  the  scale  between  the  freez- 
ing and  boiling  points  be  now  divided  into  180  equal 
parts;  and  let  this  division  be  similarly  continued 
below  the  freezing  point  and  above  the  boiling  point. 
Opposite  the  3‘Jd  division  below  the  freezing  point 
place  0,  and  let  each  division  upwards  Irom  that  be 
marked  with  the  successive  numbers  1,  ‘2,  3,  &c. 
The  freezing  point  will  now  be  the  32d  division,  and 
the  boiling  point  will  be  the  212th  division.  These 
divisions  are  called  degrees;  and  the  freezing  point 
is  therefore  32°,  and  the  boiling  temperature  212°. 

It  is  evident  that,  although  the  degrees  on  these 
two  instruments  arc  difi'erent  in  magnitude,  still  the 
same  temperature  is  marked  by  the  same  degree  on 
each,  and,  therefore,  their  indications  will  corre- 
spond. 

The  manner  of  dividing  and  numbering  the  scale 
here  described  is  that  which  is  commonly  adopted 
in  England,  and  is  called  Fahrenheit's  scale.  Other 
methods  have  been  adopted  in  France  and  else- 
where, which  will  be  hereafter  described. 
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CHANGE  OF  STATE, 

(chapters  VI.  VII.  VIII.  IX.  X.) 

LUjiufaction.  Let  a mass  of  snow,  at  the  tem- 
perature of  0°,  having  a thermometer  immersetl  in  it, 
be  exposed  to  an  atmospliere  of  the  temperature  of 
80°.  As  the  snow  gradually  receives  heat  from  the 
surrounding  air,  the  thermometer  immersed  in  it 
will  be  observed  to  rise  until  it  attain  the  tempera- 
ture of  32°.  The  snow  will  then  immediately  be- 
gin to  be  converted  into  water,  and  the  thermometer 
will  become  stationary.  During  the  process  of 
liquefaction,  and  while  the  snow  constantly  receives 
heat  from  the  surrounding  air,  the  thermometer  will 
still  be  Hxed,  nor  will  it  begin  to  rise  until  the 
process  of  liquefaction  is  completed.  Then,  how- 
ever, the  thermometer  will  again  begin  to  rise,  and 
will  continue  to  rise  until  it  attain  the  same  tem- 
perature as  the  surrounding  air. 

Heat,  therefore,  when  supplied  to  the  snow  in  a 
sufficient  quantity,  has  the  effect  of  causing  it  to 
pass  from  the  solid  to  the  liquid  state,  and  while  so 
employed  becomes  incapable  of  affecting  the  ther- 
mometer. The  heat  thus  consumeil  or  absorbed  in 
the  process  of  liquefaction  is  said  to  become  latent; 
the  meaning  of  which  is,  tluit  it  is  in  a state  inca- 
pable of  affecting  the  thermometer. 

The  property  here  described,  with  respect  to  snow, 
is  common  to  all  solids.  Every  body  in  the  solid 
state,  if  heat  be  imparted  to  it,  will  at  length  attain 
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a temperature  at  which  it  will  pass  into  the  liquid 
state.  This  temperature  is  called  \{.s ]Joint  of fusioji, 
its  meltiiig  or  its  fusing  point ; and  in  passing 

into  the  liquid  state,  the  thermometer  will  be  main- 
tained at  the  fixed  temperature  of  fusion,  and  will 
not  be  affected  by  that  heat  which  the  body  receives 
while  undergoing  the  transition  from  the  solid  to 
the  liquid  state. 

Ebullition.  If  water  at  the  temperature  of  G()°  be 
placed  in  a vessel  on  a fire  having  a thermometer 
immersed  in  it,  the  thermometer  will  be  observed 
gradually  to  rise,  and  the  water  will  become  hotter, 
until  the  thermometer  arrives  at  the  temperature  of 
212°.  Having  attained  that  point,  the  water  w ill 
be  observed  to  be  put  into  a state  of  agitation,  and 
bubbles  of  steam  will  constantly  rise  from  the  bot- 
tom of  the  vessel,  and  escape  at  its  surface,  the  ther- 
mometer still  remaining  stationary  at  212°.  This 
process  is  called  Ebullition,  and  the  water  is  said  to 
Iml s but  no  continued  supply  of  heat  nor  any  in- 
creased intensity  in  the  fire,  can  communicate  to 
the  water  a higher  temperature  than  212°. 

Other  liquids  are  found  to  undergo  a like  effect. 
If  exposed  to  heat,  their  temperatures  will  constantly 
rise,  until  they  attain  a certain  limit,  which  is  diff  erent 
in  different  liquids ; but  having  attained  this  limit, 
they  will  enter  into  a state  of  ebullition,  and  no 
addition  of  heat  can  impart  to  them  a higher  tem- 
jierature.  The  temperature  at  which  different 
liquids  thus  boil  is  called  their  boiling  points. 

The  melting  or  freezing  points,  and  the  boiling 
points,  constitute  important  physical  characters,  by 
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which  different  substances  are  distinguished  from 
each  other. 

Wlicn  heat  continues  to  be  supplied  to  a liquid 
which  is  in  the  state  of  ebullition,  the  liquid  is  gra- 
dually converted  into  va])our  or  steam,  which  is  a 
form  of  body  ])0ssessing  the  same  jihysical  charac- 
ters a^  atmospheric  air.  The  steam  or  vapour  thus 
produced  has  the  same  temperature  as  the  water 
from  which  it  was  raised,  notwithstanding  the  great 
quantity'  of  heat  imparted  to  the  water  in  its  tran- 
sition from  the  one  state  to  the  other.  This  quantity 
of  heat  is  therefore  Intent. 

Solid ifientinn  or  (\mgelntion.  The  abstraction  of 
heat  produces  a series  of  effects  contrary  to  those 
just  described.  If  heat  be  withdrawn  from  a liquid, 
its  temperature  will  first  be  gradually  lowered  until 
it  attain  a certain  point,  at  which  it  will  pass  into 
the  solid  state.  This  point  is  the  same  as  that  at 
\vhich,  being  solid,  it  would  pass  into  the  liquid 
state.  Thus,  water  gradually  cooled  from  60°  down- 
wards will  fall  in  its  temperature  until  it  attains  the 
limit  of  32^  : there  it  jrasses  into  the  solid  state,  and 
forms  ice;  luul  during  this  transition  a large  quan- 
tity of  heat  is  dismissed,  while  the  temperature  is 
maintained  at  32°. 

Condensation,  In  like  manner,  if  heat  be  with- 
drawn from  steam  or  vapour,  it  no  longer  remains 
in  the  aeriform  state,  but  resumes  the  licjuid  form. 
In  this  case  it  undergoes  a very  great  diminution  of 
bulk,  a large  volume  of  steam  forming  onlv  a few 
drops  of  liquid.  Hence  the  process  by  which  vapour 
|)asses  from  the  aeriform  to  the  liquid  state  has  beeii 
culled  condensation. 
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Vaporisation.  Wlien  a liquid  boils,  vapour  is 
generated  in  every  part  of  its  dimensions,  and  more 
abundantly  in  those  parts  which  are  nearest  the 
source  of  heat,  but  liquids  generate  vapour  from 
their  surfaces  at  all  temperatures.  Thus,  a vessel  of 
water  at  the  temperature  of  80°  will  dismiss  from 
its  surface  a quantity  of  vapour  ; and  if  its  temper- 
ature be  retained  at  80°,  it  will  continue  to  dismiss 
vapour  from  its  surface  at  the  same  rate,  until  all  the 
water  in  the  vessel  has  disappeared.  This  process, 
by  which  vapour  is  produced  at  the  surface  of  liquids, 
at  temperatures  below  their  boiling  point,  is  called 
vaporisation. 

Kvuporalion.  The  process  of  vaporisation  is 
generally  going  on  at  the  surface  of  all  collections 
of  water,  great  or  small,  on  every  part  of  the  globe, 
but  it  is  in  still  more  powerful  operation  when 
liquid  juices  are  distributed  through  the  pores, 
fibres,  and  interstices  of  animal  and  vegetable  struc- 
tures. In  all  these  cases,  the  rate  at  which  the 
liquid  is  converted  into  vapour  is  greatly  modified 
by  the  pressure  of  the  atmosphere.  The  pressure 
of  that  fluid  retards  vaporisation,  if  its  effects  be 
compared  with  that  which  would  take  place  in  a 
vacuum ; but,  on  the  other  hand,  the  currents  of  air 
continually  carrying  away  the  vapour  as  fast  as  it  is 
formed,  in  the  space  above  the  surface,  gives  room 
for  the  formation  of  fresh  vajiour,  and  accelerates 
the  transition  of  the  liquids  to  the  vaporous  state. 
The  process  of  vajiorisation,  thus  modified  by  the 
atmosphere  and  its  currents,  so  far  as  it  affects  the 
collections  of  water  and  liquids  generally  in  various 
parts  of  the  earth,  is  denominated  evaporation. 
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The  condensation  of  the  vapour,  thus  drawn  up 
and  suspended  in  the  atmosphere  by  various  causes, 
tending  to  extricate  the  latent  heat  which  gives  to 
it  the  form  of  air,  produces  all  the  phenomena  of 
dew,  rain,  hail,  snow,  &-c.  &c.  A slight  degree  of 
cold  converts  the  vapour  suspended  in  the  atmo- 
sphere into  a liquid  ; and  by  the  natural  cohesion  of 
its  molecules,  it  collects  into  spherules  or  drops,  and 
falls  in  the  form  of  rain.  A greater  degree  of  cold 
solidifies  or  congeals  its  minute  particles,  and  they 
descend  to  the  earth  in  flakes  of  snow.  If,  how- 
ever, they  are  first  formed  into  liquid  spherules, 
and  then  solidified,  hail  is  produced. 

Thus  there  is  a constant  interchange  of  matter 
beUveen  the  earth  and  its  atmosphere,  — the  atmo- 
sphere continually  drawing  up  water  in  the  form  of 
vapour,  and,  when  tlie  heat  which  accomplishes  this 
is  diminished,  precipitating  it  in  tlie  form  of  dew, 
rain,  snow,  or  hail. 


SPECIFIC  HEAT. 

(CHAPTER  XI.) 

' Difterent  bodies  are  diflerently  susceptible  of  the 
effects  of  heat.  To  produce  a given  change  of 
temperature  in  some,  re(|uires  a greater  supply  ot' 
heat  than  in  others.  Thus,  to  raise  water  from  the 
temperature  of  .50°  to  the  temperature  of  G0°.  will 
require  a fire  of  given  intensity  to  act  upon  it  about 
thirty  times  as  long  as  to  raise  the  same  weight  of 
mercury  through  the  same  ramge  of  temperature. 
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In  the  same  manner,  if  various  other  bodies  be  sub- 
mitted to  a like  experiment,  it  will  be  found  that  to 
produce  the  same  change  of  temperature  on  the 
same  weights  of  each,  will  require  the  action  of  the 
same  fire  for  a difterent  length  of  time. 

The  quantities  of  heat  necessary  to  produce  the 
same  change  of  temperature,  in  equal  weights  of 
difi’erent  bodies,  are  therefore  called  the  specific 
heats  of  these  bodies.  If  1000  express  the  sjiecific 
heat  of  pure  water,  or  the  quantity  of  heat  necessary 
to  raise  a given  weight  of  pure  water  through  1°, 
then  33  will  express  the  specific  heat  of  mercury, 
or  the  quantity  of  heat  necessary  to  raise  the  same 
weight  of  mercury  through  1°;  70  will  express 
the  specific  heat  of  tin  ; 80  of  silver  ; 1 10  of  iron  ; 
and  so  on.  The  specific  heat  furnishes  another 
physical  character  by  which  bodies,  whether  sim- 
j)le  or  compound,  of  difi'erent  kinds,  may  be  dis- 
tinguished. 

The  specific  heat  of  the  same  body  is  changeable 
with  its  density.  In  general,  as  the  density  is  in- 
creased, the  specific  heat  is  diminished.  Now,  if 
the  specific  heat  of  a body  be  diminished,  since  a 
less  quantity  of  heat  will  then  raise  it  through  1°  of 
tenqierature,  the  quantity  of  heat  which  it  actually 
contains  will  make  it  hotter  when  it  is  rendered 
more  dense,  and  colder  when  it  is  rendered  more 
rare. 

Hence  we  find,  that  when  certain  metals  are  ham- 
mered, so  as  to  increase  their  density,  they  become 
hotter,  and  sometimes  become  red-hot. 

If  air  be  squeezed  into  a small  compass,  it  be- 
comes so  hot  as  to  ignite  tinder ; and  the  discharge 
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of  an  air-gun  is  said  to  be  accompanied  by  a flash 
of  liglit  in  the  dark. 

On  the  otlier  hand,  if  air  expand  into  an  enlarged 
space,  it  becomes  colder.  Hence,  in  the  upper  re- 
gions of  the  atmosphere,  where  the  air  is  not  com- 
pressed, its  temperature  is  much  reduced,  and  the 
cold  becomes  so  great  as  to  cause,  on  high  moun- 
tains, perpetual  snow. 

Tlie  specific  heats  of  compounds  frequently  differ 
much  from  those  of  the  components.  If  the  specific 
heat  of  bodies  be  greatly  diminished  by  their  com- 
bination, then  the  (juantity  of  heat  which  they  con- 
tain will  render  the  compound  much  hotter  than  the 
components  before  the  combination  took  place.  If, 
on  the  other  luuul,  the  specific  heat  of  the  com- 
pound be  greater  than  that  of  the  components,  then 
the  compound  will  be  colder,  because  the  heat 
which  it  contains  will  be  insufficient  to  sustain  the 
same  temperature. 

Hence  we  invariably  find  that  chemical  combin- 
ation produces  a change  of  temperature.  In  some 
cases  cold  is  produced,  but  in  most  cases  a consi- 
derable increase  of  temperature  is  the  result. 


PROPAGATION  OF  HEAT. 

(chapters  XII.  XIII.) 

Heat  is  propagated  through  space  in  two  ways. 
First,  by  radiation,  which  is  apparently  indepen- 
dent of  the  presence  of  matter  ; and,  secondly,  by 
conduction, — a word  which  expresses  the  passage  of 
heat  from  particle  to  particle  of  a mass  of  matter. 
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Radiation.  Tlie  principal  properties  of  heat  are 
so  nearly  identical  with  those  of  light,  that  the 
supposition  that  heat  is  obscure  light  is  counte- 
nanced by  strong  probabilities.  Heat  proceeds  in 
straight  lines  from  the  points  whence  it  emanates, 
diverging  in  every  direction.  These  lines  are  called 
rays  of  heat,  and  the  process  is  called  radiation. 
Heat  radiates  through  certain  bodies  which  are 
transparent  to  it,  as  glass  is  to  light.  It  passes 
freely  through  air  or  gas : it  also  passes  through  a 
vacuum  ; and,  therefore,  its  propagation  by  radiation 
does  not  depend  on  the  presence  of  matter.  In- 
deed, the  great  velocity  with  which  it  is  propagated 
by  radiation  proves  that  it  does  not  proceed  by 
transmission  from  particle  to  particle. 

The  rays  of  heat  are  reflected  and  refracted  ac- 
cording to  the  same  laws  as  those  of  light.  They 
are  collected  in  foci,  by  concave  mirrors  and  by 
convex  lenses.  These  undergo  polarisation,  both 
by  reflection  and  refraction,  in  the  same  manner  as 
rays  of  light.  They  are  subject  to  all  the  compli- 
oatcxl  phenomena  of  double  refraction  by  certain 
crystals,  in  the  same  manner  exactly  as  rays  of 
light. 

Certain  bodies  possess  imperfect  transparency  to 
heat : such  bodies  transmit  a portion  of  the  heat 
which  impinges  on  them,  and  absorb  the  remainder, 
— the  portions  which  they  absorb  raising  their 
temperature. 

Surfaces  also  possess  the  power  of  reflecting  heat 
in  different  degrees.  They  reflect  a greater  or  less 
portion  of  the  heat  incident  on  them,  absorbing  the 
remainder.  The  power  of  transmission,  absorption, 
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and  reflection,  vary  according  to  the  nature  of  the 
body  aiul  state  of  its  surface,  with  respect  to 
smoothness,  rougliness,  and  colour. 

Rays  of  heat,  like  those  of  light,  are  differently 
refrangible,  luul  the  average  refrangibility  of  calo- 
rific rays  is  less  than  that  of  luminous  rays. 

Condnction.  When  a body  at  a high  temperature, 
ns  the  flame  of  a lamp  or  lire,  is  placed  in  contact 
with  the  surface  of  a solid,  the  particles  immediately 
in  contact  with  the  source  of  heat  receive  an  ele- 
vated temperature.  These  communicate  heat  to  the 
contiguous  particles,  and  these  again  to  particles 
more  remote.  Thus  the  increased  temperature  is 
gradually  transmitted  through  the  dimensions  of 
the  body,  until  the  whole  mass  in  contact  with  the 
source  of  heat  has  attained  the  temperature  of  the 
body  in  contact  with  it. 

Different  substances  exhibit  different  degrees  of 
facility  in  transmitting  heat  through  their  dimen- 
sions in  this  manner.  In  some  the  temperature 
spreads  with  rapidity,  and  an  equilibrium  is  soon 
established  between  the  boily  receiving  heat  and 
die  body  imparting  it.  Such  substances  are  said  to 
be  (jimd  conductors  of  heat.  Metals  in  general  are 
instances  of  this.  Earths  and  woods  are  bad  con- 
ductors ; and  soft,  porous,  or  spungy  substances,  still 
worse. 

RELATIONS  OF  HEAT  AND  LIGHT. 

(CHAPTERS  XIV.  XV.) 

IncoTidescence.  When  the  temperature  of  a body 
has  been  raised  to  a certain  extent,  by  the  applica- 
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tion  of  any  source  of  heat,  it  is  observed  to  become 
luminous,  so  as  to  be  visible  in  the  absence  of  other 
light,  and  to  render  objects  around  it  visible.  Thus, 
a piece  of  iron,  by  the  application  of  heat,  will  at 
first  emit  a dull  red  light,  and  will  become  more 
luminous  as  its  temperature  is  raised,  until  the  red 
light  is  converted  to  a clear  white  one,  and  the  iron 
is  said  to  be  white-hot.  This  process,  by  which  a 
body  becomes  luminous  by  the  increase  of  its  tem- 
perature, is  called  incandescence. 

There  is  reason  to  believe  that  all  bodies  begin  to 
be  luminous  when  heated  at  the  same  temperature. 

The  degree  of  heat  of  incandescent  bodies  is  dis- 
tinguished by  their  colour : the  lowest  incandescent 
heat  is  a red  heat;  next  the  orange  heat,  the  yellow 
heat,  and  the  greatest  a white  heat. 

The  healing  power  of  rays  of  light  varies  with 
their  colour ; in  general,  those  of  the  lightest  colour 
having  the  most  heating  power.  Thus,  yellow  light 
has  a greater  calorific  power  than  green,  and  green 
than  blue. 

Hence  the  absorption  of  heat  from  the  same  light 
depends  on  the  colour  of  the  absorbing  bodies. 
Those  of  a dark  colour  absorb  more  heat  than  those 
of  a light  colour,  because  the  former  reflect  the 
least  calorific  rays,  while  the  latter  reflect  the  most 
calorific  rays. 

Combustion.  There  are  several  substances  which 
when  heated  to  a certain  temperature  acquire  a 
strong  affinity  for  oxygen  gas  ; and  when  this  eleva- 
tion of  temperature  takes  place  in  an  atmosphere  of 
oxygen,  or  in  ordinary  atmospheric  air,  the  oxygen 
rapidly  combines  with  the  heated  body,  and  in  the 
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combination  so  great  a quantity  of  heat  is  evolved 
that  liglu  and  flame  are  produced.  This  process  is 
called  comhustiov.  Combustion  is  therefore  a sud- 
den chemical  combination  of  some  substance  with 
oxygen,  attended  by  the  evolution  of  heat  and  light. 
The  flame  of  a candle  or  lamp  is  an  instance  of  this. 
The  substance  in  the  wick  having  its  temperature 
raised  in  the  first  instance  by  the  application  of 
heat,  forms  a rapid  combination  with  the  oxygen 
of  the  atmosphere,  and  this  combination  is  attended 
with  the  evolution  of  heat  which  sustains  the  pro- 
cess of  combustion. 

Flame  is  therefore  gaseous  matter  rendered  so 
hot  as  to  be  luminous.  There  are  a few  other  sub- 
stances besides  oxygen,  by  combination  with  which 
light  and  heat  may  be  evolved,  and  which  may  there- 
fore produce  combustion.  These  are  the  substances 
called  in  chemistry.  Chlorine,  Iodine,  and  Bromine; 
but  as  they  are  not  of  common  occurrence,  the 
phenomenon  of  combustion  attending  them  may  be 
regarded  rather  as  a subject  of  scientific  enquiry 
than  of  practical  occurrence.  All  ordinary  cases  of 
combustion  are  examples  of  the  combination  of  oxy- 
gen with  a combustible. 


SENSATION  OF  HEAT. 

(chapter  XVI.) 

Tlie  senses  which  are  the  first  means  by  which 
we  learn  the  presence  of  heat,  are  the  most 
inaccurate  means  of  estimating  its  quantity-  An 
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object  feels  warm,  when  it  imparts  lieat  to  us  on 
touching  it ; and  one  object  feels  warmer  than  an- 
other, when  it  imparts  heat  with  more  abundance  or 
rapidity.  On  the  otlier  liand,  an  object  /tWs  cold, 
when  it  abstracts  heat  from  us  on  touching  it ; and 
one  object  feels  colder  than  another,  tvlien  it  abs- 
tracts more  heat  on  being  touched. 

Whatever  imparts  heat  to  us  must  have  a higher 
temperature  than  our  bodies,  and  whatever  abstracts 
heat  must  have  a lower  temperature.  Hence  the 
sensation  of  heat  or  cold  is  relative  to  the  temper- 
ature of  the  human  body,  and  not  dependent  on  the 
absolute  temperature  of  the  body  which  we  touch. 

liut  a good  conductor  of  heat  at  the  same  tem- 
perature will  impart  heat  more  freely,  and  abstract 
it  more  abundantly  and  rapidly,  than  a bad  con- 
ductor. Hence  a good  conductor  will  feel  hotter 
or  colder  than  a bad  conductor,  though  their  actual 
temperatures  be  the  same.  A multitude  of  wrong 
notions  respecting  the  temperature  of  objects  which 
we  touch  arises  from  these  circumstances. 


SOURCES  OF  HEAT.  — THEORIES  OF 
HEAT. 

(chapters  XVII.  XVIII.) 

The  sources  from  which  heat  are  derived  are  the 
following : — 

I.  Solar  Light. 

II.  Electricity. 

HI.  Tlie  Condensation  of  Vapour,  and  Solidifica- 
tion of  Liquids. 
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IV.  Percussion,  Compression,  and  Friction. 

V.  Chemical  Combination. 

VI.  Animal  Life. 

Two  theories  have  been  proposed  respecting  the 
nature  of  heat. 

1.  Heat  is  regarded  as  an  extremely  subtle  fluid 
which  pervades  idl  space,  entering  into  combination 
in  various  proportions  and  quantities  witli  bodies, 
and  producing  by  this  combination  the  eft'ects  of 
expansion,  fluidity,  vaporisation,  and  all  the  other 
phenomena. 

2.  Heat  is  regarded  as  the  eft’ects  of  a certain 
vibration  or  oscillation  produced  either  in  the  con- 
stituent molecules  of  bodies,  or  in  a subtle  impon- 
derable fluid  which  pervades  them. 


28 


A TREATISE  ON  HEAT. 


CHAP.  II. 


CHAP.  II. 

THE  DILATATION  OF  SOLIDS. 

The  experimental  investigation  of  the  change  of  hulk 
which  solid  bodies  undergo  when  their  temperature  is 
changed,  is  attended  with  peculiar  difficulties.  One  of 
the  jirincipal  of  these  impediments  arises  from  the  ex- 
treme minuteness  of  the  change  of  hulk  which  matter 
in  the  solid  form  suffers  even  from  extreme  change  of 
temperature.  Of  all  solid  bodies,  metals  are  the  most 
susceptible  of  expansion  ; and  the  most  expansive  of  all 
metals  in  the  solid  state  is  /eufl.  If  a piece  of  lead  at 
tlic  temperature  of  melting  ice  be  accurately  measured, 
ami  then  he  raised  to  the  temperature  of  boiling  water, 
it  will  undergo  an  increase  of  hulk,  hut  this  increase 
will  not  exceed  the  .^.^Oth  part  of  its  original  magnitude  ; 
tliat  is  to  say,  if  a piece  of  lead  j)lunged  in  melting  ice 
measure  350  solid  inches,  the  same  mass,  when  raised 
to  the  temperature  of  boiling  water,  will  measure  351 
solid  inches,  or  thereabouts ; its  hulk  being  thus  increased 
one  part  in  350,  by  a change  of  temperature  amounting 
to  1 80°  of  the  common  thermometer.  Hut  even  this 
expansion,  small  as  it  is,  is  considerably  greater  than 
tliat  of  most  other  substances.  A piece  of  iron  under 
similar  circumstances  w’ould  receive  an  increase  of 
bulk  amounting  to  not  more  than  one  part  in  800,  and 
glass  to  one  part  in  1000. 

A solid,  when  expanded  by  heat,  provided  all  parts 
of  it  sustain  the  same  change  of  temperature,  will  main- 
tain its  figure ; that  is,  it  will  not  be  more  expanded  in  any 
one  of  its  dimensions  than  in  any  other,  but  each  will 
be  increased  in  the  same  proportion.  If  a bar  of  metal 
be  heated  until  its  length  is  increased  by  a thousandth 
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part,  its  breadth  and  thickness  will  each  be  at  the  same 
time  increased  by  a thousandth  part.  From  tliese  cir- 
cumstances arises  another  source  of  practical  difficulty. 
The  expansion  of  the  whole  bulk,  small  as  it  is,  not 
taking  place  in  any  one  dimension,  but  being  distributed 
among  the  length,  breadth,  and  thickness,  a propor- 
tionally small  effect  will  be  produced  in  each  dimen- 
sion. If  the  whole  expansion  of  a bar  of  lead  took 
placv  in  the  direction  of  its  length,  then  its  length 
would  be  increased  by  one  part  in  3.^0,  as  already  ex- 
plained, because  then  the  increase  of  bulk  would  be 
proportional  to  the  increase  of  length.  Rut  since,  at 
the  .same  time  that  the  length  is  increased  by  expansion, 
tlie  breadth  and  thickness  are  also  increased,  the  increase 
of  length  must  be  less  than  one  part  in  .‘5.50  ; this  one 
part  by  which  the  whole  bulk  is  increased  being  dis- 
tributed in  the  direction  of  the  length  breadth,  and 
thickness.  The  most  obvious  practical  method  of  as- 
certaining the  increase  of  magnitude  which  a solid 
receives  by  expansion,  is  by  measuring  the  increa.se 
which  some  one  of  its  dimensions  receives.  It  is,  there- 
fore, necessary  to  establisli  a rule  by  which,  when  the 
increase  or  variation  of  any  one  dimension  has  bi-en 
ascertained,  the  increase  or  variation  of  the  whole  bulk 
may  lie  computed.  Owing  to  the  extreme  minuteness 
of  the  increase  of  bulk  which  solids  receive  from  in- 
crease of  temperature,  a very  simple  practical  rule  may 
be  established. 

Let  us  suppose  a piece  of  metal  to  have  the  form  of 
a cube;  that  is,  a figure  hav- 
ing six  stjuare  faces  placed 
at  right  angles  to  each  other, 
as  representeil  in  ftj,  1., 
where  A R C I)  represents 
tile  square  base.  A'  R'  C'  W 
tlie  square  top,  and  \ A', 

R',  r C',  and  D D'  the 
four  periicndicidar  edges  of 
tlie  square  sides.  Let  a 


y. 


so 
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flat  piece  of  metal,  one  Imnclrcdth  of  an  inch  thick,  and 
equal  in  magnitude  to  the  square  side  of  the  cube,  be 
laid  upon  the  side  11  11'  C C' ; the  cube  will  thus  be- 
come longer  in  the  direction  A 15  by  the  hundredth  of 
an  inch  ; and  if  we  suppose  the  side  of  the  cube  A 15  to 
be  one  inch,  then  the  addition  of  this  plate  will  in- 
crease the  absolute  bulk  of  the  solid  by  one  hundredth 
part  of  its  original  dimensions.  Now  suppose  two  other 
plates,  each  one  hundredth  of  an  inch  in  thickness,  to 
be  laid  upon  the  side  A A'  15 15',  and  the  top  A' 15'  C'  D' ; 
then  the  heiglit  and  thickness  of  the  cul>e  will  also 
be  increased  by  the  hundredth  of  an  inch,  and  the 
absolute  bulk  of  the  solid  will  be  increased  by  three 
hundredth  parts  of  its  original  dimensions  ; each  of  the 
tliree  i)latcs  being,  as  before  stated,  one  hundredth  part  of 
its  original  magnitude.  The  figure  will  thus,  in  fact,  be 
converted  into  another  cube,  the  edges  of  which  will 
exceed  the  former  in  length  by  the  hundredth  part  of 
an  inch  ; wif/i  a defect  of  figure  arising  from  three  small 
angular  ridges  in  the  edges  g. 

A'  15',  15'  15,  15'  C',  as  re- 
presented in  fig.  2.  Now, 
when  the  thickness  of  the 
three  plates  is  extremely 
minute  in  comparison  with 
tlie  magnitude  of  the  cube, 
tlie  incompleteness  of  the 
increased  figure  arising  from 
tliese  angidar  ridges  is  so 
insignificant  that  no  practical 
error  will  arise  from  considering  the  enlarged  cuhe  as  a 
complete  figure,  as  it  would  be  if  the  angular  ridges  were 
filled  up.  It  will  therefore  follow,  that  to  increase  the 
cube  by  the  one  hundredth  of  an  inch  in  the  length  of 
its  side  will  require  the  addition  of  three  plates,  each 
equal  to  an  hundredth  of  the  original  bulk,  and  there- 
fore the  small  increase  in  the  edge  of  the  cube  will  pro- 
duce an  increase  of  three  times  that  amount  in  its  bulk. 

5\'hat  has  been  here  proved  respecting  a cube,  is 
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equally  true  of  a solid  of  any  other  fomi  ; and  con- 
sequently we  may  infer  generally,  that  it  a cliniension  of 
any  solid  receives  a very  small  increase  (the  solid  pre- 
serving its  figure),  its  bulk  will  receive  an  increase 
amounting  to  three  times  this  increase  in  its  dimension. 
Thus,  if  a metal  bar,  being  raised  from  the  temperature 
of  melting  ice  to  that  of  boiling  water,  receive  an  in- 
crease of  length  amounting  to  1 part  in  ItlOO,  then 
its  bulk  will  receive  an  increase  amounting  to  3 parts 
in  1‘2(}(),  or  to  1 part  in  iUO. 

It  is  proper  to  observe  here,  that  the  rule  just  esta- 
blished will  only  lie  applicable  in  cases  where  die  in- 
crease of  bulk  is  extremely  minute,  for  otherwise  the 
angular  riilges  alluded  to  in  the  edges  ot  the  incom- 
plete cube  might  amount  to  a magnitude  which  would 
produce  a sensible  anil  important  effect  upon  the  results. 

To  establish  the  mere  fact,  that  solid  bodies  suffer 
an  increase  of  volume  by  an  increase  of  temperature,  is 
as  easy,  as  it  is  difficult  to  measure  with  accuracy  the 
rate  of  that  increase.  Let 
CD  {Jig. 3.)  be  a cyUndrical 
rod  of  brass,  furnished  with 
a handle,  \ ; and  let  H bo  a 
fiat  plate,  pierced  with  a hole, 
into  which  the  rod  C 1)  exactly 
fits,  and  having  a notch  in  its 
side  corresponding  to  the  length 
of  the  same  rod  C D.  M’hen 
the  plate  11  and  the  cylinder 
C 1)  have  the  same  temper- 
ature, the  end  of  the  cylinder 
will  exactly  fit  the  circular  w 

hole,  and  its  length  will  correspond  to  the  length 
of  the  notch.  Let  the  cy  Under  CD  be  now  heated  in 
tlie  fire  until  it  attains  a considerably  elevateil  temper- 
ature. It  will  be  found  that  the  hole  will  be  too  small 
to  admit  its  entrance,  and  that  its  length  will  be  so 
much  increased,  that  it  will  not  fit  in  the  notch.  But 
if  the  bar  be  plunged  in  cold  water,  and  reduced  to 
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the  temperature  of  the  surrounding  air,  its  dimensions 
will  be  reduced  to  tlieir  former  magnitude,  and  the 
hole  and  the  notch  will  then  be  found,  as  before,  to 
correspond  with  the  length  and  section  of  the  rod.  Or, 
if  the  plate  JJ  be  raised  to  the  same  temperature  as  the 
rod,  tlie  metiil  composing  it  will  expand,  so  that  the 
hole  will  be  enlarged  sufficiently  to  admit  the  rod,  and 
tlie  notch  will  likewise  be  found  to  correspond  to  the 
length  of  the  rod. 

^V'e  shall  have  occasion  hereafter  to  notice  numerous 
facts  which  verify  tlie  same  principles ; but  our  pre- 
sent purpose  is  to  explain  those  means  whereby  the  rate 
at  wliich  the  expansion  of  solids  proceeds  may  be  ascer 
tallied. 

The  most  obvious  means  by  which  small  changes  in 
magnitude  may  be  measured,  is  by  causing  the  body, 
whose  magnitude  is  so  changed,  to  act  upon  some  piece 
of  mechanism  which  is  capable  of  communicating  a 
considerable  motion  to  one  ])art,  by  a very  small  motion 
given  to  another.  Various  combinations  of  wheel-work 
and  levers  have  this  property  ; and  by  such  means  any 
motion,  however  small,  may  be  ultimately  magnified  to 
any  extent,  however  great.  If  such  a piece  of  meclia- 
nism  were  as  perfect  in  practice  as  it  is  in  theory,  a 
small  motion  communicated  to  one  part  of  it  would  be 
increased  in  an  exact  and  known  numerical  proportion, 
and  might  be  observed  with  the  greatest  ease  and  preci- 
sion. 'J'hus,  in  a combination  of  levers  acting  upon  one 
another  in  the  manner  of  a compound  lever  *,  each 
longer  arm  of  one  lever  moving  the  shorter  arm  of  the 
next,  a small  motion  imparted  to  the  shorter  arm  of  the 
first  will  communicate  a considerable  motion  to  the 
longer  arm  of  the  last ; and  the  exact  projiortion  of 
tliese  two  motions  may  lie  computed  when  the  lengths 
of  the  several  levers  are  known.  But,  however  perfect 
in  theory  such  a piece  of  mechanism  may  lx*,  it  would 
be  utterly  inexact  in  practice.  The  parts  of  the  ma- 
chinery, in  their  construction  and  adjustment,  are  sub- 
* Cab.  Cydo.,  Mecuamcp,  174. 
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ject  to  inevitable  imperfections,  which  would  become 
sources  of  error  so  extensive,  as  to  render  the  instru- 
ment incapable  of  lieing  applied  to  measurements  so 
delicate  as  those  which  are  necessary  for  tlie  deter- 
mination of  the  rate  of  expansion  of  solid  bodies  by 
heat.  In  proportion  to  the  complexity  of  the  apparatus, 
the  causes  of  such  imjierfections  will  be  multiplied. 

liut  besides  these,  there  is  another  diHiculty  against 
which  we  have  to  contend,  of  even  a more  formidable 
character.  It  is  almost  impossible  to  prevent  the  change 
of  temperature  in  the  substances  whose  expansion  is 
under  examination,  from  extending  to  the  apparatus  by 
which  this  expansion  is  measured.  'I'he  dimensions  and 
relative  proportions  of  these  thus  become  disturbed,  and 
consequently  the  indications  are  rendered  uncertain. 

For  these  reasons,  such  pieces  of  mechanism,  although 
they  still  continue  to  be  used,  must  lx?  regardeil  rather 
as  instruments  for  exhibiting,  in  a conspicuous  manner, 
the  general  fact,  that  solids  do  expand  when  heated,  and 
contract  when  cooled,  than  as  efheient  means  of  measur- 
ing the  exact  rate  and  amount  of  such  expansion. 

The  following  simple  apparatus,  used  in  the  j)ortelain 
manufactory  at  Sevres  *,  for  the  purpose  of  determining 
the  heat  of  furnaces,  will  sufficiently 
illustrate  the  nature  of  the  instru- 
ments just  alluded  to,  and  will 
render  some  of  their  imperfections 
more  intelligible.  F F is  a fixed 
plate,  on  which  the  extremity  B 
of  the  metallic  bar  B B'  rests. 

The  other  extremity  B'  is  placed 
in  contact  with  the  shorter  arm  L 
of  the  lever,  whose  fulcrum  is  at  C. 

The  extremity  L'  of  the  longer  arm 
plays  upon  a graduated  arch  1)  1)'. 

hen  the  bar  B B'  dilates,  tlie  ob- 
stacle F F'  resisting  tlie  extremity 
Bj  the  arm  L is  pressed  upwards  by  the  ex»romity 

• Boit,  Physique,  i.  14S. 
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IV,  and  tlie  index  1/  is  moved  on  the  scale  towards  D'. 

On  tlie  other  hand,  if  the  har  contracts,  the  extremity  L 
falls  by  the  preponderance  of  the  arm  C L,  and  the 
index  moves  on  the  scale  towards  1).  It  is  plain  that 
any  motion  in  L will  produce  a motion  in  L',  increased 
in  the  proportion  in  which  the  arm  C 1/  is  greater  than 
the  arm  C L.  Thus,  if  C L'  be  ten  times  tlie  length  of 
C Lj  then  a motion  of  the  hundredth  of  an  inch  in  L, 
corresponding  to  an  increase  in  the  length  of  the  har 
amounting  to  the  hundredth  of  an  inch,  will  cause  the 
point  1/  to  move  through  the  tenth  of  an  inch  upon  the 
scale  1)  1)'. 

If  the  extremity  L',  instead  of  moving  on  the  gradu- 
ated scale,  acted  on  the  shorter  arm  of  a similar  lever 
in  the  same  manner  as  the  bar  11  If  acts  on  the  arm 
C L,  then  the  motion  of  1/  would  be  increased  as  much 
more  by  the  second  lever  as  the  motion  of  L is  in- 
creased by  the  first.  If  the  first  were  in  a tenfold  pro- 
portion, the  second  lever  would  increa.se  that  to  a 
hunilredfold  i>ro])ortion.  In  this  case  an  expansion  of 
the  har,  amounting  to  the  hundredth  of  an  inch,  would 
cause  the  longer  arm  of  the  second  lever  to  move  over 
one  inch  of  the  graduated  scale. 

That  the  indications  of  the  instrument  here  described 
should  be  exact,  it  would  he  indispensably  necessary  that 
file  obstacle  F F'  which  supports  the  bar,  and  the  pivot 
or  centre  C on  which  the  lever  turns,  should  he  absolutely 
fixed  and  immutable  in  their  relative  ])osition.  In 
practice,  however,  these  must  be  connected  by  some 
frame-work  formed  of  solid  matter  ; and  the  same  source 
of  heat  which  causes  a change  of  temperature  in  the  har 
15  IT,  cannot  fail  to  jiroduce  a like  eflect  u])on  this  frame- 
w'ork.  In  fact,  it  must  participate  in  a greater  or  less 
degree  in  the  vicissitudes  of  temperature  incident  to  the 
bar  B B' ; and  as  it  is  susceptible  of  exjiansion,  like  all 
other  solid  matter,  the  position  of  the  jiivot  C relative 
to  the  plate  F F'  cannot  fail  to  be  disturbed.  The  ,! 
effect  jiroduccd,  tlierefore,  on  the  arm  CL,  wdll  be  of 
a mixed  nature,  arising  partly  from  the  expansion  of  die 


CHAP.  II. 


TIIK  DILATATION  OP  SOLIDS. 


H5 


bar  B B',  and  partly  from  the  expansion  of  the  frame- 
work sujiportin"  the  plate  K F and  pivot  ('.  W e 
should  not  in  this  case  be  warranted  in  attributing  the 
motion  of  the  index  solely  to  the  expansion  of  the  b.ir, 
nor  could  we  allow  for  the  part  of  the  effect  produced 
bv  the  expansion  of  the  frame,  unless  we  were  anpiainted 
with  the  laws  which  regulate  the  expansion  of  solids, 
which  are  the  very  subject  for  the  investigation  of  which 
tliis  instrument  is  designed. 

Although  these  objections  cannot  be  altogether  re- 
moved, vet  they  may  be  in  a great  degree  diminished, 
and  so  far  removed  that  the  result  may  approximate 
sufficiently  near  the  truth  to  serve  many  of  the  ])ur- 
poses  of  philosophical  enquiry.  To  accomplish  this,  it 
is  necessary  first  to  construct  the  plate  1'  F , and  the 
pillar  which  sustains  the  pivot  C,  of  a material  which 
is  a very  slow  conducter  of  heat,  and  not  highly  sus- 
cejitible  of  expansion.  In  these  respects  glass  offers  the 
greatest  advantages  ; it  receives  heat  from  a bo<ly  in 
contact  with  it  very  slowly,  and  its  expansibility  is  less 
than  that  of  most  other  solids. 

'I'he  most  perfect  apparatus  which  has  been  con- 
structed for  determining  tlic  dilatation  of  solid  bodies, 
is  that  which  was  used  in  a series  of  experiments  in- 
stituted by  the  celebrated  Lavoisier  and  Laplace.  I'lu- 
soliil  whose  dilanuion  was  sought  was  formed  into  a bar 
B B'  { fill.  the  length  of  which  was  considerable 
comirarcd  with  its  thickness.  I'his  was  placed  in  a 
horizontal  position,  supported  by  two  glass  cylinders, /7  _r/, 
placeil  in  a direction  at  right  angles  to  the  bar  ; one 
extremity  B of  the  bar  was  placed  against  the  edge  of 
the  plate  of  glass  F,  firmly  fixed  in  its  ])osition  by  being 
connected  with  blocks  of  solid  masonrv  M M'.  'I'he 
other  extremity  B'  was  ]ilaced  in  contact  ivith  the  edge 
of  a similar  glass  jdate  ('  L,  which  formed  one  arm  o/ 
a lever  turning  on  a pivot  at  ('.  'I’lic  other  arm  of  this 
lever  was  placed  in  contact  with  a telescope  0()',  which 
turned  on  a pivot  or  axis  at  a.  'riiis  telescope  was  di- 
rected to  an  object  placed  at  a great  distance,  so  that  a 

1)  "Z 
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very  small  change  in  its  direction,  hy  being  turned  on 
the  pivot  a,  would  produce  a considerable  change  in  the 

Fi^.  5. 


point  of  the  object  nhich  would  be  seen  in  the  middle 
of  its  field  of  view. 

Matters  being  thus  arranged,  when  the  bar  li  B'  is 
dilated,  the  fixed  plate  F,  resisting  its  elongation  on  that 
side,  its  entire  dilatation  will  take  place  in  the  direction 
B B',  and  will  act  upon  the  edge  of  the  glass  i)late  at  L. 
This  motion  being  communicated  by  the  lever  to  L', 
will  raise  the  extremity  O'  of  the  telescope,  and  will  de- 
press the  extremity  O.  Thus,  a person  looking  at  a dis- 
tant object  through  the  telescope  will  perceive  the  centre 
of  the  field  of  view  directed  to  a lower  point  upon  it. 
Now,  the  distance  of  the  object  and  its  magnitude  being 
exactly  known,  the  motion  of  the  telescope  which  pro- 
duces any  observed  change  of  direction  is  a matter  of 
easy  computation,  and  we  are  hence  able  to  deduce  the 
motion  which  the  glass  plate  L must  receive  from  the 
extremity  of  the  bar  B. 

Tile  next  subject  which  demands  attention  is  the 
method  of  heating  the  bar  ; and  in  accomplishing  this 
it  is  necessary  that  the  whole  material  of  the  bar 
should  be  at  the  same  time  affected  by  the  same  tern- 
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perature,  for  otherwise  no  useful  inference  could  be 
made.  'I'lie  only  method  of  effecting  this  is  to  plunge 
the  bar  in  a liquid  heated  to  an  equal  temperature  by 
the  application  of  flame,  for  the  immersion  of  the  bar 
in  burning  fuel  would  not  communicate  heat  uniforndy 
to  all  parts  of  the  metal.  It  is  also  essential  that  the 
position  of  the  bar  should  be  horizontal,  because  it  will 
hereafter  ajijiear,  that  when  a liquid  is  heated,  the  teiq- 
perature  of  strata  at  different  depths  will  be  different. 
Two  thermometers  plunged  in  a heated  liquid,  one  to  a 
small  and  the  other  to  a great  depth,  will  show  different 
temperatures.  Hence,  that  every  part  of  the  bar  shall  be 
equally  heated,  it  is  necessary  that  every  part  of  it  should 
be  at  the  same  depth  in  the  liijuid,  and  therefore  that 
its  position  should  be  exactly  horizontal.  Let  a trough, 
G II,  then,  containing  the  liquid,  and  of  sufficient  tU- 
mensions  to  allow  of  the  immersion  of  the  bar,  I.e  placed 
under  it,  and  let  the  bar  be  immersed  in  it  ; and  at  the 
same  time  let  a thermometer  be  immersed  to  the  same 
ilepth,  and  likewise  placeil  in  a horizontal  position.  'I'he 
tliermometer  will  thus  indicate  the  temperature  of  the 
bar,  and  at  the  same  time  the  telescojie  will  indicate  by 
its  direction  the  corresponiiing  change  of  magnitude 
which  the  bar  undergoes. 

Hy  such  an  apparatus,  Lavoisier  and  Laplace  insti- 
tuted a most  valuable  series  of  experiments  on  the  ilila- 
lation  of  solids  by  heat : the  details  of  their  enquiry 
would  1k‘  unsuitable  to  the  imsent  treatise,  but  it  is 
proper  to  state  two  important  conclusions  which  fol- 
lowed from  the  results  of  their  e.xperiments. 

1st.  .\11  solid  bodies  whatever,  Ixdng  gradually  heated 
from  the  temperature  of  melting  ice  to  that  of  Ixiiling 
water,  and  then  gradually  cooled  from  the  temperature 
ot  boiling  water  to  that  of  melting  ice,  will  be  found  to 
have  exactly  the  same  dimensions,  at  the  same  temper- 
ature, during  the  processes  of  healing  and  cooling  ; the 
gradual  diminution  of  bulk  in  cooling  corresponding 
exactly  with  the  gradual  increase  of  bulk  in  heating. 

2d.  tilass  and  metallic  bodies,  gradually  heated  from 
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the  temperature  of  melting  ice  to  that  of  boiling  water,  ' 
undergo  degrees  of  expansion  proportional  to  those  of 
mercury  at  the  same  temperature;  that  is  to  say,  be- 
tween the  limits  just  mentioned,  the  expansion  of  the 
solid  corresponding  to  two  degrees  of  the  thermometer 
is  twice  the  expansion  which  corresponds  to  one  degree; 
the  expansion  which  corresponds  to  three  degrees  is 
tlirce  times  the  expansion  which  corresjtonds  to  one 
degree,  and  so  on  ; the  quantity  of  ex]>ansion  being 
multij)lied  in  the  same  proportion  as  the  number  of  de- 
grees through  which  the  thermometer  has  risen  is  mul- 
tiplied. 

We  are  not,  however,  to  infer  from  this,  that  the 
dilatation  of  metiils  is  uniform  ; that  is,  that  they  suffer, 
under  all  circumstances,  equal  changes  of  bulk  by  equal 
quantities  of  heat  applied  to  them.  The  following  would 
be  the  test  of  uniform  dilatation  : — Let  the  (juafitity 
of  heat  which  wonhl  cause  a certain  increase  of  volume 
be  ascertained,  and  then  let  the  same  quantity  be  suc- 
cessively and  continually  ajjplied  ; if  the  increments  of 
volume  after  each  application  be  found  equal,  then  the 
rate  of  dilatation  is  uniform.  Ikit  the  results  obtained 
in  the  ex])eriments  of  Lavoisier  and  Laplace  would  not 
warrant  this  conclusion,  unless  it  were  first  proved  that 
the  dilatation  of  mercury  was  uniform  within  those  limits 
of  temperature  to  which  the  experiments  were  confined. 

It  is,  however,  a very  remarkable  fact,  that  glass  and 
metals  have  the  same  law  of  dilatation  as  mercury, 
^riiatevcr  want  of  uniformity  prevails  in  the  one,  also 
prevails  in  a similar  way  in  the  other. 

Among  the  metals,  a singular  exception  to  this  law  of 
uniform  expansion  presents  itself.  'I'empercd  steel  was 
found  continually  to  decrease  in  dilat.ability,  as  its  tem- 
perature was  raised  from  32°  to  1.50®.  The  follovn'ng 
explanation  of  this  exce])tion  is  given  by  the  philo- 
sophers already  mentioned  : — Former  experiments  had 
proved  that  tempered  steel  is  more  dilatable  than  un- 
tempered  steel.  It  was  also  kmown  that  steel  is  de- 
prived of  its  temper  by  the  process  of  annealing,  and. 
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dial  it  returns  in  tLat  process  to  the  state  of  steel  un- 
tenipered.  It  is  therefore  probable,  that  the  steel  which 
has  been  tempered  by  cold  water  undergoes  the  com- 
mencement of  the  process  of  aiineaUng  when  it  is  heated 
to  the  temperature  of  150°.  It  would,  therefore,  gra- 
dually lose,  in  tlie  water  by  which  it  is  warmed,  a part 
of  its  dilatability,  and  resume  that  degree  of  dilatability 
proper  to  untempered  steel. 

It  appears,  from  tlie  above  reasoning,  that  the  case 
of  steel  is  an  apparent  rather  than  a real  exception  to 
the  law  ; for  the  law  applies  strictly  to  a body  which 
remains  in  the  same  state  in  all  respects  except  its  tem- 
perature. J5ut  the  change  efiected  in  the  temperature 
of  tempered  steel  is  here  proved  to  produce  a change  in 
its  nature,  by  converting  it  into  untempered  steel. 

.\  still  more  remarkable  excejition  to  the  law  of  ex- 
pansion is  furnished  by  the  alloy  called  Rose's  fusible 
metal.  This  compound  is  composed  of  bismuth,  lead, 
and  tin,  in  the  proportion  of  one  part  by  weight  of  each 
of  the  last  two,  to  two  jiarts  of  the  first  : this  alloy  melts 
at  the  temperature  of  A series  of  experiments, 

to  which  this  was  .submitted  by  Jirman,  showed  that  its 
specific  gravity  was  a maximum  at  the  temperature  of 
15;j^^,  and  a minimum  at  the  temperature  of  110^°. 
As  the  temperature  was  raised  from  that  of  melting  ice 
Ui  1 lOj  , the  metal  was  observed  to  expand  nearly 
uniformly  with  the  increase  of  temperature  ; this  ex- 
pansion, however,  ceased  at  1 10^°  ; and,  as  the  tem- 
perature was  raised  from  that  point  to  155^°,  the  metal 
underwent  a constant  contraction  : this  contraction  was 
at  first  rapiil,  but  its  rate  diminished  as  the  temperature 
approached  the  limit  of  155^°,  and  there  the  contraction 
ceased.  Jiy  the  continued  application  of  heat,  a further 
increase  of  tem{)erature  caused  the  metal  again  to  dilate, 
which  it  did  slowly  at  first,  but  more  rajiidly  as  it  ap- 
proached the  point  of  fusion.  The  specific  gravity  of 
the  metal  at  was  nearly  equal  to  its  specific 

gravity  at  the  U'mperature  of  melting  ice. 

These  experiments  are  detailed  in  the  Annales  de 

D 1 
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Chimin  nt  dn  Phyaique,  vol.  xi.  p.  lf)7.  Some  solution 
to  this  singular  exception  may  perhaps  be  discovered, 
by  examining  minutely  the  expansibility  with  the  cor- 
responding temperature  of  its  constituent  ]iarts,  and 
comparing  them  with  the  expansibility  of  the  compound. 

'I'he  result  of  the  reasoning  and  experiments  explained 
in  the  present  chapter,  show's  that  the  solid  bodies  by 
w’hich  we  are  surrounded  are  continually  undergoing 
changes  of  bulk  with  all  the  vicissitudes  of  temperature 
to  w'hich  they  are  exposed.  AVhen  the  w'eather  is  cool, 
they  shrink  and  contract  their  dimensions.  f)n  the 
other  hand,  w'hen  the  temperature  of  the  weather  in- 
creases, their  dimensions  become  enlarged  ; and  these 
effects  take  place  in  different  degrees  in  bodies  composed 
of  different  materials.  Thus,  one  metal  w’ill  expand 
and  contract  more  than  another,  and  metals  in  general 
will  exjiand  and  contract  more  than  other  solids. 

If  hot  water  be  poured  into  a glass  with  a round 
bottom,  the  expansion  ])roduced  by  the  heat  of  the  water 
w'ill  cause  the  bottom  of  tbc  glass  to  enlarge,  while  the 
sides,  W’hich  are  not  heated,  retain  their  former  dimen- 
sions ; and,  consequently,  if  the  heat  be  sufficiently 
intense,  the  bottom  will  be  forced  from  the  sides,  and 
a crack  or  flaw  will  surround  that  part  of  the  glass  by 
which  the  sides  arc  united  with  the  bottom.  If,  how- 
ever, the  glass  be  previously  washed  with  a little  warm 
water,  so  that  the  whole  is  gradually  heated,  and,  there- 
fore, gradually  expanded,  then  the  hot  water  may  be 
poured  in  without  danger  ; because,  although  the  bottom 
will  expand  as  before,  yet  the  sides  also  enlarge,  and  the 
whole  vessel  undergoes  a similar  change  of  bulk. 

When  the  stopper  of  a decanter  becomes  fixed  in  it 
so  tight  that  it  cannot  be  removed  w'ithout  danger  of 
fracture,  it  may  be  removed  by  a method  derived  from 
the  property  of  expansion  here  explained.  Let  a cloth 
dipped  in  hot  water  be  wrapped  round  the  neck  of  the 
decanter  so  as  to  heat  the  glass  of  the  neck;  it  will 
expand,  and  increase  its  dimensions ; meanw’hile,  the 
heat  not  having  reached  the  stopper,  it  will  retain  its 
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former  dimensions,  and,  consequently,  will  become  loose 
in  the  decanter,  and  may  be  easily  withdrawn.  If  the 
neck  of  ilie  decanter  be  thick  it  will  be  necessary  to 
maintain  the  apjilication  of  heat  to  it  for  a considerable 
time  to  accomplish  this,  because,  as  will  be  seen  here- 
after, heat  penetrates  gla-^s  very  slowly. 

VaLs,  lulls,  barrels,  and  similar  vessels,  formed  of 
staves  of  wood,  are  bouml  together  by  iron  hoops  wliich 
surround  them.  If  these  hoops  lie  put  upon  tlie  vessel 
when  highly  heated,  and  then  bt?  cooled,  they  will  con- 
tract so  as  to  draw  together  the  staves  with  irresistible 
force. 

The  same  method  is  used  to  fasten  the  tires  on  the 
wheels  of  carriages.  The  hoop  of  iron  by  which  the 
wheel  is  surrounded,  is  so  constructed  as  exactly  to  tit 
the  wheel  when  it  is  jiearly  red-hot.  In  this  state  it 
is  ])laced  on  the  wheel,  and  then  cooled  ; it  undergoes  a 
sudden  contraction,  and  thus  strongly  binds  the  fellies 
upon  the  spokes. 

M hen  ornamental  furniture  is  inlaid  with  metal, 
care  shouhl  lie  taken  to  provide  some  means  for  allow- 
ing tlie  metal  to  expand,  since  its  dilatabilily  is  cousi- 
derably  greater  than  that  of  the  wood  in  which  it  is 
inlaid.  Inattention  to  this  circumstance  frequently 
causes  the  inlaiil  metal  to  start  from  its  seat,  and  tliis 
is  particularly  the  case  when  it  is  inlaid  upon  a curved 
surl'ace,  such  as  the  back  of  a chair.  The  metal,  being 
more  dilatable  than  the  wood,  becomes,  in  a warm 
room,  too  large  tor  the  scat  in  whicli  it  is  inserted,  and 
therefore  starts  out. 

In  the  systems  of  metallic  pipes  by  which  water  is 
conducted  to  great  distances  for  the  supply  of  towns, 
and  other  similar  purposes,  the  changes  of  temperature 
at  different  .seasons  of  the  year  cause  the  lengths  of  the 
])ipes  to  undergo  such  a change,  tliat  it  is  necessary  to 
jilace,  at  certain  points  along  tlie  line,  pipes  so  constructed 
that  they  are  capable  of  sliding  one  within  another,  in 
a manner  similar  to  the  joints  of  a teleseoiie,  in  order 
to  yield  to  tlie  effects  of  these  alternate  contractions  and 
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dilatations.  If  this  provision  were  not  made,  the  series 
of  pipes  would  necessarily  break  by  the  force  with  which 
it  would  contract  or  expand.  Similar  means  are  used 
for  the  same  purpose  in  all  groat  structures  of  iron,  such 
as  bridges,  and  are  called  cniiipcuxdtnr.s-. 

All  measurements  of  length  are  made  by  the  suc- 
cessive application  of  solid  bodies  of  known  magnitude 
to  the  space  to  be  measured.  Now,  as  it  has  been  seen 
that  all  solid  bodies  are  liable  to  a change  of  magnitude 
with  every  change  of  tem|ierature,  it  would  follow  that 
tlie  solid  body  which  is  used  as  a standard  measure  will 
be  at  one  time  larger  and  at  another  time  smaller,  and 
therefore,  that  its  results  will  be  attended  with  errors 
proportional  to  the  change  of  magnitude  to  which  it  is 
liable  by  the  vicissitudes  of  temjierature.  For  ordinary 
domestic  or  commercial  purjioses,  this  change  is  so  small 
as  to  be  altogether  disregarded,  but  in  cases  where  very 
great  accuracy  is  required,  sucli,  for  exami)le,  as  the  mea- 
surement of  bases  in  great  surveys,  or  in  the  construc- 
tion of  national  standards  of  measure,  it  becomes  of 
imjiortance  either  to  guard  against  this  error,  or,  what 
is  the  same,  to  estimate  its  amount. 

In  great  surveys,  bases  are  measured  usually  by  very 
accurately  formed  rods  of  metal.  'J'liese  being  highly 
susceptible  of  expansion  and  contraction  by  change  of 
temperature,  it  is  necessary  to  determine  exactly  their 
temperature  at  the  moment  of  each  observation,  in  order 
to  be  able  to  comjiute  the  length  of  the  base ; but 
to  ascertain  their  temperature  in  these  circumstances 
would  be  attended  with  difficulties  almost  insurmount- 
able. The  changes  of  temperature  of  the  air  which 
surrounds  them  are  not  instantaneously  communicated 
to  the  bars,  and  even  in  approaching  them  to  observe  the 
temperature,  various  causes  may  affect  tliem  which  it 
w’ould  be  impossible  to  estimate. 

In  the  operations  by  w'hich  the  great  arc  of  the 
meridian  in  France  was  measured,  a very  ingenious 
contrivance  was  resorted  to  by  Korda,  by  which  the 
bar  itself  was  converted  into  a thermometer.  A bar  of 
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platinum,  I’  P {jig  0'.),  was  united  at  one  extremity  with 
a rod  of  brass,  15  B , of  nearly  equal  lengtli.  \\dth 
. the  exception  of  the  point  B,  where  the  rods  were  con- 
nected at  one  extremity;  they  were  in  all  other  respects 

Fig.  6. 


p 

fseparate,  and  free  to  move  one  upon  the  other.  Near 
the  extremity  P'  of  the  platinum  rod,  and  immedi- 
ately under  the  extremity  B'  of  the  brass  rod,  a very 
exact  scale  was  made,  the  divisions  of  which  marked 
the  millionth  part  of  the  whole  length  of  the  rod. 
'I'he  extremity  B'  of  the  brass  rod,  carried  a vernier*, 
wliich  moved  on  this  scale,  and  by  which  minute  frac- 
tions of  a division  might  he  ascertained.  \ microscope, 
AI,  was  placed  over  the  vernier,  through  which  the  divi- 
sions were  seen  mappiitied. 

If  the  brass  and  platinum  rods  were  equally  dilatable, 
it  is  plain  that  the  extremity  H'  would  always  point  to 
the  same  division  of  the  scale,  whatever  change  of  tem- 
perature the  rod  might  undergo ; for  since  their  length 
may  Ik*  considered  as  equal,  their  difli’rence  being  in- 
considerable when  compared  with  the  whole  length,  it 
Avould  follow,  that  whatever  increase  of  length  either 
Avould  rcceiA-e  by  a given  change  of  temperature,  the 
other  would  necessarily  receive  the  same  increase. 
'I'hus,  if  by  the  expansion  of  the  brass  bar  the  vernier 
advanced  towards  P'  through  a s|>ace  equal  to  the  tenth 
of  an  inch,  the  extremity  P',  and  each  division  of  the 
scale,  would  necessarily  advance  through  the  same  space, 
since  the  rod  P P'  would  be  as  much  dilated  as  B B'. 
But  this  is  not  the  ca.se.  Brass  being  more  dilatable 
than  platinum,  the  vernier  is  moved  towards  P',  by  the 


See  C.ib.  Cyc.,  PNEloiATtcs,  p.  20 1. 


44- 


A THEATISE  ON  HEAT. 


CIIAI*.  II. 


expansion  of  the  brass  bar,  tbrougli  a greater  space  tlian 
that  tbrougb  wliich  the  divisions  of  the  scale  are  moved 
by  the  expansion  of  the-  platinum  bar.  Hence  the 
vernier  will  be  advanced  on  the  scale  tbrougb  a space 
equal  to  the  difference  of  the  expansions  of  the  two 
bars. 

"I'o  graduate  this  instrument,  the  bars  were  first  im- 
mersed horizontally  in  a trough  of  melting  ice,  and  re- 
duced to  the  temperature  of  The  position  of  the 

vernier  was  then  marked.  The  bars  were  now  trans- 
ferred to  a trough  of  boiling  water  at  the  temperature 
of  212°,  and  Iwing  raised  to  that  temperature,  the  posi- 
tion of  the  vernier  was  again  marked ; the  interval  be- 
tween these  two  positions  expressed  the  difference  of 
the  expansions  between  the  temperature  of  melting  ice 
and  boiling  water,  or  by  an  increase  of  beat  amounting 
to  1 80'^.  If,  tlien,  the  interval  between  the  two  divisions 
thus  determined  be  divided  into  180  equal  parts,  each 
part  will  Correspond  to  one  degree  of  the  thermometer, 
and  the  position  of  tlie  vernier  will  always  accurately 
indicate  the  temperature  of  the  bars.  If  the  interval 
lx*  divided  into  !i(i  equal  parts,  each  division  would 
correspond  to  5°  of  the  thermometer ; and  the  inter- 
mediate degrees  may  be  estimated  by  the  vernier  and 
microscope. 

By  this  very  ingenious  contrivance,  the  measure  is 
made  always  to  declare  its  own  temperature,  and  at  the 
same  time  to  indicate  the  change  of  length  which  it 
undergoes  by  this  change  of  temperature. 

The  instruments  used  for  measuring  time  are  either 
a pendulum  or  a balance  wheel ; the  one  being  any  heavy 
body,  poised  upon  a point,  and  permitted  to  swing  al- 
ternately from  side  to  side  by  its  weight ; the  other 
a metallic  wheel,  usually  balanced  upon  a pivot,  and 
connected  with  a fine  spiral  hair  spring,  by  the  action 
of  which  the  wheel  is  driven  alternately  in  opposite 
directions.  These  are,  in  fact,  the  only  parts  of  clocks 
and  watches  which  are  essential  to  the  measurement  of 
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time ; the  other  parts  being  either  constructed  with  a 
view  to  rvyinter  and  indicate  tlie  motion  of  these^  or  to 
regulate  and  maintain  it.  Tlie  property,  in  virtue  of 
which  the  vibrations  of  pendulums  are  applied  in  the 
measurement  of  time,  has  been  explained  in  our  Trea- 
tise on  Mechanics  *,  and  its  details  would  be  out  of 
place  in  the  present  volume.  It  will  be  sufficient  for 
our  purpose  to  state,  that  the  more  distant  the  mass  of 
the  pendulum  is  from  its  axis,  the  slower  will  be  its 
rate  of  vibration;  and  consequently  any  cause  which  in- 
creases the  distance  of  this  mass,  or  any  part  of  it,  from 
the  point  of  susiiension,  will  cause  the  rate  of  the  clock 
to  be  slower;  and  any  cause  which  brings  it  nearer  to 
tlie  point  of  suspension  will  cause  the  rate  of  the  clock 
to  be  faster.  Various  circumstances,  which  it  is  not 
necessary  here  to  notice  particularly,  have  rendered  it 
convenient  to  construct  pendulums  of  metal.  'I’hey  are, 
therefore,  highly  susceptible  of  expansion  and  contrac- 
tion by  heat.  If  the  temperature  of  the  pendulum  be 
raised,  its  dilatation  will  evidently  remove  its  mass 
further  from  the  point  of  suspension,  and  will  cause  its 
rate  of  vibration  to  be  slower ; while  the  diminution  of 
temperature  will  Ik‘  attended  with  the  contrary  elfect. 
Thus  it  would  follow,  that  with  every  change  of  weather 
the  rate  of  the  clock  would  vary. 

In  like  manner,  the  swinging  motion  which  the  ba- 
lance wIkh.*!  of  a watch  receives  from  the  hair  sj>ring, 
which  impels  it,  depends  on  the  distance  of  the  metal 
forming  the  rim  of  the  wheel  from  its  centre.  If  this 
distance  be  increased,  the  spring  acts  with  less  advan- 
tage on  the  mass  of  the  wheel,  and  therefore  moves  it 
more  slowly;  and  if  it  lie  diminished,  for  a similar 
reason  it  moves  it  more  quickly.  It  follows,  therefore, 
that  when  a wlieel  expands  by  increased  temperature, 
the  rate  of  vibration  will  be  diminislK'd  ; and  when  it 
contracts  by  diminished  tenipeiature,  the  rate  of  vibra- 
tion will  lx;  increa.sed.  Thus  a watch,  for  the  same 
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reason,  will  fluctuate  in  its  rate  of  going  with  every 
change  of  temperature. 

Many  ingenious  contrivances  have  been  suggested  to 
remove  these  imperfections.  We  shall  here  explain 
some  of  the  most  remarkable. 

Let  G {fiy.  ?•)  be  the  disc  or  heavy  bob 
of  a pendulum,  of  which  S is  the  point 
of  suspension.  Let  a rod,  S F,  lx;  attached 
to  a steel  frame,  AIJC  1);  and  let  us  first 
suppose  that  the  rod  L,  which  sustains  G, 
is  attached  to  the  frame  C D at  II.  It  is 
evident  that  every  change  of  temperature 
which  causes  the  frame  A B C 1)  to  ex- 
jiand  or  contract,  will  increase  or  iliminish 
the  distance  of  the  pendulous  mass  G from 
tlie  jioint  of  suspension  S,  and  will,  there- 
fore, cause  a change  in  the  rate  of  vibra- 
tion. Let  us  now  suppose  that  another 
frame,  of  different  metal,  be  attached  to  the  cross  piece 
C D at  c d,  and  that  the  perpendicular  rods  o a and  d h 
be  connected  above  by  a cross  piece  n h,  from  which 
at  Tthe  disc  G is  suspended  by  a rod,  T L,  passing  freely 
tlirough  a hole  at  H.  If  the  temperature  of  the  instru- 
ment thus  constructed  be  raised,  the  bars  A G and  B D 
being  dilated  will  increase  the  distance  of  the  cross  piece 
C I)  from  the  ])oint  of  suspension  S,  and  will  thus  have  a 
tendency  to  increase  the  distance  of  the  mass  of  the  ])en- 
dulum  from  that  point.  Hut  at  the  same  time  that  A C 
is  enlarged,  c a will  also  be  enlarged  by  expansion,  and 
consequently,  while  the  cross  piece  (i  1)  is  lowered  with 
respect  to  S,  the  cross  piece  a l>  will  be  raised  with  re- 
fqiect  to  C 14;  that  is,  its  distance  from  C I>  will  be 
increased.  Now,  if  the  distance  of  ah  from  (!  1)  were 
increased  by  as  much  as  the  distance  of  C 1)  from  S 
was  increased,  then  the  distance  of  a h from  S would 
remain  unchanged  ; and,  in  general,  it  will  be  obvious 
that  the  change  of  the  distance  of  n h from  S will  lie 
equal  to  the  difference  between  the  increase  of  the  dis- 
tance of  C D from  S,  and  of  a b from  C D.  Again, 
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the  same  increase  of  temperature  which  expands  the 
otlier  jiarts  of  the  apparatus  will  expand  the  rod  T L, 
and  therefore  will  increase  the  distance  of  G from  T. 
The  distance  of  G from  S is  therefore  affected  by  two 
distinct  causes:  the  expansion  of  S F,  A C,  and  '1'  L,  all 
tend  to  increase  its  distance  from  S,  while  the  expansion 
of  ac.  tends  to  diminish  that  distance.  If  the  instru- 
ment can  be  so  constructed,  that  tliese  two  effects  shall 
neutralise  each  other,  then  the  distance  of  G from 
will  remain  stationary.  This  object  will  evidently  be 
attained,  if  the  expansion  of  r a be  equal  to  the  expan- 
sions of  S F,  \ C,  and  T L,  taken  together.  If  the  metal 
of  which  « r is  composed  be  more  expansible  than 
that  of  which  S F,  A C,  and  '1'  L are  composed,  then 
S F,  A r,  and  T L,  taken  together,  may  not  receive 
more  increase  of  length  from  the  same  change  of  tem- 
perature than  a c receives.  It  is,  therefore,  only  neces- 
sary so  to  select  the  bars  of  different  metals,  and  adjust 
tlicir  lengths,  that  G shall  be  as  niiich  raised  by  the  ex- 
pansion of  the  shorter  bar  a r,  as  it  is  lowered  by  the 
expansion  of  the  longer  but  less  exjiansible  bars,  S F, 
A (’,  and  T L. 

It  may  hapjien  that  the  length  necessary  to  Ik-  given 
to  the  more  expansible  bar  u c should  he  greater  than 
is  consistent  with  giving  to  the  pendulum  the  form 
and  i>osition  represented  in  fig.  7.  In  that  ca.se,  the 
same  end  may  be  attained  by  a more  complex  frame- 
work of  bars,  such  as  that  repre- 
sented in  _/i^.  8.  Here  the  rod  SF 
and  the  frame  A JH'  1)  are  com- 
posed of  the  less  expansible  metal. 

On  that  rests,  as  already  described, 
tlic  frame  a b c d,  composed  of  the 
more  expansible  metal.  Again,  from 
A'lV  is  suspeniled  a third  frame 
A (’' D' IJ' composed  of  the  less  ex- 
pansible metaL  Upon  this  is  an- 
otlier  Irame  c'  a'  b' d'  composed 
of  the  more  expansible  metal 
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and  from  this  proceeds  a rod,  T L,  composed  again 
of  the  less  expansible  metal.  The  slightest  atten- 
tion will  make  it  apparent  that  the  expansion  of 
the  bars  A C,  A'  C',  and  T L have  a tendency  to  in- 
crease the  distance  of  G from  S,  while  the  expansion 
of  the  bars  a c and  «'  c'  have  a contrary  effect.  The 
latter  are  more  expansible  than  the  former,  but  shorter ; 
and  if  the  legs  of  both  be  adjusted  so  that  the  absolute 
quantity  of  dilatation  of  the  one  shall  be  equal  to  that 
of  the  other,  the  distance  of  G from  S will  remain 
stationary. 

Another  and  still  more  simple  contrivance  for  attaining 
the  same  end  is  the  following: — The  rod  of  th.e  pendu- 
lum supports  a glass  vessel,  B {fig.  9-)> 
containing  mercury  to  a certain  level, 

M9ien  the  rod  expands,  the  vessel  B de- 
scends, and  thus  the  distance  of  the  pen- 
dulous mass  from  C is  increased  ; but  the 
same  change  of  temperature  which  causes 
the  rod  to  expand,  causes  the  mercury  con- 
fined in  the  glass  vessel  B also  to  expand, 
and  in  a much  greater  degree;  while  the 
glass  vessel  itself  expands  in  a much  smaller 
degree,  according  to  their  several  dilata- 
bilities.  The  mercury  expanding  and 
increa.sing  its  volume  more  than  the  glass  which  con- 
tains it,  its  surface  must  necessarily  rise  towards  A, 
and  the  mercury  must  fill  a greater  portion  of  the  vessel. 
By  this  means  the  mass  of  mercury  approaches  the  point 
of  suspension  C ; and  that  effect  will  take  place  in  a 
greater  degree,  the  greater  the  quantity  of  mercury  con- 
tained in  the  vessel  B.  The  quantity  may,  therefore, 
be  so  regulated,  that  the  ascent  of  the  mercury  in  the 
vessel  will  neutralise  the  effects  of  the  expansion  of  the 
rod  S A.  Such  is  the  principle  upon  which  Graham. s 
compensation  pendulum  is  constructed. 

The  following  ingenious  method  of  compensation  for 
pendulums  is  used  with  considerable  succe.«s,  and  re- 
commended by  its  elegance  and  simplicity  : — 
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Let  two  plates  of  metal  of  different  kinds,  A B and 
C D,  lO.j  of  equal  lengtli,  be  placed  one  upon  the 


Fig.  10. 


I'lg.  11- 


Fig.  12, 

other,  and  firmly  connected  together  by  screws  passing 
through  them.  ^\'hilc  they  continue  to  be  of  tiiat  tem- 
perature which  they  had  when  thus  connected,  they  will 
maintain  their  straiglit  form  ; but  if  the  temperature  be 
raised,  that  metal  which  is  more  expansible  will  make 
an  effort  to  stretch,  but  being  bound  by  the  screws,  the 
effect  will  lie  that  the  bar  will  be  bent  into  a curved 
form,  as  represented  in  /iff.  1 1 .,  the  more  expansible 
metal  being  on  the  convex  side  of  the  curve,  and  the  less 
exi)ansible  metal  on  the  concave  side.  If,  on  the  other 
hand,  the  temj)erature  of  the  combined  bars  Ik?  ren- 
dered lower  than  that  which  they  had  when  they  were 
united,  the  more  expansible  bar  contracting  in  a greater 
degree  than  the  otlier,  the  compound  bar  will  lie  bent 
into  a curve  turned  in  the  opposite  directions,  as  repre- 
sented in  /iff.  12.,  the  less  expansible  bar  being  now  on 
the  convex  side  of  the  curve,  and  the  more  expansible 
bar  on  the  concave  side  of  it. 

Let  us  now  suppose  that  such  a bar  as  we  have  just 
described  is  attached  to  the  rod  of  the  pendulum  at 
right  angles  to  it,  as  represented  in  _fiff.  1 3.,  the  extre- 
mity of  the  compound  bar  carrying  heavy  knobs  M.  An 
increase  of  temperature,  by  expanding  the  rod  of  the 
pendulum,  would  increase  the  distance  of  the  mass  M, 
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from  the  point  of  suspension  ; but  the  same  increase  of 
temperature  will  bend  the  compound  bar  into  the  curved 
Figs.  13,  14,  15. 


form,  represented  in  Jig.  14.,  so  as  to  raise  the  knobs  M, 
and  bring  them  nearer  to  tlie  point  of  suspension.  Now, 
since  tlie  rate  of  vibration  would  be  retarded  by  the  in- 
creased distance  of  L,  but  accelerated  by  the  diminislied 
distance  from  the  knobs  M to  the  point  of  suspension ; 
the  length  of  the  compound  bar,  and  the  relative  exjiansi- 
bility  of  the  metals  which  compose  it,  may  be  so  regu- 
lated, that  these  effects  may  neutrabse  each  other,  and 
that  the  rate  of  the  pendulum  will  not  be  changed  by 
increase  of  temperature. 

If,  on  the  contrary,  the  pendulum  contract  by  dimi- 
nished temperature,  the  mass  L wiU  be  moved  nearer  to 
the  point  of  suspension,  and  therefore  have  a tendency 
to  accelerate  the  vibration  ; but  the  same  increase  of 
temperature  will  cause  the  compound  bar  to  be  bent  in 
the  form  represented  in  Jig.  15. ; the  knobs  M will 
thus  be  removed  to  a greater  distance  from  the  point  of 
suspension,  and  will,  therefore,  have  a tendency  to  retard 
the  vibration  of  the  pendulum;  the  two  effects  neutralis- 
ing each  other,  no  change  of  rate  will  take  place.' 

A method  of  compensation  applied  to  the  balance- 
wheel  of  watches,  is  founded  on  the  same  property. 

Such  a wheel  is  represented  in  Jig.  l6.  The  combined 
bars  are  attached  to  its  rim  at  C,  carrying  knobs  M. 
An  increase  of  temperature,  which  enlarges  the  wheel, 
and  therefore  would  retard  its  motion,  causes  the  bars 
C V to  be  curved  inwards,  so  as  to  bring  the  knobs  M 
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nearer  the  centre  of  the  wheel,  producing  a contrary 
effect  to  tliat  of  the  enlargement 
of  the  wheel  itself.  In  like  man- 
ner, if  the  wheel  contract  hyilimi- 
nished  temperature,  the  bars  C V 
are  bent  in  the  contrary  direction, 
or  are  unbent,  and  tlie  knobs  re- 
moved furtlier  from  tlie  centre. 

The  apparatus  may  eviilently  be  so 
constructed,  that  tliese  two  effects 
will  neutralise  each  other,  and, 
therefore,  that  the  vibration  may 
be  rendered  uniform. 

'J'he  effects  which  vicissitudes  of  temperature  pro- 
duce upon  the  instruments  used  in  astronomical  observ- 
ations furnish  one  of  the  numerous  examples  of  the 
intimate  connection  which  exists  between  the  various 
branches  of  physical  science,  'file  astronomer  who  is 
ignorant  of  the  effects  which  a current  of  cold  air,  or 
any  other  casual  change  of  temperature,  may  produce 
on  the  instrument  with  which  he  observes,  loses  one  of 
the  essenti.al  conditions  of  the  usefulness  of  his  observ- 
ations. He  is  not  only  unable  to  record  results  which 
can  be  rendered  useful  to  himself,  but  he  is  unable  to 
convey  to  others  that  information  which  it  is  necessarv 
they  should  possess  in  order  to  apply  to  any  useful  pur- 
pose the  observations  which  he  furnishes. 

Astronomical  instruments  are  usually  constructed 
of  metal,  in  the  form  of  a circular  arch,  or  a whole 
circle.  The  rim  is  divided  with  great  minuteness  and 
accuracy,  and  it  is  ajiplied  to  the  measurement  of  the 
angular  distances  of  celestial  objects.  Such  instruments, 
by  exposure  to  changes  of  temperature,  are  susceptible 
of  expansion  and  contraction,  in  conformity  with  the 
general  laws  of  dilatation  by  heat.  If  this  expansion  or 
contraction  affect  one  part  of  the  instrument  more  or  less 
than  another,  its  figure  u-ill  become  distorted,  and  its 
indications  will  suffer  a corresponding  error.  These 
effects  should,  therefore,  be  pruarded  against,  if  possible, 
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by  removing  the  cause  of  unequal  temperature,  or  if  tliat 
cannot  be  accomplished,  at  least  the  fact  of  the  change 
of  temperature,  and  the  way  it  operates,  should  be  strictly 
recorded,  together  with  the  observations  which  have 
been  made. 

All  metallic  structures,  such  as  bridges,  pipes  for 
the  conveyance  of  water,  gas,  &c.,  are  subject  to  similar 
eflects,  and  if  the  parts  of  such  structures  be  firmly  and 
unalterably  united,  their  unequal  expansion  may  be  pro- 
ductive of  fracture,  in  the  same  manner  as  a glass  is  broken 
by  hot  water  acting  upon  one  part  of  it,  while  the  tem- 
perature of  another  part  is  unchanged.  A remedy  for  this 
evil  is,  therefore,  ])rovided  in  such  structures  by  intro- 
ducing, at  proper  intervals,  joints,  or  other  contrivances, 
which  arc  capable  of  yielding.  Thus,  in  a series  of 
pipes  at  certain  intervals,  two  pieces  may  be  united  so 
as  to  slide  one  within  another,  like  the  joints  of  a tele- 
scope. If  one  J)art,  therefore, expand  or  contract  more 
than  another,  such  a joint  will  yield,  so  that  the  expan- 
sion will  not  cause  either  flexure  or  fracture  of  the  series. 

There  is  an  apparent  exception  to  the  general  law  of 
the  dilatation  of  solids  by  heat,  in  the  fact,  that  a certain 
aluminous  clay,  when  raised  to  a very  intense  heat  by 
means  of  a furnace,  is  observed  to  contract  its  dimensions. 
'I'his  i)henomenon  also  presents,  in  another  respect,  an 
exception  to  the  law.  It  has  been  already  said,  that 
the  changes  of  dimension  which  a body  undergoes  in 
heating,  will  be  exactly  reversed  in  cooling;  so  that  its 
actual  dimensions,  at  any  given  temperature,  in  the  two 
processes  will  always  be  the  same.  In  the  case  just 
alluded  to,  however,  it  is  found  that  the  reduced  dimen- 
sion produced  in  the  clay  by  intense  heat,  is  retained 
even  when  the  clay  is  cooled.  This,  however,  is  only 
an  apparent  exception  to  the  law  of  expansion ; and  the 
fact  that  the  clay  does  not  assume  its  former  dimensions 
when  restored  to  its  former  temperature  proves  this. 
The  contraction  in  this  case  arises  from  the  effect  of 
moisture  intimately  combined  with  the  clay  leaving  been 
extricated  by  the  ardent  heat  to  which  it  is  submitted. 
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coTPbined,  probably,  ^Vith  a more  powerful  an.l  intimate 
attraction  of  the  constituent  irarts  of  the  clay  being  caUed 
into  action  by  the  operation  of  heat.  '1  he  effect,  m fact, 
belongs  not  to  the  class  of  ordinary  expansion  by  in- 
crease of  temperature,  since  the  body,  after  the  change 
of  temperature,  does  not  consist  of  the  same  constituent 
parts  as  before,  and  since,  probably,  its  parts  are  united 
by  other  chemical  agencies  different  from  those  which 
previously  prevailed  among  them.  In  the  art  of  ]>ottery, 
regard  is  necessarily  had  to  this  effect;  for  otherwise  the 
design  of  the  potter  in  the  formation  of  vessels  would 
not  lx;  fulfilled,  since  their  size  and  form  in  coming  out 
of  the  furnace  would  be  different  from  that  which  they 
had  when  put  into  it. 

The  degree  of  contraction  produced  in  clay  has  been 
proposed  by  Mr.  ^\■edgewood  as  a means- of  indicating 
degrees  of  temperature  so  high  as  to  be  beyond  the 
range  of  thermometers.  Mis  pyrometer  consists  of  two 
pieces  of  brass  A 11,  CD,  twenty-four  inches  long,  fixed 
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on  a brass  plate  five  tenths  of  an  inch  asunder,  at  one 
extremity,  11 D,  and  three  tenths  at  the  other,  A C.  The 
distance  between  them  gradually  diminishes  from  11  to 
A,  and  as  the  whole  diminution  amounts  to  two  tenths 
of  an  inch,  the  diminution  of  the  distance  of  the  bars  at 
any  intermediate  point,  such  as  1’,  will  he  the  same 
proportion  of  two  tenths  of  an  inch  as  the  distance 
ril  is  of  the  whole  length  All.  And  the  distance 
All  being  twenty-four  inches,  or  2-t()  tenths  of  an 
inch,  each  tenth  of  an  inch  on  A 11  corresponds  to 
the  2-tOth  part  of  two  tenths,  or  the  I20th  part  of  the 
tenth  of  an  inch,  in  the  distance  between  the  bars. 
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Thus,  the  difference  between  the  distances  of  the  bars 
corresponding  to  one  division  upon  A B,  will  amount  to 
the  1200th  part  of  an  inch. 

The  clay  is  well  washed  and  shaped  into  small  cy- 
linders, flattened  upon  one  side,  and  of  such  a mag- 
nitude as  to  fit  exactly  the  large  end  BC  when  baked 
to  a low  red  heat.  One  of  these  cylinders  is  then 
exposeil  to  the  temperature  of  the  furnace,  which  it  is 
required  to  determine.  Its  shrinkage  will  cause  it,  when 
applied  to  the  scale,  to  slide  within  the  bars,  further 
than  the  extremity  BC.  If  it  slide  to  the  third  division 
from  B,  its  contraction  will  amount  to  three  times  the 
1200th  part  of  an  inch,  and  so  on. 

The  accuracy  of  the  indications  of  this  instrument 
depends  on  the  supposition  that  the  cylinders  of  clay 
whicli  are  used  are  always  Of  the  same  composition, 
and  that  the  same  temperature  will  always  produce  in 
tliem  tlie  same  degree  of  contraction.  Admitting  the 
possiliility  of  always  providing  similar  cylinders  of  clay, 
yet  still  the  results  of  the  instrument  are  altogether  un- 
certain. It  is  found  that  the  degree  of  contraction  is 
affected  by  the  length  of  time  which  the  cylinder  is 
exposed  to  the  temperature,  as  well  as  by  the  temper- 
ature itself ; and,  therefore,  that  long-continued  ex- 
posure to  a very  inferior  temperature  will  produce  the 
same  contraction  as  if  the  cylinder  had  been  exposed 
for  a short  time  to  a more  intense  heat.  Besides  this, 
it  does  not  seem  to  have  been  certainly  ascertained  by 
Mr.  M'edgewood  himself,  that  cylinders  of  the  same 
apparent  composition,  exposed  to  the  heat  of  the  same 
furnace,  for  the  same  length  of  time,  underwent  equal 
degrees  of  contraction.  This  instrument  has  been  long 
out  of  use. 

The  enormous  power  which  solid  bodies  exert  in 
dilating  and  contracting  their  dimensions  by  change 
of  temperature,  will  be  understood  if  we  consider,  that 
it  must  be  equal  to  the  mechanical  force  necessary  to 
produce  similar  effects  in  stretching  or  compressing 
them.  Thus  a bar  of  iron  heated  so  as  to  increase  its 
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length  by  a quarter  of  an  inch,  would  require  a force 
to  resist  its  increase  of  length  equal  to  that  which  would 
be  necessary,  supposing  it  to  be  maintained  at  the  in- 
creased temperature,  to  reduce  its  length  by  compres- 
sion a quarter  of  an  inch.  In  like  manner,  a body  in 
contracting  by  diminished  temperature,  exerts  a force 
exactly  equal  to  that  which  would  be  necessary  to  stretch 
it  through  the  same  space. 

This  principle  was  beautifully  applied  by  M.  Molard, 
some  years  ago,  in  Paris.  The  weight  of  the  roof  of 
the  large  gallery  of  the  Conservatoire  des  Arts  et  Metiers 
pressed  the  sides  outwards  so  as  to  endanger  the  build- 
ing ; and  it  was  requisite  to  find  means  by  which  the 
wall  should  be  propped  so  as  to  sustain  the  roof. 
iM.  .Molard  contrived  the  following  ingenious  plan  for 
the  purpose.  A scries  of  strong  iron  bars  were  carried 
across  the  building  from  wall  to  wall,  passing  through 
holes  in  the  walls,  and  were  secured  by  nuts  on  the 
outside.  In  this  state  they  woidd  have  been  sufficient 
to  have  prevented  the  furtlter  sej)aration  of  the  walls  by 
the  weight  of  the  roof,  but  it  was  desirable  to  restore 
the  walls  to  their  original  state  by  drawing  them  to- 
gether. This  was  effected  in  the  following  manner:  — 
Alternate  bars  were  heated  by  lamps  fixed  beneath 
them.  They  expanded  ; and  consetpiently  the  nuts, 
which  were  previously  in  contact  with  the  walls,  were 
no  longer  so.  I hese  nuts  were  then  screwed  uj)  so  as 
to  be  again  in  close  contact  with  the  walls.  The  lamps 
were  withdrawn,  and  the  bars  now  allowed  to  cool.  In 
cooling  they  gradiuilly  contracted,  and  resumed  their 
former  dimensions ; consequently  the  nuts,  pressing 
against  the  walls,  dR>w  them  together  through  a space 
equal  to  that  through  which  they  had  Ix’en  screwed  up. 
Meamvhile  the  intennediatc  bars  were  heated  and  ex- 
panded, and  the  nuts  screwed  up  as  before.  The  lamps 
Ix'ing  again  withdrawn,  they  contracted  in  cooling,  and 
the  walls  were  further  drawn  together.  This  process 
was  continually  repeated  until  at  length  the  walls  were 
restored  to  their  perpendicular  position.  The  gallery 
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may  still  be  seen  with  the  bars  extending  across  it,  and 
binding  together  its  walls. 

Among  the  apparent  exceptions  to  the  law  of  the 
dilatation  of  solids  by  heat,  may  be  mentioned  the 
cases  of  many  vegetable  and  animal  substances  which 
appear  to  contract  by  exposure  to  increased  temper- 
ature ; but  this  effect  is  accounted  for  in  the  same 
manner  as  that  which  has  been  just  mentioned  respect- 
ing heated  clay.  The  solid,  in  fact,  does  not  continue 
the  same  during  the  process,  but  dismisses  those  con- 
stituent parts  which  are  most  easily  reduced  to  vapour 
by  heat,  the  parts  which  remain  collecting  together 
more  closely  by  their  physical  properties. 
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CHAP.  III. 

THE  DILATATION  OF  GASES. 

By  tlie  experiments  of  Lavoisier  and  Laplace,  mentioned 
in  the  last  chapter,  it  appears,  that  metals  dilate  uni- 
formly with  the  increase  of  temperature  between  the 
limits  of  32^  and  212°  of  the  common  thermometer. 
'Phis  uniformity  of  expansion  is  still  more  conspicuous, 
and  extends  through  a much  wider  range  of  temperature 
in  the  case  of  bodies  which  exist  in  the  gaseous  or 
aeriform  state.  Indeed,  there  is  a uniform  character 
about  the  expansion  of  these,  not  only  when  each  gas  is 
considered  separately,  but  when  gases  the  most  diflerent 
in  other  qualities  are  compared  together ; which  leads 
to  the  adoption  of  their  expansibility  as  a standard  of 
comparison  for  determining  the  expansibility  of  all 
other  bodies. 

About  the  same  period  in  the  year  1801,  Mr.  Dalton, 
at  Manchester,  and  M.  (Jay  Lussac,  at  Paris,  instituted 
a series  of  experiments  on  gaseous  bodies,  which  led 
them  to  the  conclusion,  that  the  dilatation  of  air  pro- 
ceeds with  perfect  uniformity  in  reference  to  the  mercu- 
rial thermometer,  between  the  temperatures  of  melting 
ice  and  boiling  water.  But  what  wiis  still  more  re- 
markable, they  ascertained,  that  all  gases  whatever,  and 
all  vapours  raised  from  liquids  by  heat,  as  well  as  all 
mixtures  of  gases  and  vapours,  were  subject  to  exactly 
the  same  quantity  of  expansion  between  these  limits. 
Mr.  Dalton  found  that  1000  soliil  inches  of  air,  raised 
from  the  temperature  of  melting  ice  to  that  of  boiling 
water,  increased  their  bulk  to  1325  solid  inches. — 
According  to  M.  Gay  Lussac  they  increased  their  bulk 
to  1375  sobd  inches.  The  latter  determination  has 
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been  proved  by  subsequent  experiments  to  be  the  more 
correct. 

It  appears,  therefore,  that  for  an  increase  of  tem- 
perature from  32°  to  212°  amounting  to  180°,  the  in- 
crease of  volume  is  375  parts  in  1000;  and  consequently 
since  the  expansion  is  uniform,  the  increase  of  volume 
for  l°will  be  found,  by  dividing  tliis  by  180,  which 
will  give  an  increase  of  208|  parts  in  10,000,  for  1°  of 
the  common  thermometer.  It  may  not  be  uninteresting 
here  to  describe  the  process  by  which  M.  Gay  Lussac 
arrived  at  this  important  discovery. 

I he  apparatus  used  by  him  is  represented  in  fg.  18. 


Fig.  18. 


It  consists  of  a square  box  of  tin,  the  section  of  which 
appears  in  the  figure,  which  is  filled  to  the  level  n n 
with  water.  It  is  placed  upon  a furnace  F,and  is  fur- 
nislied  with  two  openings  at  opposite  ends,  in  one  of 
which  V is  inserted  a mercurial  thermometer,  placed  in 
a horizontal  position.  In  the  other  is  inserted  a ther- 
mometer tube,  the  bulb  and  part  of  the  stem  of  which 
is  filled  with  the  gas  on  which  the  experiment  is  to  be 
made.  This  gas  is  inclosed  in  the  tube  by  a small  por- 
tion of  mercury,  which  appears  at  v.  These  two  ther- 
mometer tubes  are  placed  at  the  same  level  in  the 
water,  in  order  that  they  may  be  affected  exactly  by  the 
same  temperature  ; for,  as  has  been  already  mentioned, 
the  strata  at  different  depths  will  have  different  tem- 
peratures. 

The  cover  of  this  boiler  is  furnished  with  three 
apertures,  two  for  the  escape  of  the  vapour,  and  the 
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third  to  support  a thermometer,  the  bulb  b'  of  which 
is  immersed  in  the  water  to  the  same  depth  as  the  other 
thermometer,  and  the  stem  of  which,  rising  above  the 
lid  of  the  boiler,  indicates  the  temperature  of  the  water. 
The  indications  of  the  thermometer  in  the  horizontal 
position  are  more  accurate,  the  whole  being  immersed 
and  at  the  same  level.  Its  indications,  however,  cannot 
be  observed  without  drawing  it  out  at  the  lateral  ap- 
erture, while  the  mercury  in  the  vertical  thermometer 
standing  above  the  aperture  in  the  top  of  the  boiler, 
always  shows  the  temperature  nearly.  The  stem  of 
the  thermometer  tube  which  contains  the  gas  under 
examination,  is  inserted  in  a larger  tube  t'  which  is  filled 
with  pieces  of  muriate  of  lime,  or  some  other  salt,  which 
has  the  quality  of  absorbing  moisture  with  facility. 
'I’hrough  this  larger  tube  the  gas  is  introduced  into  the 
tube  15',  and  as  it  passes  it  deposits  any  moisture  or  vapour 
which  may  be  suspended  in  it  in  the  lime,  so  that 
when  it  enters  the  tube  15'  it  is  perfectly  dry.  The 
tube  15'  was  previously  filled  with  mercury,  in  order 
to  expel  the  atmos|>heric  air,  and  the  mercury  was  gra- 
dually withdrawn,  according  as  the  gas  was  admitted 
to  fill  its  place ; the  small  (piantity  appearing  at  o' 
only  remaining  to  mark  the  portion  of  the  tube  filled 
l)y  the  gas. 

Let  us  suppose  the  temperature  of  the  apparatus  now 
reduced  to  that  of  melting  ice,  the  gas  in  b'  will  lose  a 
part  of  its  elastic  force  by  the  reduced  temperature,  and 
the  atmospheric  jiressure  will  force  the  mercury  at  r' 
towards  the  hulb,  until  the  condensation  of  the  gas  gives 
it  a pressure,  which  will  halance  that  of  the  atmosphere. 
The  temperature  of  the  water  must  now  be  observed,  by 
drawing  the  stem  of  the  thermometer  15  out  of  the  side 
of  the  vessel,  and  the  heat  must  be  regulated  until  this 
temperature  is  accurately  .“IS®.  'I'he  position  of  the 
mercury  which  confines  the  gas  must  be  then  observed, 
by  drawing  out  the  stem  of  the  other  thermometer  tube, 
and  at  thesiime  time  must  be  observed  the  height  of  the 
barometer.  ^Ve  obtain  thus  three  data:  1st,  the  tern- 
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pcrature  of  the  gas ; 2dly,  its  volume ; 3dly,  its 
pressure. 

Tlie  liquid  in  the  vessel  is  now  gradually  heated, 
and  similar  observations  are  made  at  different  tem- 
peratures. The  vertical  thermometer  will  indicate  from 
time  to  time  the  temperature  nearhj,  so  as  to  inform 
the  observer  when  tlie  horizontal  thermometer  should 
be  examined.  As  the  temperature  is  gradually  in- 
creased, the  gas  confined  in  the  tube  11'  increases  its 
elasticity  and  pressure,  and  prevailing  for  a moment 
over  the  atmospheric  pressure,  it  forces  the  mercury 
outwards,  until  by  the  increased  space  which  it  fills, 
its  pressure  is  reduced  to  equality  with  that  of  the 
atmosphere. 

It  is  necessary  to  note  the  height  of  the  barometer  at 
each  observation  ; because,  in  case  the  atmospheric  pres- 
sure should  change  during  the  experiment,  the  gas 
enclosed  in  the  tube  would  be,  at  different  times,  affected 
by  different  pressures.  This  would  cause  a change  in 
its  volume,  not  depending  on  its  change  of  temperature. 
In  case  of  a change  in  the  height  of  the  barometer,  it  is 
easy  to  allow  for  its  effect  on  the  volume  of  the  gas.  for 
that  volume  will  be  diminished  in  exactly  the  same  pro- 
portion as  the  atmospheric  pressure  is  increased,  and 
vice  versd. 

The  uniform  expansion  of  vapours,  and  of  the  mix- 
ture of  vapours  and  gases,  was  ascertained  by  experi- 
ments precisely  similar,  omitting  only  the  process  of 
transmitting  them  through  the  absorbent  salts.  It  is 
also  obviously  necessary  that  the  vapour  should  not  be 
submitted  to  a temjicrature  so  low  as  to  reduce  any  part 
of  it  to  liquid,  and  that  the  mixture  of  vapour  and  gas 
should  not  be  submitted  to  a temperature  so  low  as  to 
cause  any  part  of  the  vapour  suspended  in  the  gas  to  be 
precipitated. 

Such  was  the  nature  of  the  apparatus  and  experi- 
ments of  M.  Gay  Lussac. 

These  experiments  of  Gay  Lussac  and  Dalton  have 
been  repeated,  and  their  results  confirmed  and  extended 
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by  Dulong  and  Petit^  with  an  apparatus  similar  to  that 
just  described.  In  order  to  examine  the  dilatation  of 
the  gases  at  temperatures  above  that  of  boiling  water, 
these  philosophers  used  a bath  of  one  of  the  fixed  oils, 
instead  of  water,  for  the  purpose  of  raising  the  temper- 
atures of  the  thermometers.  They  found  that  at  tem- 
peratures above  212°  the  mercury  dilated  more  rapiiUy 
than  the  gas,  and  that  this  rate  of  dilatation  increased  as 
the  mercury  approached  nearer  to  its  boiling  point,  a 
result  which  we  shall  presently  see  is  common  to  all 
liquids. 

It  may  seem,  at  first  view,  not  easy  to  decide  whether 
we  should  ascribe  an  increased  rate  of  expansibility  to 
the  mercury,  or  a decreased  rate  to  the  gas.  There  are, 
however,  some  considerations  which  fender  it  in  the 
highest  degree  probable,  if  not  physically  certain,  that 
the  dilatation  of  the  gases  at  all  temperatures  is  uniform ; 
and  that  the  relative  variation  above  mentioned,  is  to 
Ik*  altogether  attributeil  to  the  increasc-d  rate  of  expan- 
sibility in  the  mercury.  All  bodies  whatever  in  the 
aeriform  state,  whether  they  be  permanent  gases  or 
vapours  raised  from  li(juids,  or  compounds  of  both,  are, 
as  has  been  already  observed,  found  to  be  subject  to 
exactly  the  same  expansion  at  all  temperatures.  Now, 
we  must  either  suppose  that  a perfectly  uniform  and 
fixed  expansibility  is  a necessary  consequence  of  the 
aeriform  state,  or  that  all  gases  ami  vapours,  and  com- 
pounds of  them,  arc  subject  to  a variation  in  their  ex- 
pan.sibility,  which  is  precisely  the  same  for  different 
gases  at  the  same  tem|)erature.  The  simplicity  of  the 
former  supposition  renders  it  by  far  the  more  probable. 
But,  again,  it  is  found  that  this  sameness  of  exjiansi- 
bility  is  ])eculiar  to  the  aeriform  state.  All  solids,  a.s 
well  as  liquids,  not  only  increase  their  rate  of  exiiansion 
as  their  temperature  is  raised,  but  at  the  same  temper- 
ature they  differ  from  each  other  in  expansibility. 

Besides  these  j)robabilities,  which  we  deduce  from 
established  facts,  theory  would  lead  us  to  expect  an  in- 
creasing dilatability  with  jncreased  temperature  in  solids 
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and  liquids,  but  not  in  gases.  If  it  be  admitted  that  in 
a given  body  the  coliesive  force  diminishes  in  {iropor- 
tion  as  the  particles  are  separated,  it  will  follow  that  the 
expansion  jiroduced  by  elevation  of  temperature  must 
diminish  the  energy  of  this  force ; and  therefore  the 
tendency  to  dilate  being  less  resisted,  a given  increase 
of  temperature  will  cause  a greater  degree  of  dilatation. 
In  solids  and  liquids,  the  cohesive  principle  being  mani- 
fested, this  increasing  dilatability  will  be  exhibited  ; but 
in  gases,  the  cohesive  principle  being  already  annihilated, 
its  effects  cannot  be  diminished  by  increased  temper- 
ature ; and,  therefore,  the  same  increasing  dilatability 
by  increased  temperature  cannot  be  looked  for. 

M'hen  gases  are  said  to  dilate  and  contract  by  vari- 
ations of  temperature,  it  is  necessary  to  attend  to  the 
fact  that  this  process  does  not  take  place  in  the  same 
manner  as  for  liquids  or  solids.  A\'hen  a solid  or  a liquid 
is  cooled,  the  repulsive  principle  arising  from  the  pre- 
sence of  caloric  being  diminished,  and  the  resistance  to 
cohesion  being  lessened,  the  particles  are  collected  more 
closely  together  by  the  oj>eration  of  the  cohesive  prin- 
ciple, and  the  body,  whether  solid  or  liquid,  contracts 
and  shrinks  into  smaller  dimensions.  This,  however, 
does  not  happen  in  the  same  manner  with  bodies  in  the 
aeriform  state.  Suppose  a glass  receiver  filled  with  air, 
and  completely  closed  on  every  side  ; if  the  temperature 
of  the  air  thus  included  in  the  receiver  be  lower,  it  will 
not  cease  to  fill  the  receiver,  nor  will  it  contract,  in  any 
respect,  in  its  dimensions.  It  will  still  continue  to  oc- 
cupy the  same  space  as  before  : it  will,  however,  lose  a 
portion  of  its  elastic  force,  and  will  exert  a less  jircssure 
on  the  inner  surface  of  the  receiver,  .so  that  if  the  ex- 
ternal pressure  were  allowed  to  act,  it  would  be  com- 
pressed into  smaller  dimensions.  In  the  experiments 
already  explained,  as  performed  by  Gay  Lussac,  the  gas 
experimented  upon  was  exposed  to  the  pressure  of  the 
atmosphere,  because  the  small  quantity  of  mercury 
which  inclosed  it  in  the  tube  was  subjected,  on  one  side, 
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to  the  elastic  pressure  of  the  gas,  and  on  the  otlier  side 
to  the  pressure  of  the  atmosphere. 

W hen  it  is  said,  therefore,  tliat  gases  contract  or  ex- 
pand by  change  of  temperature,  it  is  meant  that  the 
contraction  or  exjiansion  takes  place,  the  gas  being  sub- 
ject, throughout  the  process,  to  a given  pressure,  which 
pressure  is  generally  understood  to  be  that  of  the  atmo- 
sphere. 

Jt  has  been  said,  that  air,  when  submitted  constantly 
to  the  same  pressure,  expands  by  increasing  its  temper- 
atuie : but  if,  at  the  same  time  that  the  temperature  be 
increased,  and  the  pressure  which  confines  the  air  be  also 
increased,  it  is  possible  that  the  tendency  toexpaml  may 
be  resistcfl,  and  the  air  compelled  to  retain  its  primitive 
dimensions.  It  has  been  proved  in  Pneumatics,  that 
the  pressure  of  air  is  great,  in  proportion  as  the  space 
within  which  it  is  confined  is  small.  Put  this  law  is 
only  true,  so  long  as  tlie  temperature  of  the  air  remains 
unclianged.  If  a given  hulk  of  air  Ik‘  compressed  into 
half  its  dimensions,  its  pressure  will  Ir-  doubled  by  the 
pneumatical  law  ; Init  if,  at  the  same  time,  its  temper- 
ature be  lowered  by  cooling  it,  it  is  possible  that  the 
pressure,  by  this  cause,  may  lx>  so  diminished  as  to 
coiniiensate  for  tlie  compression,  so  that  the  air,  wlien 
reduced  to  half  its  bulk,  may  have  the  same  jiressure  as 
it  had  in  its  primitive  dimensions.  In  fact,  the  pres- 
sure of  air,  and  all  other  gases,  depends  conjointly  on 
their  temperature,  and  the  dimensions  within  which 
they  are  confined.  The  higher  the  temperature,  and 
the  less  the  dimensions  within  which  a given  quantity 
of  gas  is  inclosed,  the  greater  will  1r>  its  pressure. 

I he  exjiansion  and  contraction  of  air,  by  change  of 
temperature,  is  the  cause  of  a vast  number  of  jiheno- 
mena  with  which  every  one  is  familiar.  When  a fire  is 
lighted  in  a stove  surmounted  by  a chimney,  the  air 
enclosed  in  the  chimney  becomes  heated  by  the  action 
of  the  fire  and  expands : it,  therefore,  iRjcomes  lighter, 
bulk  for  bulk,  than  the  external  atmosphere,  and  ac- 
quires a tendency  to  ascend  by  that  buoyancy  which  its 
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comparative  lightness  gives  it.  Tliis  produces  what 
is  called  a draft  in  the  chimney,  wliich  means  nothing 
more  than  the  upward  current  of  air  produced  by  this 
ascent  of  the  heated  air  confined  in  the  flue.  AVhen  a 
stove  has  remained  for  a considerable  time  without  hav- 
ing a fire  in  it,  the  chimney,  stove,  &c.  becomes  cold, 
and  when  the  fire  is  first  lighted,  it  fails  to  heat  the  air 
in  the  flue  with  sufficient  rapidity  to  j)roduce  a current 
necessary  for  the  draft.  Upon  such  occasions  we  fre- 
quently find  that  the  smoke  fails  to  ascend  the  chimney, 
and  issues  into  the  apartment.  After  the  grate  and 
flue,  however,  become  warm,  the  draft  is  restored  and 
the  chimney  ceases  to  smoke.  The  draft  is  sometimes 
stimulated  in  this  case  by  holding  burning  fuel  for  some 
time  in  the  flue;  by  this  means  the  air  in  the  flue  be- 
comes more  si)ecdily  heated. 

In  all  contrivances  for  heating  houses,  the  fact  that 
warm  air  is  more  expanded,  and  therefore  lighter  than 
cold  air,  should  be  strictly  attended  to;  for  this  reason, 
rvhen  warm  air  is  supplied  to  an  apartment,  it  should  be 
always  admitted  at  the  lower  part,  because,  if  admitted 
above,  it  would  form  a stratum  at  the  top  of  the  apart- 
ment, and  w'ould  there  remain,  and  escape  by  any  aper- 
ture to  which  it  might  find  access.  If,  however,  there 
be  no  means  of  escape,  except  at  the  lower  part,  the 
warm  air  admitted  at  the  top  will  gradually  press  the 
cold  air  downwards,  and  force  it  out  through  the  doors, 
window's,  or  flues. 

The  air  included  in  a domestic  apartment  is  generally 
heated  to  a higher  tem])erature  than  the  external  air, 
either  by  the  heat  supplieil  by  the  human  body,  or  by 
lamps,  candles,  or  fires.  This  reiulers  it  lighter  than 
the  external  air,  and  con.sequently  the  external  air  ac- 
quires a tendency  to  rush  in  at  all  apertures  at  the  low'er 
part  of  the  roOm,  while  the  warm  and  lighter  air  passes 
out  at  the  higher  apertures.  If  the  door  of  an  apart- 
ment be  opened,  it  will  be  found  that  tw'o  currents  will 
be  established  through  it,  thelow’er  current  inwards  and 
the  upper  outwards.  If  a candle  be  held  in  the  door- 
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way  near  the  door,  it  will  be  found  that  the  flame  will 
be  blown  inwards;  but  if  it  be  raised  nearly  to  the  top  of 
the  doorway,  it  will  be  blown  outwards.  The  warm  air 
in  this  case  flows  out  at  the  top,  while  the  cold  air  flows 
in  at  the  bottom. 

A current  of  warm  air  from  the  room  is  generally 
i-ushing  up  the  flue  of  the  chimney,  i*"  the  flue  la?  o{)on, 
even  though  there  sliould  lie  no  fire  lighted  in  the  stove. 

The  air  contained  in  an  apartment  has  a tendency  to 
collect  in  strata  elevated  according  to  its  temperature  ; 
the  hotter  air,  being  lightest,  collects  in  the  highest  part 
of  the  room,  and  the  strata  decrease  in  temperature 
downwards.  Thermometers  placed  at  different  heights 
between  the  floor  and  the  ceiling  will  plainly  indicate 
this.  The  difference  of  temperature  of  these  strata  is 
sometimes  so  considerable,  that  animals  are  capable  of 
living  in  the  lower  part  of  the  room,  who  would  ilie  in 
tile  upper  part. 

The  air  is  supplied  to  the  wick  of  an  Argand  lamp  by 
tlie  same  principle  as  the  draft  of  a chimney.  'I'he  heat 
of  the  flame  causes  tlie  air  immediately  above  it  to 
expand,  and,  becoming  light  and  buoyant,  it  ascends 
with  considerable  rapidity.  This  effect  is  increased 
by  its  being  confined  within  the  glass  cylinder  which 
usually  surrounds  the  flame.  A current  is,  therefore, 
established  upwards,  and  the  flame  is  thus  fed  with 
fn'sh  atmospheric  air  from  below,  which  promotes  the 
combustjon.  .All  flame,  as  will  be  shown  hereafter,  is 
p:as  heated  in  a very  intense  degree,  and  jiossessing  great 
levity,  when  compared  with  the  atmosphere:  hence  it  is 
tliat  the  flame  of  candles,  and  lamps,  and  other  burning 
bodies,  always  takes  an  upward  direction. 

The  vicissitudes  of  temperature  in  the  atmosjihere  are 
the  principal  causes  of  currents  and  winds.  When  a 
portion  of  the  atmosphere  acquires  an  increased  tem- 
perature, it  expands,  and  becomes  comparatively  lighter 
tlian  the  colder  portions.  AVhile  it  remains  heated  its 
elastic  force,  however,  excludes  the  colder  4iir  from  the 
place  which  it  occupies,  ^'’hen  the  cause  of  heat  is 
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removed,  the  air  again  contracts  its  dimensions,  and 
allows  tlie  colder  atmosphere  surrounding  it  to  rush  in 
and  fill  the  place  which  it  has  deserted  by  contraction, 
and  a current  is  thus  produced.  Also,  the  heated  por- 
tion is  caused  to  ascend  by  the  pressure  of  the  colder 
parts  in  its  neighbourhood.  'When  it  ascends,  the  colder 
j)arts  rush  in  on  every  side,  and  produce  winds.  The 
action  of  the  sun  on  the  atmosphere  under  it  produces 
this  effect ; and  we  accordingly  find  steady  winds  set 
in  towards  the  equator  from  the  poles,  and  also  the 
trade  winds,  which  follow  the  course  of  the  sun.  The 
combination  of  these  effects  produces  currents  which 
account  satisfactorily  for  tlie  various  fixed  winds  ob- 
served in  different  parts  of  the  globe : it  should  be, 
however,  recollected,  that  the  immediate  action  of  the 
sun  is  not  the  only  cause  operating  on  the  temperature 
of  the  air.  The  (lifferent  degrees  of  heat  reflected  or 
radiated  from  the  surface  of  the  land,  compared  with 
the  surface  of  the  water,  form  another  powerful  cause  of 
variation  in  the  temperature  of  the  air. 

'J'he  fact  of  the  expansion  and  contraction  of  air  by 
heat  can  be  made  manifest  by  numerous  and  familiar 
experiments.  Let  a piece  of  lighted  pa[>er  be  thrown 
into  a glass  goblet,  and  allowed  to  burn  in  it.  Let  the 
goblet  be  then  immediately  inverted,  and  its  mouth  im- 
mersed in  a basin  of  water.  The  water  will  be  observed 
to  ascend  in  the  goblet  above  the  level  of  the  water  in 
the  basin.  The  cause  of  this  is,  that  the  flame  of  the 
paper  caused  the  air  included  in  the  goblet  to  expand, 
and  on  inverting  the  goblet,  the  air  so  rarefied  was'in- 
closed  above  the  water,  and  sejiarated  from  the  external 
air.  Here,  on  the  paper  being  extinguished,  its  temper- 
ature was  lowered  to  the  temperature  of  the  water  in 
contact  with  it,  and  it  therefore  contracted,  and  the  at- 
mospheric pressure  acting  on  the  surface  of  the  water  in 
the  basin  forced  a quantity  of  the  water  into  the  goblet, 
to  fill  the  space  deserted  by  the  contraction  of  the  air. 

'I’lie  same  effects  may  be  still  more  conspicuously 
exliibited  by  taking  a glass  tube  with  a bulb  at  its  extre- 
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mity,  such  as  a thermometer  tube,  and  placing  the  bulb 
over  the  flame  of  a spirit  lamp,  the  stem  being  placed 
in  an  upright  position.  'I'he  heat  of  the  lamp  will  cause 
the  air  enclosed  in  the  bulb  and  tube  to  expand,  and  this 
expansion  will  continue  so  long  as  the  flame  acts  on  the 
glass.  If,  after  a time,  the  tube  be  removed  from  the 
lamp  and  inverted,  and  the  extremity  of  the  tube  im- 
mersed in  mercury,  or  water,  or  any  other  litjuid,  the 
liquid  will  be  observed  gradually  to  ascend  the  tube,  and 
finally  to  rush  with  considerable  force  into  the  bulb  and 
nearly  fill  it.  This  is  caused  by  the  gradual  contraction 
of  the  heated  air  enclosed  in  the  bulb  and  tube  by  cool- 
ing. A small  quantity  which  will  remain  after  the  con- 
traction will  he  found  to  occupy  a very  inconsiderable 
space  in  the  bulb  above  the  liquid. 

If  the  flame  of  a lamp  he  now  blown  by  a blowjiipe 
on  that  ]iart  of  the  bulb  in  which  the  small  portion  of 
air  remains,  the  air  will  once  more  expand,  ami  by  its 
jiressure  will  force  the  liquid  from  the  bulb  through  the 
tube  into  the  basin,  and  at  length  the  air  will  he  so  di- 
lated as  to  completely  fill  the  bulb  and  tulie.  A removal 
of  the  source  of  heat  will  suffer  the  air  once  more  to 
contract,  and  the  bulb  and  tube  will  be  again  fille.l. 

Particles  of  air  are  frequently  combined,  in  very 
minute  subdivision,  with  liquids  : they  may  be  expelled 
by  causing  them  to  expand  by  the  application  of  heat. 
APhen  the  liquid  is  heated,  the  particles  of  air  combined 
with  it  are  also  heated  ; and  when  they  expand,  they 
ac(]uire  so  great  a degree  of  levity,  compared  with  the 
liquid,  that  their  buoyancy  overcomes  the  attraction 
which  previously  held  them  in  combination  with  the 
liquid,  and  they  rise  to  the  surface,  where  they  escajH; 
in  bubbles.  If  ale  or  other  fermented  licpior  be  heated, 
this  effect  will  be  observed,  and  froth  will  he  produced 
on  the  surface  as  the  bubbles  of  air  rise. 

If  a Iwttle  of  fermented  liquor,  closely  corked,  be 
l>laced  before  a fire,  the  heat  will  cause  the  particles  of 
air  combined  with  the  liquid  to  expand,  and  to  rise  into 
the  space  of  the  neck  of  the  bottle  between  the  liquid 
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and  the  cork  : this  process  will  be  continued  until  a 
considerable  quantity  of  condensed  air  is  collected  under 
the  cork.  The  elastic  pressure  of  this  is  increased  by 
the  elevated  temperature  ; and  it  will  frequently  happen, 
that  this  pressure  so  far  exceeds  that  of  the  external 
atmosphere,  that  the  cork  will  be  expelled  from  the 
bottle,  with  a ndise  like  that  of  an  explosion. 

^V^ater,  under  ordinary  circumstances,  contains  a 
considerable  quantity  of  atmospheric  air;  for  if  it 
be  boiled,  or  even  considerably  heated,  this  air  will 
gradually  escape ; and,  if  the  water  be  not  subsequently 
exposed  to  the  atmosphere,  it  will  thus  be  freed  from 
any  combination  witli  air. 

J f a flaccid  bladder  be  securely  tied  at  the  mouth,  the 
small  quantity  of  air  which  it  contains  may  be  made  to 
fill  it  as  completely  as  if  it  were  fully  blown,  by  ex- 
])osing  the  bladder  before  a fire  for  a short  time.  The  air, 
being  thus  heated,  expands,  and  the  bladder  dilates, 
until  at  length  it  becomes  fully  inflated.  On  removing 
the  bladder  from  the  fire,  it  cools,  and  the  air  again  con- 
tracts, and  the  bladder  shrinks  and  becomes  flaccid  as 
Lelore. 
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CHAr.  IV. 

THE  DILATATION  OP  LIQUIDS. 


The  transition  of  bodies  by  the  increase  of  their  tem- 
perature, successively  through  the  solid,  liquid,  and 
gaseous  state,  has  been  already  alluded  to  in  the  first 
chapter.  From  this  statement  it  will  be  perceived,  that 
the  liquid  state  differs  from  the  solid  and  gaseous  states 
in  being  a state  of  transition,  in  which  bodies  can  only 
exist  between  two  Umits  of  temperature.  In  different 
liquids  these  limits  are  more  or  less  widely  sepa- 
rated : in  some,  as  in  the  instance  of  alcohol,  the  point 
of  solidification  is  placed  at  an  extremely  low  limit  of 
temperature ; while  in  others,  as  in  some  of  the  oils, 
tlie  point  of  vajiorisation  is  placed  at  a very  high  tem- 
perature ; and  in  others,  again,  as  in  mercury,  these 
points  are  very  widely  separated,  the  vaporising  point 
being  at  a very  high  temperature,  while  the  freezing 
point  is  at  a very  low  one.  It  is  found,  generally,  as 
bodies  increasing  in  temperature  approach  either  of  the 
points  at  which  they  pass  from  one  of  these  states  into 
another,  that  the  rate  at  which  they  dilate  by  a given 
cliange  of  temperature  is  increased ; and  hence  we  may 
be  naturally  led  to  expect,  what,  in  fact,  experiment 
will  verify,  that  uniformity  of  expansion  is  confined 
within  more  narrow  limits  in  liquids  than  in  bodies  in 
the  other  states.  As  liquids  approach  their  state  of 
ebullition  and  congelation,  they  are  found  to  be  subject 
to  certain  irregularities;  and  it  is  only  between  limits 
of  temperature  which  upon  the  one  hand  and  the  other 
are ’considerably  distant  from  these  points,  that  any 
uniformity  of  dilatation  can  be  looked  for. 

7’here  are  several  methods,  founded  upon  the  different 
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physical  properties  of  liquids,  by  which  the  law  of  their 
dilatation  may  be  observed.  The  jirincipal  of  these 
methods  we  propose  now  to  explain. 

The  dilatation  of  liquids  may  be  observed  by  a process 
nearly  similar  to  that  which  was  explained,  in  the  last 
cliapter,  for  determining  the  dilatation  of  gases.  A 
thermometer  tulx-  is  provided,  the  stem  of  which  is 
graduated  in  tlie  manner  which  will  be  explained  in  a 
subsequent  chapter.  This  tube  and  bulb  are  filled  with 
the  liijuid  whose  dilatation  is  to  be  observed.  It  is 
then  immersed  in  a horizontal  position,  or  nearly  so,  in 
a bath  of  liquid,  such  as  that  described  in  page  58. 
The  temperature  of  this  bath  is  varied  in  the  manner 
there  explained ; and  if  the  points  to  which  the  liquid 
rises  in  the  thermometer  tube,  at  different  temperatures, 
be  accurately  observed,  the  expansion  of  the  glass  tube 
itself  being  allowed  for,  the  variations  ip  the  volume  of 
the  liquid  may  be  easily  deduced ; and  hence  the  dilat- 
ation corresponding  to  different  temperatures  may  be 
obtained. 

'i’he  jierformance  of  this  experiment,  however,  so  as 
to  obtain  results  of  tlie  requisite  accuracy,  is  attended 
with  some  difficulty.  The  liquid  under  examination 
must  be  very  carefully  purged  of  air  which  may  be  com- 
bined with  it,  otherwise  the  expansion  of  the  particles 
of  air,  by  increase  of  temperature,  would  cause  an  ap- 
parent expansion  of  the  liquid,  the  consequence  of  which 
would  be  false  indications  of  its  dilatation.  The  air 
combined  with  it  would  expand  hy  increase  of  temper- 
ature in  a greater  degree  than  the  liquid,  and,  conse- 
quently, the  apparent  expansion  of  the  liquid  would  be 
greater  than  the  true.  Tlie  air  may  be  expelled  from 
Uie  liquid  by  boiling  the  liquid  in  the  thermometer  tube 
and  bulb.  The  tube  being  filled  with  liquid,  let  the  bulb 
be  held  over  the  flame  of  a spirit  lamp:  as  the  liquid  is 
heated,  the  air  combined  with  it,  expanding,  will  rise  iu 
bubbles  to  the  surface  ; and  when  the  liquid  has  been 
held  for  some  time  in  this  manner,  every  particle  of  aU 
will  be  expelled. 
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There  is  still  another  source  of  error  to  be  pruarded 
apiinst.  It  is  found  that  liquids,  when  exposed  to  a free 
atmosphere,  become  vapour  at  all  temj)eratures,  and  they 
evaporate  the  more  readily  the  more  elevated  is  the  tem- 
perature. This  would  cause  the  apparent  expansion  of 
the  liquid  in  the  tube  to  be  less  than  the  real  expansion, 
inasmuch  as  a certain  quantity  of  the  liquid  would  pass 
off  by  evaporation  in  this  way,  by  which  the  bulk  of 
the  liquid  remaining  in  the  tuln?  would  bt'  diminished. 
'I'o  guard  against  this  source  of  error,  when  the  bulb 
and  tube  are  completely  filled  with  the  boiling  liquid, 
the  end  of  the  tube  is  closed  by  melting  the  gla.?s  with 
a blowpipe,  so  as  completely  to  exclude  the  air,  and 
confine  within  the  tul>e  nothing  but  the  liquid,  which 
then  completely  fills  it.  This  done,  the  tube  and  liquid 
are  allowed  to  cool,  and  as  the  liquid  contracts,  it  sub- 
sides in  the  tube,  leaving  the  space  at  the  top  of  the 
tube  a vacuum.  'I'his  is  attended  with  the  farther  ad- 
vantage of  enabling  us  to  observe  the  expansion  of  the 
liquid  at  higher  temperatures  than  it  could  be  observed 
if  the  liquid  were  exposeil  to  the  atmosphere  ; because 
it  is  found  that  liijuids  boil  at  a lower  temperature,  when 
so  exposed,  than  when  removed  from  the  contact  of  air. 

'I'he  tube  must  be  place<l  in  a horizontal  position  in 
the  hath,  for  the  same  reason  as  was  explained  in  de- 
termining the  dilatations  of  gases.  It  must,  in  fact,  be 
exposed  to  the  same  temperature ; and,  as  we  shall  pre- 
sently explain,  this  cannot  1)C,  unless  it  be  placed  in  the 
same  horizontal  stratum  of  the  liquid. 

Such  was  tlie  nature  of  the  apparatus  with  which 
De  Luc  I'erformed  a series  of  experiments  to  determine 
tlie  relative  dilatations  of  different  liquids.  These  ex- 
periments, however,  fail  to  give  us  the  absolute  dilata- 
tion of  any  liquid,  in  consequence  of  that  ])hilosopher 
not  having  ascertained  or  recorded  the  caj)acities  of  the 
bulbs  and  tubes  of  his  thermometer,  nor  determined  the 
proportion  wdiich  a degree  upon  them  bore  to  the  whole 
capacity.  Indeed,  the  determination  of  this  with  suf- 
ficient accuracy  for  the  purposes  of  science  would  have 
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been  difficult;  and  the  following  method,  suggested  by 
M.  (Jay-Lussac,  is,  perhaps,  belter  adapted  for  the  de- 
termination of  the  absolute  quantities  of  dilatation  of 
liquids  between  certain  limits. 

I’ake  a glass  tube,  the  bore  of  which  is  not  less  than 
the  eiglith  of  an  inch  in  diameter,  terminated  in  a bulb, 
and  let  it  be  graduated  in  such  a manner  that  the  in- 
tervals between  the  divisions  of  the  tube  shall  contain 
equal  quantities  of  liquids.  Let  the  whole  capacity 
of  the  tube  anil  bulb,  and  the  capacity  of  the  intervals 
between  the  divisions,  be  exactly  ascertained.  This  may 
be  done  with  considerable  accuracy,  as  the  bore  of  the 
tube  is  not  in  this  case  extremely  small.  Let  a small 
portion  near  the  extremity  of  the  tube  be  now  bent  at 
right  angles  to  its  length,  and  let  its  extremity  be 
melted  with  a blowpipe,  so  as  to  be  brought  to  a fine 
point,  the  orifice,  however,  still  remaining  open.  Let 
the  bulb  and  tube  be  now  filled  with  the  liquid  tlie 
dilatation  of  which  is  to  be  ascertained,  and  let  the 
whole  be  reduced  to  the  lowest  temperature  to  which 
it  is  to  be  submitted.  In  this  state,  the  bulb  and 
tube  being  completely  filled,  let  it  be  placed  in  a ho- 
rizontal position  in  a bath  heated  to  any  tempera- 
ture at  which  it  is  required  to  observe  its  expansion. 
The  increase  of  temperature  which  the  liquid  will  re- 
ceive by  immersion  in  the  bath  will  cause  it  to  expand, 
and  it  will  gradually  escape  at  the  extremity  of  the 
tube,  which  extremity  will  be  above  the  surface  of  tlie 
liquid  in  tire  bath.  AV'heu  the  liquid  ceases  to  flow 
from  the  tube  the  dilatation  will  cease,  and  the  liquid  in 
tlie  apparatus  will  have  attained  the  same  temperature 
as  the  liquid  in  the  bath.  This  temperature  being  ac- 
curately determined,  let  the  tube  be  raised  from  the 
bath,  and  let  it  and  the  liquid  which  it  contains  be 
reduced  to  their  former  temperature.  The  liquid  will 
then  subside  in  die  tube,  and  stand  at  a certain  height. 
This  being  observed  with  reference  to  the  divisions  on 
the  tube,  the  bulk  of  the  liquid  contained  in  it  will  be 
known,  as  compared  with  the  capacity  of  the  entire 
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tube  and  bulb,  due  allowance  being  made  for  the  dila- 
tation of  tne  glass.  The  e-xpansion  will  thus  be  ob- 
tained, since  the  volumes  of  the  liquid  at  the  two 
temperatures  will  be  known. 

This  experiment,  being  repeated  for  different  tem- 
peratures, will  give  the  difference  between  the  volume 
of  the  liquid  at  the  lowest  temperature  under  examin- 
ation and  at  other  temjieratures,  and  will  conseiiuently 
determine  the  absolute  expansions. 

A similar  method  may  be  applied,  without,  however, 
graduating  the  tube,  or  estimating  the  dilatation  by 
measure.  Let  a small  flask  of  glass  be  provided,  having 
a very  narrow  neck  furnished  with  a well-ground  stop- 
per. Let  the  weight  of  this  flask  and  stopper  be  ac- 
curately ascertained.  Let  the  open  flask  be  immersed 
in  a vessel  containing  the  liquid  whose  dilatation  is 
required,  this  liquid  being  jireviously  raised  to  any  re- 
quired temperature.  Let  the  stopper  be  now'  intro- 
duced into  the  flask,  and  let  it  he  raiseil  from  the  \essel, 
carefully  dried,  and  accurately  weighed.  'I’he  weight 
of  the  flask  and  stopper  being  subtracted  from  this,  the 
remainder  will  be  the  weiglit  of  the  liquid  contained 
in  it.  The  same  experiment  being  performed  at  dif- 
ferent temperatures,  the  weight  of  the  liquid  contained 
in  th6  flask  at  each  temperature  will  lie  ascertained,  and, 
allowance  being  made  for  the  expansion  of  the  glass  at 
the  different  temperatures,  the  dilatation  of  the  liquid 
will  be  ascertained  ; the  dilatation  being  in  the  inverse 
proportion  to  the  weights  of  the  sam.e  bulk  of  liquid. 

I hus,  if  1000  grains  of  liquid  be  contained  in  tlie 
flask,  at  the  tem])erature  of  32°,  and  950  at  the  tem- 
perature of  100°,  the  proportion  of  expansion  which 
the  same  weight  of  liquid  would  undergo  in  this  change 
of  temperature  wouhl  be  that  of  950  to  1 000. 

If  the  liquid  whose  dilatation  is  under  examination 
cannot  be  conveniently  used  in  so  great  a quantity,  or 
exposed  in  an  open  vessel,  as  here  described,  the  same 
experiment  may  be  performed  by  previously  filling  the 
flask  with  the  liquid,  and  immersing  it  in  a bath  of  any 
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Other  liquid  at  known  temperatures.  Jt  is  necessary, 
liowever,  in  performing  tlie  experiment  in  this  manner, 
to  allow  the  flask  to  remain  immersed  in  the  batli  a 
considerable  time,  in  order  that  it  may  take  the  same 
temperature  as  the  surrounding  liquid. 

By  this  method  a series  of  experiments  was  per- 
formed by  sir  Charles  Blagden  and  Mr.  (Jilpin,  with  a 
\dew  to  determine  the  absolute  dilatations  of  water  and 
alcohol  from  the  temperature  of  melting  ice  to  100° 
Fahrenheit. 

Since  dilatation  by  change  of  temperature  changes 
die  weight  of  a given  bulk  of  a liquid,  and  this  change 
of  weight  is  in  the  inverse  proportion  to  the  dilatation, 
it  follows,  that  all  the  ordinary  methods  for  determining 
tlie  specific  gravities  of  liquids  may  likewise  bo  applied 
to  determine  their  dilatations.  In  fact,  the  specific 
gravity  of  the  same  liquid  at  different  temperatures  is 
different,  and  always  in  the  inverse  proportion  to  the 
dilatation:  the  less  the  specific  gravity,  the  greater,  in  the 
same  proportion,  will  be  the  dilatation. 

It  is  proved  in  hydrostatics  that  a solid  body  im- 
mersed in  a liquid  is  in  a certain  degree  supported  by 
tlie  liquid,  and  loses  so  much  of  its  weight  exactly  as 
is  equal  to  the  weight  of  the  liquid  which  is  displaced 
by  it.*  If,  therefore,  a solid  be  accurately  weighed 
previous  to  its  immersion,  and  be  subsequently  weighed 
w’hen  partially  supported  by  the  liquid,  the  difference  of 
tlie  weights  will  give,  with  great  accuracy,  the  weight  of 
a.s  much  of  the  bulk  as  is  equal  to  the  dimensions  of 
tlie  solid  immersed.  Now,  if  this  process  be  applied 
to  the  same  liquid  at  different  temperatures,  it  will  lx; 
found  that  the  weight  lost  by  the  solid  on  immersion 
will  be  less,  the  higher  the  temperature  of  the  liquid, 
and  the  weights  lost  in  each  case  will  give  the  weights 
of  the  portions  of  the  liquid  at  different  temperatures 
which  are  equal  to  the  dimensions  of  the  solid.  'When 
due  allowance  has  been  made  for  the  dilatation  of  the 
solid  at  the  different  temperatures,  the  weights  of  ac- 

• See  Cab.  Cyclo.,  Hyokost.vtics,  Chap.  V.  and  VIII. 
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curately  equal  bulks  of  the  liquid  may  be  deduced  from 
these  e.\periments ; and  hence  the  dilatations  may  be 
inferred,  in  order  to  obtain  the  greatest  possible  ac- 
curacy from  this  method,  it  will  be  necessary  to  allow 
for  the  buoyancy  of  the  solid  when  weighed  in  air  as 
well  as  in  water.  The  apparent  weight  of  the  solid  in 
air  is  less  than  its  real  weight  by  the  weight  of  the  air 
which  it  displaces : but  this  is  a quantity  easily  deter- 
mined, and,  indeed,  well  known ; and  the  allowance, 
tliough  small,  can  be  made  witli  great  accuracy,  and 
without  difficulty. 

MM.  Dulong  and  Petit  have  determined  the  ab- 
solute dilatation  of  mercury  with  great  precision  ; and 
tile  apparatus  which  they  have  used  is  applicable  to  tlie 
determination  of  liquids  generally.  It  depends  upon 
the  hydrostatical  principle,  that  two  vertical  columns  of 
liquid  communicating  by  a horizontal  tube  will  have 
heights  in  the  inverse  proportion  of  their  densities. 
This  apparatus  is  represented  in  fig.  19,  A T and  T' 

Fig.  19. 


are  two  vertical  tubes  of  glass  which  communicate  by  a 
horizontal  tulie  T T'.  They  are  filled  with  mercury  to 
the  height  n n'.  By  the  common  principles  of  hydro- 
statics, so  long  as  the  temperature  of  the  mercury  in 
this  apparatus  is  the  same  in  every  part,  the  surfaces  of 
the  mercury  in  the  two  vertical  tubes  must  stand  at  the 
same  level ; but  if  the  mercury  in  the  one  leg  lx;  reduced 
to  the  temperature  of  melting  ice,  and  in  the  other  to 
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any  higher  temperature,  then  the  expansion  produced 
by  the  higher  temperature  will  cause  the  mercury  in 
one  leg  to  dilate  in  a greater  degree  than  in  the  other, 
and  to  become  bulk  for  bulk  lighter ; consequently,  the 
higher  column  of  mercury  in  the  leg  A'T',  at  the 
greater  temperature,  will  balance  the  lower  column  in 
tlie  leg  A T at  the  lesser  temperature.  'I’he  heights  of 
tliese  columns  will  be  in  the  inverse  proportion  to  the 
Ki)ecific  gravity  of  the  mercury.  The  heights,  there- 
fore, being  accurately  observed,  the  relative  specific 
gravities  will  be  known  ; and  hence  the  dilatation  which 
takes  place  between  the  two  temperatures  may  be 
inferred. 

Of  all  liquids  that  which  has  been  most  carefully  and 
most  minutely  examined  with  respect  to  its  dilatation, 
and  which  j)resents  tlie  most  striking  exception  to  the 
general  law  of  expansion,  is  water.  All  the  methods 
which  have  been  explained  have  been  applied  to  this 
liquid,  and  all  concur  in  proving,  that,  as  its  temperature 
is  lowered  towards  the  pbint  at  which  it  is  converted 
into  a solid,  its  contraction  does  not  proceed  in  the  same 
unifonn  manner  as  the  general  law  would  lead  us  to  con- 
clude. As  its  temperature  is  lowered,  the  rate  at  which 
it  contracts  is  observed  to  diminish,  until  it  arrives  at 
about  S9'2^  of  the  common  thermometer.  Here  all 
contraction  sto])s,  and,  if  the  temperature  be  lowered,  it 
Ls  observed  that  neither  contraction  nor  expansion  takes 
place  for  some  time ; but,  presently,  on  lowering  the 
temperature  still  more,  a dilatation  is  observed  to  be 
produced,  instead  of  a contraction  ; ami  this  dilatation 
continues  at  an  increasing  rate  until  the  water  is  frozen. 
It  appears,  therefore,  that  water  has  a point  cf  maxi- 
mum density,  and  that  that  point  is  at  the  temperature 
of  about  39'ia°  Fahrenheit.  Different  ])hilosophers 
have  determined  the  point  of  greatest  condensation,  and 
tlie  results  of  their  investigations  very  nearly  agree.  Sir 
Charles  Blagden  and  Mr.  Gilpin  fixed  it  at  39°-  Le- 
fevre  Gineau,  by  very  accurate  ex|ieriments,  fixed  it  at 
nearly  40°.  More  recently,  Ilallstrom  arrived  at  a 
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similar  result.  Experiments  performed  by  Dr.  Hope, 
and  Count  llumford,  agree  in  fixing  the  point  of  maxi- 
mum density  between  d9°  and  40°.  The  experiments 
of  Ilallstrom  fix  it  at  For  a few  degrees 

above  and  below  the  temperature  of  greatest  condens- 
ation, the  dilatation  of  water  is  found  to  be  the  same. 
'J  hus,  at  1°  above  and  1°  below  the  point  of  greatest 
condensation  the  specific  gravities  of  water  are  the  same, 
in  like  manner  as  2°  above  and  below  that  point  of 
si)ecific  gravity  are  exactly  equal.  This,  however,  ex- 
tends only  through  a very  small  range  of  temperature. 
In  a question  of  such  importance  in  physics  as  the 
temperature  of  water  at  its  extreme  state  of  density,  it 
is  not  wonderful  that  every  contrivance  which  philo- 
sophical ingenuity  could  suggest  for  the  attainment  of 
accuracy  should  be  resorted  to.  In  all  the  methods  for 
the  determination  of  the  dilatation  of  liquids,  which  have 
been  here  explained,  the  previous  accurate  determination 
of  the  dilatation  of  the  vessels,  containing  the  liquids,  or 
aninerseil  in  them,  must  be  previously  known.  A me- 
tliod,  however,  indejiendent  of  this,  has  been  suggested 
and  attempted  for  ascertaining  the  temjrerature  of  water 
in  its  extreme  state  of  condensation.  This  method  rests 
upon  the  principle  that  h«iuids  of  different  specific  gra- 
vities, when  mixed,  will  arrange  themselves  in  the  order 
of  their  weights,  the  heaviest  taking  the  lowest  position. 
If  different  portions  of  water  be  contained  in  a vessel, 
at  different  densities,  the  most  dense  will,  therefore, 
settle  itself  at  the  bottom.  This  principle  was  applied 
by  Dr.  Hope,  of  Edinburgh,  and  also  by  foreign  philo- 
sophers, in  die  following  manner:  — 

Tall  cylindrical  glass  jars  were  filled  with  water  at 
different  temperatures,  having  thermometers  suspended 
in  them  at  the  top  and  bottom.  Al'hen  the  water  at 
S2°  was  exposed  in  an  atmosphere  at  Cl°,  the  bottom 
thermometer  rose  faster  dian  the  top,  undl  the  water 
arrived  at  the  temperature  of  38°.  After  that,  the  top 
thermometer  rose  faster  than  the  bottom.  M’hen  the 
water  in  the  jar  was  at  53°,  and  was  exposed  to  colder 
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water  surrounding  tlie  vessel,  the  top  thermometer  was 
higher  than  the  bottom,  until  the  water  in  the  jar  was 
cooled  down  to  40°,  and  then  the  bottom  thermometer 
was  higher  than  the  top.  It  was  hence  inferred,  that 
when  water  was  heated  towards  40°,  it  sunk  to  the  bot- 
tom,  and  that  above  40°  it  rose  to  the  top,  and  moa 
fv?m/  MHien  a freezing  mixture  was  applied  to  the  top 
of  the  glass  jar,  at  the  temperature  of  41“,  even  though 
its  application  was  continued  for  several  days,  the  lower 
tliermometer  never  fell  below  .39°;  but  when  the  freez- 
ing mixture  was  applied  at  the  bottom,  the  upper 
tliermometer  fell  to  .34°  as  soon  as  the  lower  one.  it 
was  hence  inferred  that  water,  when  cooled  below  39°, 
cannot  sink,  but  easily  ascends.  When  the  water  in  tlie 
jar  was  at  32°,  and  warm  water  was  applied  to  the 
middle  of  the  vessel,  the  thermometer  at  the  bottom 
rose  to  39°  before  the  thermometer  at  the  top  was 
affected  at  all ; but  when  the  water  in  the  cylinder  was 
at  39'5°,  and  cold  was  applied  to  the  middle  of  tlie 
vessel,  the  thermometer  at  the  top  fell  to  33°  before  the 
lower  thermometer  was  affected. 

A\'ater,  in  its  state  of  greatest  condensation,  has  been 
adopted  by  the  French  as  the  basis  of  their  uniform 
system  of  measures.  Their  unit  of  weight  is  called  a 
gramme,  and  it  is  the  iveight  of  a cube  of  distilled 
water  taken  in  its  state  of  greatest  condensation,  the  side 
of  the  cube  being  the  length  of  a centimetre,  or  tlie 
one  hundredth  part  of  their  unit  of  measure,  which  is 
called  a metre,  the  length  of  which  is  39'3702  English 
inches. 

If  the  weight  of  distilled  water,  at  the  temperature  of 
its  greatest  condensation,  which  a vessel  contains,  be 
known,  the  capacity  of  that  vessel  will  then  be  easily 
determined,  since  a given  bulk  of  distilled  water  is 
known.  On  the  other  hand,  if  we  determine  by  mea- 
sure the  actual  contents  of  a vessel,  we  shall  know 
immediately  the  number  of  grammes  of  water  in  a max- 
imum state  of  condensation  which  that  vessel  will 
contain.  If  the  weight  of  water  at  any  other  temper- 
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ature  which  the  vessel  contains  be  ascertained,  the 
weight  which  it  would  contain  at  the  temperature  of 
maximum  condensation  may  be  easily  determined  by 
the  aid  of  the  tables  for  the  dilatation  of  water  at  ilif» 
ferent  temperatures. 

The  principal  variation  in  the  expansibility  of  liquids 
being  observed  at  tho.se  points  where  they  approach  the 
transition  into  the  solid  or  into  tlie  gaseous  state,  and 
tlie  expansibility  being  found  to  be  either  uniform,  or 
nearly  so,  at  temperatures  distant  from  these  extremes, 
we  are  furnished  with  another  analogical  proof  contirm- 
atory  of  the  uniform  expansion  of  the  permanent  gases. 
These  bodies  by  no  elevation  of  temperature  can  pass 
into  any  other  physical  state ; nor  has  it  ever  bexm 
found  that  any  reduction  of  temperature  which  is  attain- 
able by  practicable  means  has  ever  reduced  them  to  a 
liquid  form  under  ordinary  pressure.  The  points, 
tlierefore,  at  which  we  are  led  by  analogy  to  expect  a 
variation  in  their  expansibility,  by  reason  of  their  ap- 
proaching transition  to  another  state,  iK-ing  removed  to 
an  unlimited  and  undefined  distance,  we  may  naturally 
♦.•xpect,  what,  in  fact,  experience  jiroves,  that  their  ex- 
jiansibility,  within  all  known  limits  of  temjierature,  is 
perfectly  uniform.  In  like  manner,  the  principle  is 
confirmed,  that  metals  and  solid  bodies,  at  temperatures 
considerably  under  their  point  of  fusion,  suffer  contrac- 
tion by  cold  which  is  proportional  to,  and  uniform 
with,  their  reduction  of  temperature  ; since  there  is  no 
other  state  into  which,  by  any  reduction  of  temperature, 
iliey  can  pass. 

ISoine  of  the  metals,  however,  within  a certain  range 
of  temperature  below  their  point  of  fusion,  have  exhi- 
bited a steady,  though  very  small,  increase'  in  their  rate 
of  expansion.  Ilallstrom  made  a series  of  experiments 

oti  iron,  at  temjieratures  extending  from  40°  below  zero 
to  the  temperature  of  boiling  water,  and  he  found  a gra- 
dual but  constant  increase  in  the  expansibility.  rod, 
tile  length  of  which  at  3'2°  was  expressetl  by  1 000000, 
was  found,  at  the  temperature  of  40°  below  zero,  to  have 
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a length  expressed  by  9.99G32,  ami  at  the  temperature 
of  212°  to  have  the  length  expressed  by  100144.6’; 
and  between  these  points  the  increase  was  gradual,  and 
in  a proportion  somewhat  greater  than  the  changes  of 
temperature. 

The  fact  that,  bulk  for  bulk,  a liquid  becomes  lighter 
as  the  temperature  is  raised,  causes  the  liquid  which 
receives  the  heat  from  any  source  to  arrange  itself  in 
strata  in  any  vessel  in  whicli  it  is  contained  having 
different  temperatures,  the  lowest  stratum  being  that 
v/hich  has  tlie  lowest  temperature,  and  the  strata  above 
it  having  temperatures  higher  in  the  order  in  which  they 
are  placed  one  above  another.  This  results  from  tlie 
well  known  principle  of  hydrostatics,  that  fluids  of  dif- 
ferent specific  gravities  will  arrange  themselves  above 
one  another  in  the  order  of  their  specific  gravities,  the 
lighter  being  always  above  the  heavier. 

If  a ([uantity  of  cold  water  be  poured  into  a vessel,  a 
thermometer  being  immersed  in  it,  and  a quantity  of 
hot  water  be  poured  carefully  over  it,  so  as  to  prevent 
tlie  fluids  mixing  by  the  agitation,  it  will  be  found  that 
tlie  hot  water  will  float  in  the  cold,  the  thermometer 
immersed  in  the  cold  water  will  not  rise  ; nor  will  a 
thermometer  immersed  in  the  hot  water  poured  over  it 
fall ; but  if,  by  introducing  a spoon  into  the  vessel,  and 
agitating  the  water,  a mixture  of  the  hot  and  cold  be 
produced,  the  lower  thermometer  will  immediately  rise, 
and  the  higher  fall,  and  both  will  ultimately  stand  at 
the  same  temperature  intermediately  between  their  for- 
mer indications. 

If.  on  the  contrary,  hot  water  be  first  poured  into  the 
vessel,  a thermometer  being  immersed  in  it,  and  then 
cold  water  be  carefully  poured  upon  the  hot,  so  as  to 
prevent  such  agitation  as  would  cause  the  fluids  to  mix, 
and  a thermometer  be  also  immersed  in  it,  it  will  be 
found  immediately  that  the  lower  thermometer  will  fall, 
and  the  higher  one  will  rise.  In  fact,  the  cold  water 
descends  through  the  hot  by  its  superior  gravity  ; but 
in  this  case  the  fluids,  in  passing  through  one  another, 
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become  mixed,  and  the  whole  mass  will  take  an  inter- 
mediate temperature. 

The  process  by  which  water  is  boiled  in  a vessel 
affords  an  cxamide  of  the  effects  of  a liquid  expanding 
by  heat.  M'hen  fire  is  applied  at  the  bottom  of  a kettle 
containing  water,  the  stratum  of  water  immediately  in 
contact  with  the  bottom,  becoming  heated,  expands,  and 
is  consequently  lighter,  bulk  for  bulk,  than  the  water 
above  it.  Hy  the  general  principles  of  hydrostatics  it 
ascends,  and  the  colder  liquid,  descending,  takes  its  place. 
This,  becoming  heated,  in  its  turn  likewise  ascends  ; 
and  in  this  matiner  constant  currents  upwards  anti  down- 
wards are  continued,  so  long  as  the  fire  continues  to  act 
on  the  bottom  of  the  vessel.  Thus,  every  particle  of  the 
water  in  the  vessel,  in  its  turn,  comes  into  contact  with 
the  bottom,  and  receives  heat  from  it ; and  by  the  con- 
tinuance of  this  process  the  temperature  of  the  water 
is  raised  until  it  boils. 

This  process  being  understood,  it  will  be  easily  per. 
ceived  that  it  would  be  impossible  to  raise  the  temper- 
ature of  the  water  contained  in  a vessel  by  any  source 
of  heat  applied  to  the  upper  surface  of  the  liquid.  Let 
water  at  the  temperature  of  50^  be  poured  into  a cylin- 
drical vessel,  and  let  oil  at  the  temperature  of  ,'iOO  be 
poured  upon  it,  the  oil,  being  lighter,  bulk  for  bulk,  than 
the  water,  will  float  upon  it  without  intermixing  with  it. 
A thermometer  immersed  in  the  water  will  indicate  no 
change  of  temperature,  although  the  oil,  at  a temper- 
ature so  much  above  that  of  the  water,  is  in  contact 
with  its  surface.  In  this  case  a thin  stratum  of  water, 
immediately  in  contact  with  the  oil,  receives  an  increase 
of  temperature  from  the  oil,  and  consequently  becomes 
lighter,  bulk  for  bulk,  than  the  water  below  it ; but 
this  change  of  weight  gives  it  no  tendency  to  descend 
and  mix  with  the  water,  but  the  contrary.  It  will 
appear  hereafter,  that  the  heat  cannot  be  conducted 
downwards  by  the  water  in  any  other  way  than  by  ac- 
tual mixture. 

The  contrary  currents  upwards  and  downwards,  esta- 
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blislied  by  applying  heat  to  tlie  bottom  of  the  vessel 
containing  a liquid,  may  be  easily  rendered  manifest 
by  the  following  experiment: — Let  a tall  jar  be  filled  with 
cold  water,  and  let  some  amber  powder  be  thrown  into  it. 
'I'he  particles  of  this  powder  being  equal  in  weight  to 
water,  bulk  for  bulk,  or  nearly  so,  will  remain  suspended 
in  the  water,  and  they  may  be  seen  through  the  sides  of 
the  glass  vessel.  Let  this  jar  be  immersed  to  some  depth 
in  a vessel  of  hot  water,  so  that  the  lowest  strata  of  the 
water  in  it  may  become  gradually  heated.  'I'he  water 
at  the  bottom  of  the  jar  will  now  be  observed  continually 
to  ascend,  carrying  the  amber  jiarticlcs  with  it,  while  the 
colder  water  in  the  upper  part  will  descend  'I’he  con- 
trary currents  wdll  be  rendered  manifest  to  the  eye  by 
the  particles  of  amber  which  they  carry  with  them. 

If  heat  be  applied  to  the  sides  of  the  cylindrical  jar, 
but  not  to  the  bottom,  the  water  immediately  in  contact 
with  the  sides,  becoming  heated,  will  a.scend.  'I’he  water 
in  the  centre  of  the  jar,  on  the  other  hand,  being 
removed  from  the  source  of  heat,  will  retain  its  temper- 
ature, and  will,  of  course,  sink  as  the  water  next  the 
sides  rises.  In  this  case,  two  distinct  currents  will  be 
seen,  one  immediately  next  the  surface  of  the  jar  con- 
tinually ascending,  and  the  other  in  the  centre  of  the 
jar  continually  descending.  'I'his  may  be  shown  by 
placing  the  cylindrical  glass  jar  within  another  some- 
what greater  in  diameter,  and  pouring  a hot  liquid  in 
the  space  between  them. 

A method  of  warming  buildings  by  water  has  been 
contrived,  on  the  principle  that  hot  water  will  ascend 
through  cold  by  its  superior  lightness.  A boiler  is 
constructed  in  the  lowest  part  of  the  building,  com- 
pletely closed  at  the  top,  but  terminating  in  a tube  or 
pipe,  which  is  conducted  upwards,  and  carried  through 
the  different  apartments  which  it  is  intended  to  w'arm. 
'rids  pipe  terminates  in  a funnel  at  the  top  of  the 
building,  the  boiler  and  pipe  being  filled  with  ivater 
up  to  the  funnel.  AVhen  fire  is  applied  under  the 
boiler,  the  water,  becoming  heated,  ascends,  and  the 
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colder  water  descends  ; and  these  contrary  currents  con- 
tinue until  every  jiarticle  of  water  contained  in  the  pipes 
carried  through  the  building  is  raisetl  to  whatever  tem- 
perature under  212'^  may  be  desired. 

Since  water  at  32°  is  hghter,  bulk  for  bulk,  than 
water  at  40^,  or  even  at  some  degrees  above  40° ; if 
follows  that  the  water  in  the  depths  of  a frozen  sea 
may  be  at  a moderate  temperature,  while  the  portion 
near  the  surface  is  at  or  below  32°.  Thus,  animals 
which  might  not  be  capable  of  Uving  at  temperatures 
below  40'  may  nevertheless  exist  in  tlie  depths  of  a 
sea  covered  with  ice. 

In  the  boilers  of  steam-engines  it  is  indispensably 
necessary  that  the  fire  should  be  apphed  at  the  lowest 
parts  of  the  boiler,  because  otherwise  the  water  heated 
by  the  fire,  being  lighter,  would  remain  above,  and  the 
water  below  would  never  receive  any  increase  of 
temperature  from  the  fire,  ami  would,  in  fact,  never  be 
converted  into  steam  ; but  when  the  fire  is  applied  at 
the  lowest  points  of  the  boiler,  the  moment  the  water 
contained  there  receives  a greater  temperature  than  the 
water  above  it,  it  will  ascend,  and  other  parts  of  the 
liquid  will  come  under  the  operation  of  the  fire. 

Tables  of  the  dilatation  of  various  substances  are 
given  in  Appendix  (1). 
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THE  THEHMOMETEIl. 

Heat,  like  all  other  physical  agents,  can  only  he  mea- 
sured by  its  effects,  and  these  effects  are  very  various. 
In  the  first  chapter  it  has  been  shown  that  the  dila- 
tations and  contractions  which  bodies  undergo  by 
change  of  temperature,  so  long  as  these  bodies  suffer  no 
change  in  their  physical  state  from  solid  to  liquid,  or 
from  liquid  to  gas,  or  vice  versa,  form  the  best  and 
most  convenient  means  of  measuring  the  degrees  of 
temperature.  This  property  has,  therefore,  been  taken 
as  a principle  for  the  construction  of  instruments  for 
measuring  heat,  which  have  been  called  thermometers 
and  PYROMETERS  ; the  former  being  applied  to  the  mea- 
sure of  more  moderate  temperatures,  while  the  latter 
have  been  chiefly  applied  to  determine  the  more  fierce 
degrees  of  heat. 

Bodies  in  every  state  being  affected  with  a change  of 
dimension  by  every  change  of  temperature,  are  all  adapted, 
more  or  less,  to  form  measures  of  temperature.  Solids  and 
gases,  being  more  uniform  than  liquids  in  their  expan- 
sions, and  having  a wider  range  of  temperature  without 
attaining  the  limits  at  which  they  change  their  phy- 
sical states,  would  appear  at  first  view  to  be  the  best 
suited  for  this  purpose.  There  are  other  considerations, 
however,  to  be  attended  to,  which  show,  that,  on  the 
other  hand,  liquids  are  best  adapted  for  thermometric 
indication.  The  changes  of  dimension  which  a solid 
undergoes  by  change  of  temperature,  are,  as  has  been 
seen,  extremely  small,  and  not  easily  observed.  To 
appreciate  them,  it  is  necessary  that  their  effects  should 
be  increased  by  wheels  or  levers,  or  other  mechanical 
means  ; and  such  apparatus  never  fail  to  introduce  error 
into  the  result,  in  proportion  to  their  complexity. 
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IJoilies  in  the  aeriform  state  command,  it  is  true,  an 
unlimited  range  of  temperature,  without  changir.g  their 
form  ; but,  on  the  contrary,  tlieir  high  susceptibility 
of  dilatation  and  contraction  renders  them  extiemely 
incon3enient  in  measuiing  any  considerable  variations 
of  temperature.  The  changes  of  dimension  of  liquids, 
while  they  are  greater  and  more  easily  observed  than 
those  of  solids,  and,  therefore,  require  no  mechanical  con- 
trivance for  magnifying  them,  are,  on  the  other  hand, 
less  than  those  of  gases,  and  present  a means  exempt 
from  the  inconveniences  of  either  of  the  other  methods. 

It  is  plain,  however,  from  all  that  has  been  said  in 
the  last  chapter,  that  the  range  of  a liquid  thermo- 
meter must  not  only  be  confined  between  its  boiling  and 
freezing  points,  but  within  still  more  narrow  limits ; 
for  it  has  been  proved  that  the  expansion  of  liquids,  as 
they  approach  those  temperatures  at  which  they  pass 
into  the  solid  or  gaseous  state,  are  subject  to  irregu- 
larities, which  render  them  an  uncertain  measure  of 
temperature.  In  the  choice  of  a liquid  for  a thermo- 
meter, we  must  necessarily  be  directed  in  some  degree 
by  the  purpose  to  which  the  instrument  is  applied.  An 
instrument  intended  to  measure  very  low  temperatures 
may  be  constructed  with  a liquid  which  itself  licils  at  a 
low  temperature;  while,  on  the  other  hand,  such  a liquid 
would  be  inapplicable  in  a thermometer  designed  for 
measuring  higher  degrees  of  heat.  'I  hermometers  in- 
tended only  to  measure  high  temperatures  might,  on  the 
other  hand,  be  constructed  of  a liquid,  like  certain  oils, 
which  solidifies  at  a considerable  temperature.  For  all 
ordinary  purposes,  however,  that  liquid  will  be  the  best 
adapted  for  thermometers  in  which,  while  the  freezing 
and  boiling  points  are  separated  by  a great  interval, 
that  interval  shall  comprise  tjie  temperature  of  the  most 
ordinary  objects  of  domestic  or  scientific  enquiry. 

Among  liquids,  there  is  one  which  eminently  fulfils 
these  conditions,,  and  which,  by  reason  of  its  various 
physical  and  chemical  qualities,  is  otherwise  well  adapted 
lor  the  purposes  of  the  thermometer.  This  liquid  is 
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mercury,  or  quicksilver.  Mercury  boils  at  a higher  tem- 
perature than  any  other  liquid^  except  certain  oils ; and^ 
on  the  other  hand,  it  freezes  at  a lower  temperature 
than  all  other  liquids,  excejit  some  of  the  more  volatile, 
such  as  alcohol  or  ether.  Thus,  a mercurial  thermo- 
meter will  have  a wider  range  than  any  other  liquid 
thermometer.  It  also  is  attended  with  this  conveni- 
ence, that  the  extent  of  temperature  included  between 
melting  ice  and  boiling  water  stands  at  a considerable 
distance  from  the  limits  of  its  range,  ^'hus  it  happens 
that  nearly  all  the  temperatures  which  are  necessary  to 
be  observed,  whether  for  domestic  purposes  or  scientific 
enquiry,  fall  within  the  range  of  a mercurial  thermo- 
meter. It  is  attended  with  the  further  advantage  of  a 
higher  susceptibility  to  the  action  of  heat ; and  its  in- 
dications are,  therefore,  more  immediate  than  those  of 
other  liquids.  Its  expansibility  within  the  extent  of 
temperature  of  the  phenomena  itiost  commonly  observed, 
are  perfectly  regular,  and  proportional  to  those  of  solids 
and  gases  at  the  same  temperatures.  These  properties 
have  brought  mercurial  thermometers  into  general  use 
in  all  parts  of  the  world. 

To  render  the  thermometer  practically  useful,  it  is 
necessary  that  its  indications  should  be  steady  and  uni- 
form, and  capable  of  being  compared  one  with  another 
at  different  times  and  places.  To  accomplish  this,  it  is 
chiefly  necessary  that  the  mercury,  which  is  used  in 
different  thermometers,  should  be  perfectly  tbe  same. 
To  ensure  this  identity,  it  is  necessary  that  the  mercury 
used  should  be  pure  and  free  from  any  admixture  of 
foreign  matter.  Mercury,  however,  under  ordinary  cir- 
cumstances, is  never  found  in  this  state.  In  the  mine, 
it  is  commonly  mixed  with  other  substances,  which  by 
chemical  combination  render  it  solid,  and  from  which  it 
must  be  disengaged  by  the  processes  of  metallurgy.  Even 
when  it  is  found  in  the  liquid  state,  it  is  commonly 
mixed  with  silver,  lead,  or  tin ; metals  with  which  it 
combines  with  great  facility.  In  order  to  have  it  per- 
fectly pure,  it  is  necessary  first  to  disengage  it  from  the 
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{grosser  substances  with  which  it  may  be  mixed.  This 
is  easily  accomplished,  by  straining  it  through  a piece  of 
chamois  leather;  the  subtle  parts  of  the  mercury  will  pass 
freely  through  the  pores  by  merely  squeezing  the  leather 
between  the  lingers,  and  the  solid  impurities  with  which 
it  is  mixed  will  be  thus  intercepted  and  separated. 

It  is  still  necessary,  however,  to  disengage  from  the 
mercury  other  Uquids  which  may  be  combined  with  it. 
This  is  easily  accomplished.  Let  a boiler  be  provided, 
terminated  in  a tube  at  the  top,  which  tube  is  conducted 
into  a receiver,  placed  beyond  the  influence  of  the  fire, 
so  as  to  be  capable  of  reconverting  the  vapour  of  mer- 
cury into  liquid.  Let  the  impure  mercury  be  placed  in 
this  close  boiler  on  a fire.  The  fact  tliat  mercury  boils 
at  a lower  temperature  than  any  other  metal,  will  cause 
it  to  be  converted  into  vapour,  while  the  other  metals 
with  which  it  is  mixed  continue  in  the  liquid  or  solid  state. 
The  mercury  will  thus  pass  over  in  vapour  through  the 
pipe  from  the  top  of  the  boiler  into  the  cooler,  where  it 
will  be  restored  to  the  liquid  state,  and  will  be  collected 
free  of  admixture  with  other  metals.  This  jtrocess,  which 
is  called  will  be  more  fully  described  hereafter. 

If  the  mercury  happen  to  hold  in  combination  any  liquid 
w'hich  boils  at  a lower  temperature  than  the  mercury 
itself,  such  a liquid  may  be  dismissed  by  raising  the 
mercury  in  the  boiler  to  a temperature  below  its  own 
boiling  point.  The  liquids  combined  witli  it  will  then 
pass  over  in  vapour,  and  will  be  collected  in  the  cooler 
separate  from  tlie  mercury. 

Having  now  obtained  pure  mercury,  unalloyed  by 
admixture  with  any  otlier  substance,  the  next  object  is 
to  contrive  a means  of  rendering  its  dilatations  and  con- 
tractions observable.  For  this  purpose,  let  a glass  tube, 
of  very  small  bore,  be  obtained  by  tlte  ordinary  process 
of  glass-blowing  : let  a spherical  bulb  be  blown  at  one 
end  of  it,  of  a magnitude  very  considerable,  compared 
with  the  bore  of  the  tube.  As  the  tul)e  must  be  of  that 
extremely  small  bore  which  is  called  capillary,  the  bulb, 
though  not  of  great  maguitude,  may  still  bear  a very 
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considerable  proportion  to  it.  When  the  bulb  is  filled, 
a very  slight  change  in  the  volume  of  the  mercury  will 
cause  a considerable  rise  or  fall  in  the  tube;  because  the 
bulb  not  considerably  altering  its  dimensions,  an  in- 
crease of  volume  in  the  mercury  must  necessarily  find 
room  by  forcing  the  column  upwards  in  the  tube  ; and 
a diminution  of  volume,  for  alike  reason,  will  cause  the 
column  in  the  tube  to  fall.  If  a portion  of  the  bore  of 
a tube,  measuring  the  eighth  of  an  inch  in  length,  con- 
tain the  1 000th  part  of  the  whole  quantity  of  mer- 
cury in  the  apparatus,  then  an  e.xpansion,  amounting  to 
one  part  in  1000  will  cause  the  column  of  mercury 
to  rise  in  the  tube  the  eighth  an  inch,  a space  which 
is  easily  observable ; and  if  the  bore  of  the  tube  be 
every  where  uniform,  every  eighth  of  an  inch  which 
the  column  of  mercury  rises  or  falls  will  correspond  to 
an  equal  increase  in  the  volume  of  mercury.  The  tube 
and  bulb,  thus  constructed,  are  attached  to  a divided  scale, 
by  which  the  rise  or  fall  of  the  column  of  mercury  in 
the  tube  may  be  accurately  measured  and  observed. 

If  the  scale  by  which  the  variations  of  a mercurial 
column  are  measured  be  divided  in  equal  parts,  it  is 
obvious  that  the  bore  of  the  tube  should  be  uniform,  for 
otherwise  equal  divisions  of  the  scale  would  not  cor- 
respond to  equal  dilatations  or  contractions  of  the  mer- 
cury. If  one  part  of  the  bore  were  larger  than  another, 
a division  at  that  part  would  correspond  to  a greater 
change  in  the  volume  of  the  mercury  than  a division  at 
another  part  Avhere  the  bore  is  narrower.  As  it  is  a 
matter  of  convenience  that  the  divisions  on  the  scale 
should  be  equal,  it  is  obviously  essential  that  the  bore 
of  the  tube  should  be  either  accurately  or  very  nearly 
uniform.  There  is  a very  simple  and  effectual  method 
of  ascertaining  whether  the  bore  of  a tube  fulfil  this 
condition.  Before  the  bulb  is  blown  on  the  tube,  let  a 
drop  of  mercury  be  introduced  into  its  bore  so  small  as 
to  occupy  a space  in  the  bore  not  exceeding  a quarter 
of  an  inch,  or  even  less.  Let  this  mercury  be  gradually 
moved  through  the  tube  from  end  to  end,  causing  it  to 
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rest  at  difFerent  points  by  holding  ilie  tube  liorizonially^ 
and  let  the  space  which  it  occupies  in  the  tube  at  dif- 
ferent places  be  mea>ured  by  some  accuiate  mcamie.  If 
the  mercury  occupies  the  same  length  of  the  tube  in  every 
part  of  its  bore,  it  is  evident  that  the  boie  will  be  every 
where  unifoi  in  ; but  if  it  occupies  a less  extent  of  the  bore 
in  one  place  than  in  another,  then  that  part  wheie  it 
occupies  a less  extent  must  be  greater  in  diameter  than 
other  parts,  and  the  bore  is  consequently  not  uniform. 

For  ordinary  domestic  purposes,  and  even  for  most 
scientific  observations,  thermometer  tubes  can  be  easily 
obtained  of  sufficiently  unifoi m bore;  but  in  scientific 
experiments,  where  the  utmost  possible  accuracy  is 
sought,  it  has  been  thought  better  not  to  depend  on  the 
uniformity  of  the  bore,  but  to  graduate  the  scale  inde- 
pendently of  this  condition.  Such  a graduation  may 
be  effected  by  causing  a drop  of  mercury  to  move  from 
end  to  end  of  the  tube,  and  engraving  on  the  glass  with 
a diamond  a number  of  divisions  regulated  by  the  space 
which  the  drop  of  mercury  occupied  in  different  parts 
of  the  bore.  These  divisions,  whether  equal  or  unequal, 
w’ould  evidently  contain  the  same  quantity  of  mercury, 
and  correspond  to  equal  dilatations  or  contractions  of 
the  fluid.* 

Let  us  suppose,  then,  that  a tube  has  been  obtained  of 
uniform  bore,  and  a bulb  blown  upon  its  extremity,  and 
that  we  are  furnished  with  pure  mercury.  The  next 
object  is  to  fill  the  tube  with  the  mercury.  If  the  tube 
had  not  been  capillary,  but  had  a bore  of  considerable 
magnitude,  the  mercury  could  have  been  easily  intro- 
duced by  pouring  it  through  the  tube  into  the  bulb; 
but  the  bores  of  tubes  commonly  useil  for  thermometers 
are  much  too  small  to  admit  of  this  process.  A method 
of  filling  the  tube  is  practised  which  depends  partly  on 
the  high  expansibility  of  atmospheric  air,  and  partly  on 
the  atmospheric  pressure.  The  bulb  of  the  tube  is  held 
for  some  time  over  the  Hame  of  a spirit  lamp,  so  that 
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the  air  contained  in  it  becomes  intensely  heated.  Tliis 
air,  therefore,  expands,  and  becomes  liighly  rarefied,  so 
that  tlie  quantity  or  weight  of  air  contained  in  tlie  bulb 
and  tube  at  length  bears  a very  inconsiderable  propor- 
tion to  that  which  was  contained  in  it  at  the  ordinary 
temperature  of  the  atmosphere.  At  the  same  time, 
another  purpose  is  answered  by  this  jirocess.  A thin 
film  of  moisture,  attracted  from  the  atmosphere,  or  in 
the  process  of  blowing  the  bulb,  is  liable  to  attach  itself 
to  the  interior  surface  of  the  bulb  and  bore  ; and  if  this 
film  were  allowed  to  remain  on  the  tube,  it  would  dis- 
turb the  indications  of  the  instrument,  by  becoming 
mixed  with  the  mercury,  and  expanding  with  it  in  dif- 
ferent degrees,  so  that  the  apparent  expansion  would 
be  partly  dependent  on  the  expansion  of  the  mercury, 
and  partly  on  the  expansion  of  the  vapour  arising  from 
this  film  of  moisture.  By  the  process  of  heating  the 
bulb,  and  rarefying  the  air  contained  in  the  tube,  this 
film  of  moisture  is  effectually  evaporated  and  expelled, 
and  nothing  remains  in  the  cube  but  a very  small 
quantity  of  highly  rarefied  air.  In  this  state  the  tube 
is  inverted,  placing  the  bulb  upwards,  and  the  open  end 
of  the  tube  is  plunged  in  a vessel  containing  pure  mer- 
cury. The  heat  by  which  the  air  contained  in  the 
bulb  was  rarefied  being  now  removed,  the  air  begins  to 
resume  its  former  temperature,  and  all  communication 
with  the  atmosphere  being  thus  cut  off  by  the  open  end 
of  the  tube  being  immersed  in  the  mercury,  no  supply  of 
air  is  admitted  to  fill  the  space  caused  by  the  contraction 
of  the  air  remaining  in  the  tube.  Meanwhile,  the 
pressure  of  the  atmosphere  acts  on  the  surface  of  the 
mercury  in  the  cistern,  and  presses  it  up  in  the  tube  in 
the  same  manner,  and  from  the  same  cause  hy  which 
mercury  is  sustained  in  the  barometer.  In  this  man- 
ner the  mercury  will  be  found  to  rise  in  the  thermo- 
meter tube,  and  ultimately  to  pass  into  the  bulb,  the 
greater  part  of  which  will  be  filled.  The  small  quan- 
tity of  rarefied  air,  now  contracted  into  very  limited 
dimensions,  will  occupy  the  upper  part  of  the  bulb. 
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Let  the  tube  be  now  once  more  inverted,  placing  the 
open  end  upwards,  and  let  the  bulb  containing  the 
mercury  be  again  held  over  the  flame  of  a lamp,  .\ftcr 
some  time,  the  bubble  of  air  which  remains  intermixed 
with  the  mercury  will  be  forced  out  of  the  tube  by  the 
expansion  caused  by  the  heat.  The  bulb  must  still  bc' 
held  over  the  lamp  till  the  mercury  boils.  The  vapour 
of  the  mercury  then  rising  from  its  surface  will  All  the 
uno'ccupied  part  of  the  bulb  and  tube,  and  will  altogether 
expel  the  atmospheric  air  from  them,  so  that  the  whole 
bulb  and  tube  will  he  filled  with  the  mercury  anil  its 
vapour.  The  instrument  must  now  be  once  more  in- 
verted into  the  cistern  of  mercury,  and  immediately  the 
mercurial  vapour  in  the  tube  and  bulb  will  be  restored  to 
the  li(|uid  form  by  iK'ing  removed  from  the  lamp  which 
sustained  it  in  tlie  state  of  vapour.  The  atmospheric 
pressure  will  force  mercury  into  the  tube  and  bulb 
until  both  are  perfectly  filled.  The  apparatus,  there- 
fore, is  now  filled  with  pure  mercury,  free  from  inter- 
mixture with  any  kind  of  foreign  matter,  whether  in 
the  .solid,  liquid,  or  gaseous  form. 

Since  the  indications  of  the  thermometer  are  made  by 
the  rise  and  fall  of  the  column  of  mercury  in  the  tube, 
it  follows  that,  when  adapted  for  use,  the  instrument 
must  be  only  partially  filled  with  mercury.  It  is  evi- 
dent, that,  at  the  lowest  temperature  which  the  instru- 
ment is  intended  to  measure,  the  surface  of  the  mercurv 
ought  to  be  above  the  point  where  the  tube  rises  from 
the  bulb ; for  any  contraction  of  the  mercury  which 
would  cause  the  whole  of  that  fluid  to  enter  into  the 
hull)  could  not  be  estimated.  The  whole  quantity  of 
mercury  in  the  instrument  ought,  therefore,  to  exceed 
the  contents  of  the  bulb  when  the  mercury  is  at  the 
lowest  temperature,  to  which  the  instrument  is  intended 
to  be  exposed.  On  the  other  hand,  when  the  temper- 
ature is  raised,  the  expansion  of  the  mercury  causing 
die  column  in  the  tube  to  ascend,  it  is  necessary,  that 
the  length  of  the  tube  should  be  such  that,  the  highc.st 
temperature  to  which  it  is  intended  to  expose  the  in- 
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strument  should  be  such,  that  the  luhe  may  afford  suf- 
ficient room  for  the  increase  of  the  column  produced  by 
the  corresponding  expansion.  From  these  ob.'ervations 
it  will  be  apjiarent,  that  the  (piantity  of  mercury  to  be 
left  in  the  thermometer  must  depend  on  the  relative 
magnitudes  of  the  bulb  and  tube,  and  on  the  extremes 
of  temperature  which  the  instrument  is  intended  to 
measure.  Let  us  suppose,  that  the  range  of  the  in- 
strument shall  be  confined  to  a few  degrees  below  and 
above  the  temperatures  of  melting  ice  and  boiling  water. 
If  too  much  mercury  be  left  in  the  tube,  on  plunging 
the  instrument  in  boiling  water,  the  mercury  w'ould 
rise  to  the  top  of  the  tube,  and  by  its  expansion  over- 
flow, if  it  were  open,  or  burst  it  if  closed.  If,  on  the 
other  hand,  too  little  mercury  were  left  in  the  instru- 
ment on  plunging  it  in  melting  ice,  a contraction  of  the 
mercury  by  the  cold  would  cause  it  to  fall  into  the  bulb, 
and  no  indication  could  be  obtained  of  that  part  of  the 
contraction  of  the  mercury  which  took  place  in  the 
bulb.  The  law  by  which  the  dilatation  of  mercury  is 
regulated  will  determine  the  length  which  it  is  ne- 
cessary the  tube  of  the  thermometer  should  have,  pro- 
vided the  diameter  of  the  tube  and  the  contents  of  the 
bulb  are  known.  We  ghall,  however,  for  the  present, 
suppose  that  the  proper  (juantity  of  mercury  has  been 
introduced  into  the  apparatus,  so  that  the  extremes  of 
heat  and  cold  shall  not  cause  either  of  the  effects  to 
which  we  have  just  referred. 

It  is  now  necessary  to  close  the  tube  at  the  top  by 
melting  the  glass  with  the  blowpipe;  but,  in  perform- 
ing this  operation,  care  must  be  had  to  exclude  all  the 
air  which  may  remain  in  the  tube  above  the  column  of 
mercury.  It  is  found  that,  if  this  air  w'ere  suffered  to 
remain  above  the  mercury  in  the  tube  of  the  thermo- 
meter, any  accidental  agitation  of  the  instrument  is 
liable  to  cause  the  bubbles  of  it  to  mix  wdth  the  mercury 
so  as  to  break  the  column ; and  when  this  happens,  it  is 
extremely  difficult  to  disengage  it  from  the  mercury,  and 
cause  it  to  ascend  to  the  top  of  the  tube. 
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In  closing;  the  top  of  the  tube,  the  air  is  excluded  by 
the  following  process  : — The  bulboi  the  therinoineler  is 
exposed  to  heat,  until  the  mercury  has  dilated  so  as  to 
cause  the  column  to  rise  very  near  tlie  extremity  of  the 
tube,  'file  glass  at  the  extremity  is  then  suddeidy 
melted  by  the  blow.pipe,  so  as  to  close  the  aperture 
immediately  above  the  surface  of  the  mercury,  lea\ing 
no  space  between  them.  In  this  state  the  sealed  instru- 
ment is  completely  filled  with  mercury  to  the  exclusion 
of  air.  Tlie  instrument  being  now  removed  from  the 
source  of  licat,  the  mercury  again  contracts,  leaving  the 
space  between  the  top  of  tlie  column  and  the  extremity 
of  the  tube  a vacuum. 

So  far  as  tlie  formation  of  the  tube  and  the  prepar- 
ation of  the  mercury  is  concerned,  the  thermometer  is 
now  complete,  and  by  exposure  to  any  variations  of 
temperature,  the  column  of  mercury  in  the  tube  may 
he  seen  to  rise  and  fall ; but  it  is  necessary  to  provide 
an  accurate  and  easy  means  of  measuring  the  variations 
of  tliis  column.  As  we  suppose  the  tube  to  be  uni- 
formly cylindrical,  a scale  of  equal  divisions  attached  to 
it  would  accomplish  this  purpose;  but  such  a scale  would 
merely  give  the  variations  of  temperature  relative  to  one 
thermometer,  and  would  not  be  capable  of  indications 
by  which  observations  at  different  times  and  places  might 
be  compared  when  taken  with  instruments  similarly  con- 
structed. To  render  the  results  of  different  thermo- 
meters, thus  constructed,  capable  of  being  compared  one 
witli  anotlier,  it  will  be  necessary  to  select  some  points 
of  temperature,  by  reference  to  which  all  thermometers 
may  be  graduated. 

Lot  us  suppose  that  the  instrument,  as  already  de- 
scribed, is  plunged  in  a vessel  containing  melting  snow 
or  ice.  It  will  be  observed,  that  the  mercury  in  the 
tube  will  gradually  descend  until  it  arrives  at  a certain 
point,  at  which  it  will  remain  stationary,  neither  as- 
cending nor  descending,  so  long  as  any  portion  of  the 
snow  or  ice  remains  to  be  dissolved,  ^\’hen,  however, 
the  whole  of  the  ice  or  snow  is  liquefied,  and  the  con- 
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tents  of  the  vessel  become  pure  waterj  then  the  ther- 
mometer will  he  observed  gradually  to  rise  until  it 
attains  that  elevation  at  which  it  would  stand  if  it  were 
placed  in  the  atmosphere  of  the  apartment  in  which  the 
experiment  takes  place.  The  inference  from  this  ex- 
periment is,  that,  so  long  as  the  i)rocess  of  liquefaction 
continues,  the  temperature  remains  constant,  but  after 
the  liciuefaction  is  coni|)lete  the  superior  temperature  of 
the  apartment  causes  the  water  to  become  hotter ; and 
this  increase  of  temperature  continues  until  the  water  in 
the  vessel,  and  the  air  in  the  apartment;  acquire  the 
same  temperature.  Now,  it  is  found  that  the  point  at 
which  the  column  of  mercury  fixes  itself,  when  im- 
mersed in  the  melting  ice,  is  invariable  under  all  cir- 
cumstances. In  whatever  part  of  the  world  the  expe- 
riment be  tried,  and  at  whatever  season,  and  whatever 
be  tlie  temperature  of  the  aj)artment,  still  the  column 
will  stand  at  the  same  height.  This,  therefore,  fur- 
nishes a fixed  point  of  temperature,  which  can  be  ascer- 
tained in  all  countries,  and  under  all  circumstances. 
This  fixed  point  of  temperature,  being  marked  in  the 
scale  attached  to  the  tube,  is  called  the  f reezing  pointy  or 
the  temperature  of  melting  ice. 

Let  a vessel  of  pure  water  be  now  ])laced  on  a fire, 
and  let  the  thermometer  be  immersed  in  it.  It  will  be 
observed,  that  the  column  of  mercury  in  the  tube  will 
gradually  rise,  according  as  the  water  receives  heat  from 
the  fire,  and  this  ascent  will  continue  until  ebullition 
takes  place.  It  will  be  then  observed,  that,  however 
long  a time  the  fire  continues  to  act  on  the  vessel,  the 
mercury  will  no  longer  rise,  nor  will  the  intensity  of  the 
fire  cause  any  difterence  in  this  effect.  The  mercury 
will  remain  steadily  at  the  same  point  until  the  whole  of 
the  water  escapes  in  steam,  and  the  vessel  remains 
empty.  From  this  experiment  we  infer,  that  there  is 
a temperature  beyond  which  water  is  incapable  of  rising, 
so  long  as  it  remains  in  the  liquid  state;  and  that  the 
whole  of  the  heat  communicated  to  it,  after  it  has  at- 
tained this  point,  is  carried  off  by  the  vapour  into  which 
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the  water  is  converted.  If  this  experiment  be  repeated 
under  like  circumstances,  it  is  invariably  found  that,  in 
all  countries,  and  at  all  seasons,  the  mercury,  when  the 
thermometer  is  immen-ed  in  boiling  water,  will  always 
stand  at  the  same  point.  This,  then,  is  another  fixed 
point  of  temperature,  which  may  be  determined  at  all 
times,  and  in  all  places,  and  is  called  the  boilimj  fMtiut. 
Let  the  ]>oint  at  which  the  column  of  mercury  staiuls, 
under  these  circumstances,  be  marked  on  the  scale. 

The  interval  Itetween  the  freezing  and  boiling  j)oints, 
thus  ascertained,  is  the  portion  of  the  tul>e  which  cor- 
responds to  the  expansion  of  the  mercury  Inttweeii  these 
two  points  of  temperature,  and  this  expansion  is  neces- 
sarily always  the  same;  conse<piently,  the  i)roportion 
which  the  capacity  of  the  tulx“  between  these  two  points 
Iwars  to  the  volume  of  mercury  contained  in  it  at  the 
temperature  of  melting  ice  must  always  be  the  same. 
If  a numlter  of  different  thermometers,  prepared  in  a 
manner  similar  to  that  already  descrilx'd,  be  submitted 
to  this  process,  it  will  be  found  that  the  intervals  Ix-tweeii 
the  freezing  and  boiling  points  in  them,  severally,  will 
differ  in  length.  'I’he  capacities  of  the  tultes,  Ix-tween 
these  points,  however,  will  always  hear  the  same  pro- 
portions to  the  capacities  of  those  parts  of  the  instru- 
ment below  the  freezing  point,  including  the  bulb.  This 
is  a necessary  consequence  of  the  uniform  expansion  of 
mercury  when  submitted  to  the  same  limits  of  temper- 
ature. It  is  ascertained  that,  Iretween  the  boiling  and 
freezing  points,  the  exptmsion  of  the  mercury  amounts 
to  one  sixty-third  part  of  its  bulk,  at  the  temperature  of 
melting  ice ; consequently,  the  capacity  of  the  tulx;,  be- 
tween the  teinj)erature  of  melting  ice  and  boiling  water, 
must  always  l)e  equal  to  one  sixty-third  part  of  the  ca- 
pacity of  the  bulb,  and  that  part  of  the  tube  below  the 
mark  indicating  the  temperature  of  melting  ice.  The 
different  lengths  of  the  intervals  in  different  thermo- 
meters between  the  freezing  and  boiling  points  will, 
therefore,  arise  from  the  different  proportions  which  the 
capacity  of  that  part  of  the  tube  bears  to  the  capacity 


9(>  A TREATISE  ON  HEAT.  CIIAl*.  V, 

of  tlie  bulb,  and  tlie  portion  of  the  tube  below  the  mark 
indicating  the  freezing  point. 

'I’herinometers  thus  constructed  would,  at  all  times 
and  places,  determine  the  temperatures  of  all  bodies 
whatsoever,  whose  temperatures  were  equal  to  those 
particular  ones  which  have  been  marked  on  the  scale. 

Instruments  thus  constructed  would  determine,  with 
certainty,  whether  the  temperature  of  bodies  to  which 
they  were  exposed  were  greater  or  less  than  those  of 
melting  ice  or  boiUng  water ; but  could  two  jihilo- 
sophers,  instituting  experiments  in  dilierent  countries 
corresponding  with  each  other,  declare  the  exact  quan- 
tity by  which  the  temiierature  of  any  body  to  which 
the  thermometer  was  exposed  exceeded  or  fell  short  of 
those  fixeil  temperatures  ? To  do  so,  he  would  na- 
turally enquire  by  what  proportion  of  the  whole  interval 
between  the  freezing  and  boiling  points  the  column 
stood  above  or  below  either  of  these  fixed  terms.  Thus, 
if  he  were  able  to  declare  that  the  column  stood  at  a 
point  between  the  fixed  terms  at  a distance  above  the 
freezing  point  equal  to  one  third  of  the  whole  dis- 
tance between  the  freezing  and  boiling  points,  he  would 
enable  another  jdiilosopher,  in  a distant  country,  to 
repeat  the  same  experiment,  and  to  compare  the  results. 
In  order,  therefore,  perfectly  to  estimate  these  pro- 
portional distances,  the  scale  attached  to  the  thermometer 
is  further  divided,  and  the  interval  between  the  temper- 
atures of  melting  ice  and  of  boiling  water  is  divided  into 
a number  of  equal  parts  previously  agreed  upon  ; and 
that  being  done,  the  same  divisions  are  continued  above 
the  term  of  boiling  water,  and  below  the  term  of 
melting  ice.  The  number  of  divisions  into  which  the 
interval  between  the  fixed  points  of  temperature  is 
divided,  being  altogether  arbitrary,  has  been  differently 
determined  in  (bfferent  countries,  and  by  the  different 
contrivers  of  thermometers.  The  thermometer  com- 
monly used  in  this  country,  and  called  Fahrenheit’s  ther- 
mometer, has  this  interval  divided  into  180  equal  parts, 
called  degrees ; and  these  divisions  are  continued  up- 
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wards  and  downwards.  They  are  not,  however,  nume- 
rated commencing  from  either  of  those  fixed  points  of 
temperature,  but  the  numeration  commences  at  the 
tiiirty-second  division  below  the  freezing  point,  so  that 
the  freezing  point  is  32^  and  the  boiling  point  til 2^. 
The  origin  of  this  circumstance  will  be  stated  hereafter. 
The  centigratle  thermometer,  used  in  France,  has  tlie 
intervals  between  the  fixed  terms  divided  into  100  equal 
parts  called  degrees,  the  numeration  commencing  at  the 
fVeezing  point.  'I'he  thermometer  of  Reaumur,  ge- 
nerally useil  in  other  parts  of  Kurope,  has  the  intervals 
divided  into  80'^,  the  numeration  commencing  likewise 
at  the  freezing  point.  In  all  thermometers,  the  degrees 
below  that  at  which  the  numeration  commences  up. 
wards  are  called  negative,  and  are  marked  by  the  sign 
— prefixed  to  the  number.  Thus,  — 10°  means  10° 
below  that  degree  at  which  the  numeration  upwards 
commences. 

On  the  slightest  consideration  it  will  be  perceived, 
that  however  thermometers  may  vary  in  the  intervals 
iK'tween  the  freezing  and  boiling  points,  they  must,  if 
constructed  in  the  manner  just  descril)ed,  agree  in  their 
indications  of  temperature.  If  two  thermometers  having 
different  intervals  between  these  points  l>e  immersed  in 
melting  ice,  they  will  both  stand  at  the  freezing  point. 
If  they  then  be  both  transferred  into  the  water  at  a 
temperature  exactly  midway  IxUween  that  and  the  tem- 
perature of  boiling  water,  the  mercury,  expanding  in  the 
same  proportion  in  both,  will  dilate  by  exactly  half  that 
quantity  which  it  would  dilate  were  it  exposed  to  the 
temperature  of  boiling  water  ; consequently  it  wilt  stand 
at  the  middle  j)oint  exactly  between  the  fixed  terms  of 
the  scale,  and,  consequently,  upon  Fahrenheit’s  scale, 
it  will  indicate  the  temj)erature  of  122°,  fadiig  f)0° 
above  the  freezing  point,  an<l  f)()°  lielow  the  boiling 
point.  In  like  manner,  if  the  thermometer  were  im- 
mersed in  water  having  a temperature  exceeding  the 
temperature  of  melting  ice  by  one  third  of  the  excess 
of  the  temperature  of  boiling  water  above  that  of  melting 
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ice,  it  is  evident  that  the  mercury  will  rise  in  both 
through  one  third  of  the  intervals  between  the  fixed 
terms,  ^nd,  consequently,  would  ascend  tb.rough  a space 
equal  to  60®  of  Fahrenheit  above  the  freezing  point. 
It  would,  therefore,  stand  in  both  at  the  temperature  of 
92®.  This  reasoning  may  easily  be  generalised;  and  it  will 
be  sufficiently  apparent  that  the  indications  of  different 
thermometers  will  be  the  same,  whatever  be  the  length 
of  the  interval  between  the  fixed  terms  of  their  scales. 

These  arrangements  Ireing  made,  it  will  be  perceived 
that  all  thermometers  thus  constructed,  however  dif- 
ferent they  may  be  in  size,  in  the  capacity  of  their 
bulbs,  or  in  other  circumstances,  will  always  be  com- 
parable with  each  other.  Experiments  performed  in 
different  parts  of  the  world  may,  therefore,  be  commu- 
nicated from  place  to  place,  and  repeated,  with  the 
certainty  of  an  exact  correspondence;  and  all  the  ad- 
vantages arising  from  multiplied  experience  will  thus 
be  obtained. 

A'arious  other  liquids  besides  mercury  have  been 
employed  in  the  construction  of  thermometers ; but 
the  several  conditions  for  the  attainment  of  accuracy 
which  have  been  explained  in  reference  to  the  mer- 
curial thermometers,  are  for  the  most  part  generally 
applicable  to  all  liquid  thermometers  whatever.  Al- 
cohol, or  spirits  of  wine,  is  a liquid  not  uncommonly 
used  for  thermometers.  Its  inconvienence,  however,  for 
ordinary  purposes,  is  that  it  boils  at  a temperature  below 
that  of  boiling  water ; and,  consequently,  it  will  not 
admit  of  a scale  so  high  as  this  temperature.  Ey 
adopting  the  precaution  of  excluding  the  air  from  the 
tube  by  the  metliod  already  explained  in  the  mercurial 
thermometers,  the  spirits  of  wine  may,  however,  be  made 
to  indicate  much  higher  temperatures  than  is  commonly 
supposed.  They  may  be  raised  to  the  temperature  of 
boiling  water,  or  even  above  it.  If  the  air  be  perfectly 
excluded  from  the  tube  when  the  temperature  is  raised 
above  the  boiling  point  of  alcohol,  the  upper  part  of  the 
tube  will  be  occupied  exclusi\*ely  by  the  vapour  of 
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alcohol,  which  will  be  raise<l  by  the  heat.  The  pressure 
ol'  this  will  prevent  the  remaining  spirit  from  boiling  ; 
ami,  theincrease  of  temperature  not  beinglimited  byebul- 
lition,  the  liquid  will  continue  to  be  indeliintely  dilau.nl. 
'file  indications  of  such  a thermometer,  however,  at  a 
higher  temperature,  are  not,  bke  those  of  mercury, 
uquable.  'i’he  scale,  therefore,  if  intended  to  indicate 
(itjual  variations  of  temperature,  should  not  be  resolverl 
into  equal  divisions,  but  should  be  divided  experimentally 
by  comparison  with  a mercurial  thermometer.  The 
cause  of  this  has  l)een  already  explained  in  our  chapter 
on  tile  ililatation  of  liquids.  As  we  approach  the  boiling 
]K)int,  the  rate  of  tlieir  dilatation  sensibly  increases,  so 
tliat  equal  changes  of  temjXTature  would  correspond  to 
increasing  divisions  on  the  scale. 

It  is  of  the  most  extreme  importance,  in  the  con- 
struction of  mercurial  thermometers,  that  the  fixed 
terms  of  melting  ice  and  of  boiling  water,  which  arc,  in 
fact,  the  foundation  of  the  accuracy  of  the  instrument, 
should  be  determined  with  great  care,  and  should  lx* 
rendered  inde|)endent  of  all  causes  which  could  produce 
accidental  variation  in  them. 

In  determining  the  freezing  point,  care  should  lx- 
taken  not  to  confound  the  temperature  of  melting  ict 
with  the  temjierature  at  which  water  Ix'gins  to  freeze. 
It  will  be  exjilaincd  hereafter,  that,  under  certain  cir- 
cumstances, water  may  be  cooled  considerably  below  tlie 
temperature  of  melting  ice  before  it  becomes  solid ; and, 
consequently,  the  temperature  at  which  it  freezes  or 
solidities  cannot  be  considered  as  fixed. 

The  temperature,  however,  at  which  ice  or  snow 
melts  is  constantly  the  same,  provided  the  water  of 
which  the  snow  or  ice  is  formed  be  perfectly  pure.  If 
this  water,  however,  hold  salts  in  solution,  it  will  freeze 
at  lower  temperatures,  and,  con.sequently,  it  will  melt  at 
lower  temperatures.  Rain  water  or  ])ure  snow,  when 
melted,  will,  however,  always  give  the  lower  term  of  tlx! 
thermometric  scale,  without  any  liability  to  error. 

The  determination  of  the  higher  term  of  the  scale 
a 2 
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is,  however,  attended  with  more  difficulty, and  with  more 
numerous  causes  of  variation.  It  is,  in  the  first  ]dace, 
necessary  that  the  water  should  be  pure  and  free  from 
all  admixture  with  foreign  substances.  Thus,  water 
charged  with  salts  will  boil  at  temperatures  different 
from  pure  water.  It  is  necessary,  therefore,  that  the 
water  with  which  the  experiment  is  made  should  be 
either  rain  water  or  distilled  water. 

There  is,  however,  another  cause  which  more  con- 
stantly affects  the  temperature  at  which  water  boils.  It 
will  appear  in  the  following  chapter,  that  the  jiressure 
exerted  on  the  surface  of  the  water,  whether  of  the  at- 
mosphere or  from  condensed  or  rarefied  air,  will  affect 
its  boiling  temperature.  If  this  temperature  be  increased, 
the  water  will  receive  a higher  temperature  before  it  will 
boil ; and  if  it  be  diminished,  it  will,  on  the  other  hand, 
boil  at  a lower  temperature.  Thus,  water  in  an  ex- 
hausted receiver  will  boil  at  a much  lower  temperature 
than  when  exposed  to  the  atmosphere.  These  circum- 
stances will  be  more  fully  detailed  in  the  next  chapter; 
but,  for  the  present,  it  will  be  sufficient  to  allude  to 
them,  in  order  to  explain  why  the  pressure  of  the  at- 
mosphere must  be  attended  to  in  determining  the  boiling 
point  on  a thermometric  scale.  The  barometer,  from 
day  to  day,  and  from  hour  to  hour,  is  subject  to  fluctu- 
ation, and  a corresponding  change  takes  place  in  the 
pressure  of  the  atmosphere  ; consequently,  although  this 
variation,  being  small,  cannot  affect  the  temperature  at 
which  water  hoils  to  any  considerable  extent,  yet  it  does 
affect  it  so  much  as  to  render  it  an  object  of  important 
calculation  in  determining  an  element  such  as  that  now 
under  consideration,  upon  which  the  accuracy  of  all 
thermometric  indications  must  depend.  To  determine 
this  fi.xed  temperature,  therefore,  it  will  be  necessary 
either  to  recur  to  some  phenomena  not  affected  by  the 
atmospheric  pressure,  or  to  select  some  determinate 
pressure  of  the  atmosphere,  or  height  of.  the  barometer, 
at  which  the  fi.xed  temperature  must  be  taken.  An  alloy 
of  two  parts  of  h'ad,  three  of  tin,  and  five  of  bismuth. 
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was  found  by  Newton  to  be  fused  at  a fixed  temper- 
ature nearly  equal  to  that  of  boiling  water.  .\s  this 
fusion  is  not  affected  by  the  atmospheric  jiressure,  it 
might  Ih.'  taken  as  the  means  of  determining  the  boiling 
point  on  a thermometer ; but  it  is  more  convenient  to 
note  the  temperature  of  boiling  water,  and  at  the  same 
time  to  observe  the  height  of  the  barometer.  If  it  Iv 
agreed  that  the  boiling  jioint  be  taken  when  the  baro- 
meter stands  at  a given  altitude,  as  at  .‘?0  inches,  then, 
by  knowing  the  law  at  which  the  tem])erature  of  boiling 
water  varies,  with  reference  to  the  variation  in  the  prt>s- 
sure  of  the  atmosphere,  it  will  be  easy  to  reduce  the 
Iwiling  temperature  uiuler  any  pressure  to  that  with  the 
jjressure  agreed  upon.  The  pressure  recommended  in 
the  directions  i)ublished  by  tbe  Royal  Society  for  the 
construction  of  thermometers,  is  that  of  tbe  atmosphere 
when  the  barometer  stands  at  ‘2.9’S  inches. 

'I'he  temperature  at  which  water  Itoils  is  varied,  in 
some  degree,  according  to  the  material  of  the  ves.sels 
which  contain  it,  and  also  acconlitig  to  solid  sub- 
stances which  may  be  mixed  with  it,  lltough  they  may 
not  be  belli  in  solution.  If  distilled  water  be  boiled  in 
a vessel  of  glass,  tbe  process  will  be  oltserved  to  go  oti 
irregularly, and  with  apjiarent  difficulty.  When  tbe  fire 
is  removed,  and  tlie  temperature  lowered,  it  may  be 
restored  to  the  state  of  ebullition  bv  throwing  into  it 
some  iron  filings.  Nevertheless,  though  it  thus  boils, 
its  tem])erature  is  lower  than  that  which  it  had  when 
boiled  in  tbe  glass  IxTore  the  iron  filings  were  intro- 
duced. In  determining  the  boiling  point  on  tbe  thcr- 
mometric  scale,  the  water  should,  therefore,  be  free 
from  any  .solid  admixture,  and  should  be  boiled  in  a 
metallic  vessel. 

In  observing  these  fixed  jioints  of  temj)eraturo.  tbe 
thermometer,  when  immersed  in  melting  ice,  should  l)e 
completely  submerged,  uot  only  as  to  tbe  bulb  but  as  to 
the  tube,  in  order  that  every  part  of  the  mercury  should 
fake  the  same  temperature.  If  tbe  bulb  alone  were 
immers('d,  the  mercury  in  tbe  bulb  would  have  the 
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temperature  of  the  melting  ice,  while  the  mercury  in 
the  tube  would  have  the  temperature  of  the  surrounding 
air;  consequently,  the  column  would  stand  at  a greater 
altitude  than  that  which  it  would  have  were  it  all  at  the 
same  temperature.  It  is  possible,  by  calculation,  to 
allow  for  this  difference ; but  it  is  more  effectual,  and 
more  conducive  to  accuracy,  to  immerse  the  wliole 
thermometer  in  the  fluid. 

The  accurate  determination  of  the  boiling  jioint  re- 
quires still  further  precautions.  It  appears,  from  what 
has  been  stated  in  the  preceding  chapter,  that  when  the 
water  contained  in  the  vessel  boils,  the  strata  at  different 
depths  have  different  temperatures ; and  if  the  instru- 
ment be  immersed  vertically,  the  mercury  in  the  bulb 
will  have  a higher  temperature  than  the  mercury  in  the 
tube.  It  is  necessary,  therefore,  if  the  thermometer 
be  immersed  in  the  fluid,  that  it  should  be  placed  in 
tlie  horizontal  position,  and  not  immersed  to  a greater 
depth  than  is  necessary  to  cover  the  bulb  and  tube, 
nds  position,  however,  is  one  which  renders  it  ex- 
tremely difficult  to  observe  with  accuracy  the  height  of 
the  column.  The  fact,  which  will  be  j)roved  hereafter, 
that  steam  raised  from  water  has  the  same  temperature 
with  the  water  from  which  it  proceeds,  furnishes  an 
easy  means  of  fixing  the  boiling  point.  Let  the  ther- 
mometer tube  be  inserted  in  the  neck  of  a vessel,  so 
that  the  bulb  shall  reach  nearly  to  the  surface  of  the 
water,  and  let  another  orifice  be  provided  through 
which  the  steam  may  escape  into  the  atmosphere.  This 
done,  let  the  water  be  boiled,  until  the  space  in  the 
vessel  above  its  surface  is  completely  filled  with  steam, 
as  will  be  shown  by  the  rapid  c>scape  of  the  steam  from 
the  orifice  provided  for  that  jinrpose.  'fhe  thermometer, 
including  the  tube  and  bulb,  is  now  surroundeil  by  an  at- 
mosphere of  steam  raised  from  the  water  under  a pressure 
equal  to  that  of  the  atmosphere.  This  steam  has  the  true 
temperature  of  the  boiling  water ; and,  by  drawing  the 
tube  upwards  through  the  orifice  in  which  it  plays,  the 
height  of  die  mercurial  column  in  the  thermometer  may 
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be  marked  with  the  uUnost  accuracy,  and  thus  the 
boiling  point  may  be  determined. 

'J  he  variation  of  the  column  in  the  thermometric 
tube,  strictly  speaking,  arises  not  from  the  e.xpansiou  of 
the  mercury  alone,  but  from  the  difference  between  the 
expansions  of  the  mercury  and  glass.  It  is  clear,  that 
if  a given  change  of  temperature  dilated  equally  the 
glass  of  the  tube  and  bulb,  and  the  mercury  container! 
in  it,  the  height  of  the  column  would  not  be  varied  ; 
l)ecause,  in  the  same  proportion  as  the  dimensions  of  the 
mercury  would  he  increased,  the  capacity  of  the  tulx- 
and  bulb  would  be  also  increased  : but,  in  fact,  although 
the  tube  and  bulb  undergo  an  increase  of  tlimension 
from  every  change  of  ternj)erature,  that  increase  is  ex- 
tremely small  when  compared  with  the  dilatations  of  the 
mercury  ; and,  conse(iuently,  notwithstanding  tliat  more 
room  is  made  for  the  fluid  by  the  dilatation  of  the  glass, 
yet  still,  the  room  not  l)oing  nearly  sufficient,  the  mer- 
cury rises.  Nevertheless,  although  the  variations  of 
tile  mercurial  column  are  not  absolute  indications  of 
the  dilatation  or  contraction  of  the  mercury,  yet  it  so 
hai«])ens,  that,  under  all  the  changes  of  teu>perature  to 
wliich  a mercurial  thermometer  can  be  submitted,  the 
dilatation  of  glass  is  in  the  same  proportion  as  the  dila- 
tation of  nuTcury  ; and,  consequently,  the  change  of 
volume  of  the  mercury  liears  a fixed  proportion  to  tlie 
change  of  capacity  of  the  tube ; and  the  variation  in 
tlie  height  of  the  column  contained  in  the  tube  hears 
also  the  same  proportion  to  the  variations  which  it  would 
undergo  if  the  glass  suffered  no  expansion  or  con- 
traction. 'I'he  apparent  dilatation  of  the  mercury,  or 
tlie  difference  between  the  dilatations  of  the  mercury, 
■and  glas.s,  Ix'tween  the  freezing  and  boiling  points, 
amounts  to  one  sixty-third  part  of  the  volume  of  mer- 
cury at  the  temiierature  of  melting  icej  and  the  actual 
dilatation  of  the  mercury  between  these  limits  of  tem- 
perature is  somewhat  less  than  this,  being  parts 

of  the  volume  of  the  mercury  at  the  temperature  of 
melting  ice. 

II  4- 
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The  fact,  that  the  indications  of  the  thermometer  arc 
independent  of  tlie  absolute  expansion  of  the  glass 
which  forms  it,  is  a matter  of  great  importance ; be- 
cause it  shows  that  the  accuracy  of  tlierjuometers  does 
not  depend  upon  the  species  of  glass  of  which  they  arc 
formed.  Had  it  been  otherwise,  one  of  the  conditions 
necessary  in  the  construction  of  a thermometer  would 
be,  that  the  glass  should  be  manufactured  of  elements 
precisely  alike  in  all  cases.  Tluit,  however,  is  by  no 
means  necessary.  Hitterent  kintls  of  glass  undergo  dif- 
ferent depp-ees  of  expansion  by  change  of  temperature ; 
but  they  will  expand  proportionally  to'  each  otlier,  and 
proportionally  to  the  expansion  of  mercury  within  those 
limits  of  temperature  to  which  mercurial  thermometers 
are  apjilicd. 

It  will  he  perceived,  from  the  reasoning  that  has  been 
pursued  upon  this  subject,  that  the  indications  of  all 
thermometers  whatever  would  necessarily  correspond, 
even  though  the  Iluid  from  whicli  they  are  formed  were 
diflerent,  provided  only  that  the  rate  of  its  expansion 
correspond  with  that  of  mercury.  A thermometer  of 
spirits  of  wine,  within  that  part  of  the  scale  through 
which  the  dilatation  of  that  fluid  is  uniform,  woidd  ne- 
cessarily correspond  with  the  mercurial  thermometer. 
The  difference  would  only  be  in  the  length  of  the  scale, 
or,  in  other  words?,  in  the  distances  between  the  freezing 
and  boiling  points.  In  the  case  of  spirits  of  wine,  how- 
ever, the  rate  of  dilatation  aisproaching  the  boiling  point 
of  water  is  not  uniform,  as  has  been  already  stated. 

It  may,  possibly,  be  thought  that  the  jsrcceding  de- 
tails respecting  the  construction  and  use  of  thermo- 
meters may  be  elaborately  minute,  and  that  an  instru- 
ment apparently  so  triHiug  as  a glsiss  bulb  blown  on 
die  extremity  of  a tube,  and  partially  filled  with  (juick- 
silver,  could  be  described,  and  have  its  projierties  ex- 
plained, in  a much  more  limited  space.  It  should,  how- 
ever, be  remembered,  that,  trilling  as  this  instrument 
may  appear,  its  uses  are,  perhaps,  more  extensive,  and 
certainly  not  less  important,  than  any  other  means  of 
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experimental  investigation  by  which  we  are  enabled  to 
scrutinise  the  laws  of  nature.  There  is  no  deitartineni 
of  natural  science  where  experiment  and  oltservation 
are  the  means  of  knowledge,  in  which  the  indications  of 
this  instrument  are  not  absolutely  indispensable;  and  this 
must  be  apparent,  if  it  be  considered  how  essentially  tlie 
states  of  all  bodies,  whetlier  those  contemplated  in  me- 
chanical science,  in  chemistry,  nay,  even  in  ineilicine 
and  the  natural  sciences,  are  affected  both  by  the  ex- 
ternal application  of  heat  and  its  internal  development. 
M'ithout  the  thermometer,  we  should  jx)ssess  no  means 
of  determitiing  those  changes  of  eliects  better  than  the 
very  fallible  and  inaccurate  ])orceptions  of  the  senses; 
perceptions  which,  as  it  will  hereafter  appear,  depend 
much  more  upon  circumstances  in  our  ever-changing 
.state's  of  body,  than  on  the  states  of  the  l>odies  around 
us.  In  physics,  the  thermometer  is  itidispensable  in 
almost  every  exiicriment.  In  the  lalwratory,  the  che- 
mist can  scarcely  conduct  a proci'ss  with  any  degree 
of  jihilosophical  accuracy  without  an  observation  of 
temperatures.  In  the  observatory,  the  iLstrononier 
who  is  ignorant  what  effects  changes  of  temperature 
produce  on  the  indications  of  the  large  metallic  in- 
struments which  he  uses,  — instruments  so  highly  su.s- 
ci'ptible  of  dilatation  and  contraction  — would  be  sur- 
rounded with  sources  of  error,  of  which  it  wouhl  be 
impo.ssible  for  him  to  estimate  the  amount,  or  even  to 
detect  the  existence.  Kven  the  aspect  of  the  heavens 
cJianges  its  appearance  in  obedience  to  the  riuctuating 
temperatures  of  air  ; nor  is  there  a single  object  in  the 
firmament  seen  in  the  same  position  for  two  successive 
hours,  and  never  in  the  true  position  which  it  would 
have  independently  of  the  effects  of  heat.  The  vicis- 
situdes of  heat  and  cold,  to  which  the  atmosphere  is 
subject,  must,  therefore,  be  ap]ireciated  before  the  ob- 
server can  pronounce  on  the  position  of  any  celestial 
object ; and  to  this  there  is  no  gtiide  but  the  ther- 
moinetric  tube,  'fhe  naturalist,  in  investigating  the 
properties  of  the  various  classes  of  organised  bodies. 
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bases  many  of  his  generalisations  on  their  temperatures, 
fliscovcred  by  this  instrument.  In  investigating  the 
qualities  of  difterent  parts  of  our  ])lanet,  tlie  variations 
of  climate  corresponding  with  changes  of  latitude,  the 
I)hcnomena  peculiar  to  land  and  sea,  the  various  meteoro- 
logical facts  essential  to  all  knowledge  of  climate  and 
to  all  investigation  in  physical  geography,  depend  on 
tlie  indications  of  the  thermometer.  The  measure- 
ment of  the  heights  of  mountains,  of  the  position  of 
lialloons  in  the  atmosphere,  are  estimated  by  combined 
observations  on  this  instrument  and  the  barometer. 
When  these  and  numerous  other  considerations  are 
called  to  mind,  it  will  scarcely  be  deemed  inapprojtriate, 
even  in  a work  of  a popular  nature,  to  enter  into  the  de- 
tails which  have  been  here  given  respecting  the  construc- 
tion and  use  of  this  instrument.  For  the  same  reasons, 
it  may  not  be  uninteresting  to  the  general  reader  shortly 
to  trace  the  history  of  the  invention  and  improvement 
of  thermometers,  before  we  conclude  this  chapter. 

Like  other  inventions  of  very  extensive  utility  and 
remote  date,  that  of  the  thermometer  is  disputed  by 
many  contending  claimants  ; and,  like  other  inventions, 
the  merit  is  not  to  be  ascribed  to  one  person,  but  to  be 
<listributed  among  many.  The  several  arrangements 
which  render  the  instrument  useful  and  accurate  as  a 
measure  of  a degree  of  temperature  were  suggested  suc- 
cessively, and  adopted  through  a long  ])eriod  of  time, 
and  some  of  the  latest  of  them  have  not  been  of  very 
remote  date. 

The  notion  of  using  the  expansion  of  a liquid  con- 
tained in  a Inilb  and  tube  of  glass,  as  a means  of  indL 
eating  changes  of  temperature,  is  said  by  some  to  have 
been  first  suggested  by  Cornelius  Drebbel,  a resident  at 
Alkmaer,  in  Holland.  He  is  said,  by  lloerhaave  and 
Muschenbroek  to  have  invented  thermometers'about  tlie 
year  l6()0.  Some  Italian  ivriters,  also,  assign  this  ho- 
nour to  Drebbel,  but  others  give  the  credit  of  the  inven- 
tion to  Halileo;  while  it  is  asserted  by  other  Italian 
autliorities,  including  Borelli  and  Malpighi,  that  the 
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merit  of  the  invention  is  due  to  Sanctorio,  a well  known 
medical  professor  at  Padua.  Sanctorio,  indeed,  claims 
tlie  invention  himself,  and  the  Florentine  academicians, 
Borelli  and  Malpighi,  are  witnesses  not  likely  to  be 
biassed  in  favour  of  the  Patavinian  professor. 

The  thermometer  of  Sanctorio  was  formetl  of  a glass 
bulb  and  tul>e,  in  which  the  air  was  first  rarefied  in  a 
slight  degree  by  the  application  of  heat.  The  end  of 
the  tube  was  then  plunged  in  a coloured  liquid,  which, 
when  the  air  contracted  by  cooling,  was  forced  up  into 
the  tube  by  the  atmospheric  pressure.  The  tube  was  di- 
vided into  a number  of  equal  parts,  called  degrees. 
\Vhen  the  temperature  of  the  medium  surrounding  the 
bulb  was  raised,  the  air  included  in  it  expanded,  and 
the  coloured  liquid  was  forced  downwards  in  the  tube. 
When  the  temperature  surrounding  the  bulb,  on  the 
other  hand,  was  lowered,  the  air  losing  some  of  its 
elasticity,  the  liquid  was  forced  higher  in  the  tulre  by  the 
atmospheric  pressure.  The  number  of  degrees  on  the 
tube  through  which  the  coloured  liquid  moved  were 
taken  as  the  indication  of  the  changes  of  tem[)erature. 
Thus  the  thermometer  of  Sanctorio  was,  in  fact,  an  air 
tlicrmomcter.  Its  indications,  however,  were  neces- 
sarily attected  by  the  changes  in  the  atmospheric  pres- 
sure, as  well  as  by  change  of  temperature.  At  the  same 
temperature,  an  increase  in  the  atmospheric  pressure 
wouhl  cause  the  column  to  rise  in  the  tube,  and  a de- 
crease would  cause  it  to  fall.  Such  an  instrument, 
tlicrefore,  when  used  as  an  indicator  of  the  variations  of 
temperature,  should  always  be  correctecl  w ith  reference 
to  the  changes  in  the  therinometric  column.  This  ther- 
mometer has  no  fixeil  points  of  temperature,  nor  couhl 
tlie  indications  of  one  instrument  be  compared  with 
those  of  another,  nor  with  itself,  after  any  derangement 
or  change  of  circumstances. 

-\bout  fifty  years  subsequently  to  this,  the  Florentine 
prole.ssors  constructed  theimometers  of  spirits  of  wine, 
and  excluded  from  them  the  air  in  the  up])cr  part  of 
the  tube  by  the  manner  already  explained  with  refer- 
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ence  to  the  mercurial  thermometer.  The  tube  \va.s 
divided  into  100  parts,  called  degrees;  but  still  no  fixed 
points  of  temperature  were  adopted. 

About  the  year  172.5,  Tahrenheit,  a thermometer 
maker  of  Amsterdam,  first  substituted  mercury  for  spirit 
of  wine  in  thermometers,  and  by  this  means  consider- 
ably re<luced  their  magnitude.  'J’he  instrument  was 
tlius  caj)able  of  measuring  much  higher  degrees  of  tem- 
})erature  than  thermometers  of  spirits  of  wine,  because 
mercury  does  not  boil  until  it  attains  a very  high  tem- 
jrerature.  Still,  however,  thermometers  laboured  under 
defects  arising  from  the  want  of  fixed  points  of  temper- 
ature, the  nature  of  which  have  been  already  fully  ex- 
plained. Various  attempts  were  made  to  ensure  the 
correspondence  of  the  scale  of  difierent  thermometers 
employed  in  different  jiarts  of  the  world,  but  as  yet  no 
effectual  method  was  suggested. 

Late  in  the  seventeenth  century.  Dr.  Hook  discovered 
the  fact,  that  water  during  its  conversion  into  ice,  and  ice 
during  its  conversion  into  water,  maintained  a fixed 
temperature  ; and  also  that  water,  during  the  process  of 
boiling  under  tlie  same  circumstances,  retains  the  same 
temperature.  'I’liese  two  temperatures,  depending  upon 
fixed  phenomena  not  affected  by  change  of  time  or 
place,  furnished  convenient  standards  by  which  the 
fixed  points  upon  thermometers  might  be  determined ; 
and  as  such  they  were  first  recommended  and  adopted 
by  Newton.  As  the  process  of  fusion  and  evaporation 
of  all  bodies  are  attended  with  the  same  peculiar  effects 
as  those  of  water,  their  tcmi)eratures  during  these  states 
of  transition  might  with  equal  convenience  he  taken  as 
the  standards  for  the  fixed  points  of  thermometers  ; but 
water,  being  a substance  always  attainable  and  easily 
reduced  to  a pure  state,  has  beeti  selected  by  common 
consent,  in  preference  to  other  bodies.  . 

'I'he  same  unanimity  has  nof  preva,iled  respecting  the 
division  of  the  scale.  It  would  have  been  a matter  of 
great  convenience,  had  all  nations  agreed  to  divide  the 
interval  between  the  boiling  and  freezing  points  of 
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ihermometers  into  tlie  same  number  of  equal  parts  ; but 
such  a convention  was  scarcely  to  be  expected.  A\'hen 
Fahrenheit  adoptetl  the  fixed  points  suggested  by 
Newton,  it  was  supposed  that  the  greatest  degree  of 
cold  which  was  attainable  was  that  of  a mixture  of 
snow  and  common  salt,  or  snow  and  sal  ammoniac.  A 
thermometer,  when  plunged  in  such  a mixture,  was  ob- 
.served  to  fall  considerably  below  the  point  at  which  it 
stood  in  melting  ice,  and  at  which  temperature  Fahren- 
heit determined  to  commence  his  scale  of  numeration 
upwards.  The  interval  between  this  and  the  tem- 
perature of  melting  ice  is  divided  into  3i  equal  parts 
or  degrees  ; so  that  upon  this  scale  the  temperature 
produced  hy  mixing  snow  and  common  salt  is  0*^,  while 
the  temperature  of  melting  ice  is  .‘12°.  He  continued 
these  equal  divisions  upwards,  and  found  that  when  the 
thermometer  was  immersed  in  the  steam  of  boiling 
water,  the  barometer  standing  at  about  .“lO  inches, 
the  mercury  in  the  thennometer  stoo<l  at  212°.  ‘I’lius 
the  interval  between  the  freezing  and  boiling  points 
was  1S0°.  Temperatures  have  since  been  ex])erienced 
much  lower  than  that  obtained  by  the  mixture  of  snow 
and  common  salt,  .and  hence  it  has  been  necessary  to 
continue  the  scale  below  the  0°  of  Fahrenheit.  De- 
grees Ix'low  this  point  are  called  negative  degrees,  as 
already  explained. 

The  scale  as  adopted  by  Fahnmheit  has  continuerl  in 
gener.il  use  in  this  country  to  the  jrresent  day  ; and  in 
.all  English  works  on  science,  as  well  as  in  the  arts, 
manufactures,  and  medical  practice,  the  thermometer 
list'd  is  Fahrenheit’s  thermcmeter,  and  the  freezing  and 
Ixiiling  points  are  .'12°  and  212°.  The  thermometer 
generally  used  in  France,  liefore  the  revolution,  and  still 
used  in  many  parts  of  Europe,  was  constructed  by 
Reaumur  early  in  the  IStli  century.  The  liipiid  used 
by  him  was  spirit  of  wine  ; but,  subsequently,  mercury 
wa.s  substituted  for  this  by  T)e  Luc.  'riie  fixed  points  on 
this  instrument  were  likewise  the  freezing  and  boiling 
points  of  water,  the  scale  proceeding  upwards.  The 
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interval  between  the  fixed  points  was  divided  into  80 
ixjual  parts,  called  degrees.  'I'hus,  tlie  freezing  point  of 
water  was  0°,  and  its  boiling  point  80°.  'I'he  degrees 
in  this  thermometer  were  longer  than  those  in  Fahren- 
heit, in  the  proportion  of  2}  to  1.  To  convert  a tem- 
j)erature  indicated  upon  Reaumur  into  the  corresponding 
temperature  upon  Fahrenheit,  it  would,  therefore,  be 
necessary  to  multijdy  the  degrees  upon  Reaumur  by  2^, 
and  to  add  to  the  ))roduct  32°,  to  allow  for  the  distance 
of  the  points  at  which  the  scale  commences.  On  the 
other  hand,  to  reduce  Fahrenheit’s  degree  to  Reaumur, 
it  would  be  necessary  to  subtract  32,  and  to  diminish 
tlie  remainder  in  the  proportion  of  2|  to  1. 

About  tlie  middle  of  the  eighteenth  century,  Celsius, 
a Swedish  astronomer,  constructed  thermometers,  in 
which  he  commenced  the  scale,  like  Reaumur,  at  the 
freezing  point  of  water,  and  divided  the  interval  be- 
tween the  freezing  and  boiling  points  into  100°.  This 
tliermometerwas  adopted,  after  the  revolution,  in  France, 
under  the  name  of  tlie  emtigrade  thermometer.  It  har- 
monised with  the  uniform  decimal  system  of  weights 
and  measures,  adopted  in  that  country,  and  has  been 
since  that  time  in  general  use  there.  100°  of  the  cen- 
tigrade are  equal  in  length  to  180°  of  Fahrenheit.  To 
convert  the  temperature  on  the  centigrade  into  the  cor- 
responding temperature  on  Fahrenheit,  it  would  then  lie 
necessary,  first,  to  increase  the  number  of  degrees  in  the 
proportion  of  1 00  to  1 80,  or,  what  is  the  same,  5 to  fh 
and  to  add  to  the  result  32°,  to  allow  for  the  difference 
lietween  the  points  at  which  the  scale  commences.  'Fo 
convert  a temperature  on  Fahrenheit  into  the  corre- 
sponding temperature  on  the  centigrade  thermometer,  it 
would  be  necessary  to  subtract  32°,  and  to  diminish  the 
remainder  in  the  proportion  of  9 to  5. 

Thermometers  arc  sometimes  constnicted  in  this 
country,  for  scientific  purposes,  to  which  all  the  three 
scales  are  annexed.  The  reduction,  however,  of  equi- 
valent temperatures  one  to  the  other  is  a measure  of 
easy  arithmetical  calculation  ; and  between  the  limits  of 
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212"  and  10"  below  zero  of  Fahrenheit,  the  reduction 
may  be  immediately  made,  without  calculation,  by  tables 
which  will  be  found  in  the  Appendix  to  this  volume. 

Like  all  thermometers  wliose  indications  depend  uf)on 
the  dilatation  or  contraction  of  a liquid,  the  range  of 
the  mercurial  thermometer  is  limited  to  the  points  at 
which  mercury  freezes  and  boils.  These  points,  how- 
ever, as  has  been  already  said,  include  between  them  a 
range  of  very  great  extent,  throughout  nearly  tlie  whole 
of  wliich  the  indications  of  the  thermometer  are  uni- 
form. The  freezing  point  of  mercury  is  placed  at 
about  — jy’  of  Fahrenheit,  or  7-^  below  the  freezing 
jKjint. 

Mercury  boils  at  GG()°.  Thus  the  range  of  the  ther- 
mometer includes  about  700^  of  Faltrenheit.  'I'he  di- 
latations of  the  mercury,  as  it  approaches  its  boiling 
jKtint,  go  on  at  a slowly  increasing  rate ; but  this  in- 
crease is  compensated  for  by  the  expansion  of  the  glass 
in  which  tlie  mercury  is  contained,  in  such  a manner 
tliat  the  apjtarent  dilatation  shown  by  tlie  actual  ascent 
of  the  column  in  the  tube  is  really  uniform,  and  tlic 
same  which  would  take  place  if  the  glass  did  not  ex- 
jiand  at  all,  and  the  dilatation  of  the  mercury  were  ab- 
solutely uniform.  A thermometer  inteiuled  to  measure 
temperatures  Indow  the  freezing  point  of  mercury  may 
be  constructed  of  spirits  of  wine  or  alcohol.  No  at- 
tainable degree  of  cold  has  ever  yet  reduced  tJiis  liquid 
U)  the  soliil  state,  ami  a thermometer  tilled  with  it  may 
lie  graduated,  by  comparison  with  a mercurial  thermo- 
meter, above  the  freezing  point  of  mercury  ; and  its 
iiulications  below  tlie  freezing  point  will  thus  be  ren- 
dered capable  of  comparison  with  the  inilicatious  of  a 
mercurial  thermometer. 

Thermometers  whose  indications  depend  on  the  <li- 
latation  of  air  are  rarely  used,  except  for  peculiar  pur- 
])oses  in  which  minute  variations  of  temperature  only 
are  required  to  he  obtained.  M'e  shall  liave  occasion 
hereafter  to  notice  an  ingenious  instrument  of  this 
kind,  which  has  been  successfully  applied  by  sir  John 
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Leslie  in  liis  investigations  concerning  the  properties  of 
heat. 

Since  mercury  boils  at  a higher  temperature  than 
any  known  liquid,  it  follows  that  no  liquid  thermometer 
can  indicate  higher  temperatures  than  that  of  ()60°  Fahr. 
'I'o  determine  temperatures  above  this,  the  dilatation  of 
solids  has  generally  been  used  ; and  instruments  founded 
upon  this  jjrinciple  are  commonly  called  pi/rometers. 

One  of  the  most  perfect  of  these  instruments  has 
been  already  described  in  page  43.,  by  which  the 
changes  of  temperature  are  indicated  by  the  difference 
of  the  expansions  of  two  metals.  Such  an  instrument 
would  indicate  all  temperatures  below  that  at  which 
the  more  fusible  metal  melts. 

A jiyrometer  invented  and  applied  by  Mr.  A\'cdg- 
wood,  founded  uj)on  the  fact,  that  certain  aluminous 
clay  contracts  when  submitted  to  a tierce  heat,  and 
that  the  degre<‘  of  contraction  is  proportional  to  the 
intensity  of  the  heat,  has  been  already  mentioned. 
This  means  of  measuring  temperature  has,  however, 
been  long  laid  aside,  for  reasons  which  have  been  ex- 
plained in  page  54. 

In  the  use  of  the  thermometer,  and  in  the  inferences 
drawn  from  its  indications,  care  should  be  taken  not 
to  assume  that  the  quantity  of  caloric  introduced  into 
the  bodies  is  represented  by  the  degrees  of  the  thermo- 
meter. M'e  shall  hereafter  show  that  caloric  may  be 
introduced  irito  a body  without  affecting  the  thermo- 
meter at  all,  and  also  that  different  quantities  of  caloric 
introduced  into  different  bodies  affect  the  thermometer 
equally.  Degrees  of  temperature  ” are,  therefore,  to 
be  carefully  distinguished  from  the  ” quantity  of  heat;” 
and  the  thermometer  must  be  understood  as  a measure 
of  temperature,  and  not  as  a measure  of  heat.  ^Vben 
two  bodies  are  said  to  undergo  the  same  increase  of 
temperature,  it  is  not  meant  that  these  two  bodies 
receive  the  same  increase  of  heat,  but  merely  that  they 
undergo  such  a change,  with  respect  to  heat,  that  they 
arc  cai)able  of  causing  a thermometer  exposed  to  them  to 


CHAP.  V. 


THE  THEKMOMETER. 


113 


undergo  the  same  degree  of  expansion.  Again,  if  a 
thermometer  be  immersed  in  melting  ice  and  obserA’ed 
to  stand  at  the  temperature  of  32°,  and  the  same 
thermometer  be  surrounded  by  the  steam  of  boiling 
water  and  be  observed  to  stand  at  212°,  we  declare 
that  the  temperature  of  boiling  water  exceeds  the  tem- 
perature of  melting  ice  by  180°;  the  meaning  of  which 
is,  that  the  state,  with  respect  to  heat,  of  boiling 
water  compared  with  melting  ice  is  such  as  to  cause  a 
quantity  of  mercury  transferred  from  the  one  to  the 
other  to  increase  its  dimensions  by  about  one  sixty-third 
part  of  its  whole  bulk  at  the  lower  temperature. 
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LIQUEFACTION. 

Our  attention  has  been  hitherto  confined  chiefly  to 
those  changes  which  lieat  produces  in  the  dimensions  of 
bodies,  without  reference  to  any  change  of  state ; and  we 
have  found,  witli  a few  striking  exceptions,  that  a con- 
tinued increase  of  teinjierature  produces  a continued 
increase  of  dimension  ; and,  contrarily,  that  a continued 
diminution  of  temperature  produces  a continued  dimi- 
nution of  dimension.  Tliis  law  of  expansion  and  con- 
traction is  inditterently  applicable  to  bodies  whether  in 
the  solid,  liquid,  or  vaporous  state.  AVe  shall  noiv  pro- 
ceed to  the  consideration  of  some  changes  of  a nature 
different  from  those  expressed  by  the  words  dilatation 
and  contraction. 

Let  us  suppose  a mass  of  ice  at  the  temperature  of 
20°  to  be  placed  in  a vessel,  and  immersed  in  a bath  of 
quicksilver*  at  the  temperature  of  200°,  and  let  a 
thermometer  be  placed  in  the  quicksilver  and  another 
in  the  ice.  The  thermometer  immersed  in  the  ice  will 
be  observed  gradually  to  rise  from  20°  upwards,  while 
the  thermometer  immersed  in  the  mercury  will  gra- 
dually fall  from  200°  downwards.  AVhen  the  ther- 
mometer immersed  in  the  ice  has  risen  to  32°  it  will 
there  become  stationary,  and  the  ice,  which  had  hitherto 
remained  in  the  solid  state,  will  begin  to  melt  and  be 
converted  into  water.  This  process  of  liquefaction  will 
continue  for  a considerable  time,  during  which  the 
thermometer  immersed  in  the  ice  will  constantly  stand 
at  32°,  but  the  thermometer  immersed  in  the  mercury 

• In  this  and  the  succeeding  experiments,  the  quantity  of  mercury  con- 
tained in  the  bath  is  supposed  to  bear  a very  large  proportion  to  the  weight 
of  ice  or  water  immersed  in  it.  'The  necessity  of  this  condition  will  be  un- 
derstood after  tlie  diopter  on  specific  heat  has  been  stud'ed. 
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will  continue  to  fall.  At  the  moment  that  the  last 
portion  of  ice  is  liquefied,  the  thermometer  immersed 
in  it,  hitherto  stationary  at  32°,  will  begin  again  to 
rise.  The  coincidence  of  this  ascent  of  the  ther- 
mometer with  the  completion  of  the  liquefaction  of  the 
ice  may  be  very  easily  observed  ; because  the  ice,  being 
lighter,  bulk  for  bulk,  than  the  water,  will  fioat  on  the 
surface,  and  so  long  as  a particle  of  it  remains  unmelted 
it  will  be  distinctly  seen.  After  the  liquefaction  is 
completed  and  the  thermometer  immersed  in  the  water 
begins  once  more  to  ascend,  the  two  thermometers  will 
at  length  indicate  the  same  temperature, — that  which  is 
immersed  in  the  mercury  having  fallen,  and  that  which 
is  immersed  in  the  water  having  risen  to  the  same  point. 

During  the  whole  of  this  process,  the  mercury  con- 
tinually loses  heat,  as  is  proved  by  the  uninterrupted 
fall  of  the  thermometer  immersed  in  it.  From  the 
commencement  of  the  process  until  the  liquefaction  of 
the  ice  begins,  and  likewise  from  the  moment  the 
li<|uefaction  is  completed,  until  the  thermometers  meet, 
the  ice  or  water  constantly  receives  heat.  Jlut,  during 
the  process  of  liquefaction,  the  thermometer  immersed 
in  tlie  melting  ice  affords  no  indication  of  heat  received. 

The  heat  dismissed  by  the  mercury  is  satisfactorily 
accountetl  for  by  the  heat  received  by  the  ice  or  water, 
except  during  the  process  of  liquefaction.  Now,  during 
that  process,  the  mercury  certainly  dismisses  heat  as 
fast  and  as  abundantly  as  either  IxTore  it  begins  or 
after  it  terminates ; yet  there  is  no  evidence  of  any 
heat  being  received  by  the  melting  ice.  The  heat 
which  the  mercury  loses  during  the  process  of  lique- 
faction must,  nevertheless,  cither  be  imparted  to  the 
melting  ice  without  increasing  its  temperature,  or  to 
the  vessel  containing  the  mercury,  and  to  the  surround- 
ing air.  That  the  latter  is  not  the  case  may  lie  easily 
proved.  Let  the  rate  at  which  the  thermometer  im- 
mersed in  the  mercury  falls  while  the  ice  is  melting  be 
observed,  and  let  tlie  vessel  containing  the  melting  ice 
be  then  withdrawn  from  the  mercurial  batli.  The 
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thermometer  immersed  in  the  mercury,  instead  of  falling 
raj)idly,  as  it  did  before,  will  become  nearly  stationary. 
If,  however,  the  heat  lost  by  the  mercury  were  im- 
l>arted  to  the  air  and  other  surrounding  objects,  and 
not  to  the  melting  ice,  the  thermometer  in  the  mercury 
would  descend  as  rapidly  after  the  removal  of  the  ice 
as  before. 

The  solution  which  was  proposed  for  this  pheno- 
menon by  Dr.  IJlack,  and  wliich  has  been  confirmed  by 
numerous  and  irresistible  proofs,  is,  that  the  heat  lost  by 
the  mercury  is  actually  received  by  the  ice  during  its 
liquefaction,  although  it  is  not  received  by  it  in  such  a 
manner  as  to  affect  the  thermometer. 

'I'he  following  experiment  will  likewise  illustrate  the 
same  fact : — Let  a spirit  lamj)  be  applied  to  a mercurial 
bath,  so  as  to  maintain  it  constantly  at  the  fixed  tem- 
perature of  200°,  and  let  the  vessel  containing  ice  be 
immersed  in  it  as  before.  The  thermometer  immersed 
in  the  mercury  will  now  be  kept  stationary  at  200°, 
while  the  thermometer  immersed  in  the  ice  will  undergo 
the  same  change  as  before.  It  will  first  rise  from  20° 
to  32°,  when  it  will  become  stationary,  and  the  jirocess 
of  liquefaction  will  commence.  W'hen  the  liquefaction 
has  been  completed,  it  will  again  begin  to  rise,  and  will 
continue  to  rise,  until  it  attains  the  limit  of  200°.  Now, 
it  cannot  be  doubted  that,  during  the  whole  process,  the 
mercury  maintained  at  200°  constantly  imparts  heat  to 
the  ice ; yet,  from  the  moment  the  liquefaction  begins 
until  it  is  completed,  no  increased  temperature  is  ex- 
hibited by  the  thermometer  immersed  in  the  ice.  If 
during  this  process  no  heat  were  received  by  the  ice 
from  the  mercury,  the  consequence  would  be,  that  the 
application  of  the  spirit  lamp  would  cause  the  temper- 
ature of  the  mercury  to  rise  above  200°,  which  may  be 
easily  proved  by  withdrawing  the  vessel  of  ice  from  the 
mercurial  bath  during  the  process  of  liquefaction.  The 
moment  it  is  withdrawn,  the  thermometer  immersed  in 
the  mercury,  instead  of  remaining  fixed  at  200°,  will 
immediately  begin  to  rise,  although  the  action  of  the 
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lamp  remains  the  same  as  before ; from  wliich  it  is  ob- 
vious that  tlie  heat  wliich  now  causes  tlie  mercury  to 
rise  above  200°,  was  before  received  by  tlie  melting  ice. 

'I'lie  heat  which  thus  enters  ice  in  the  process  of 
liquefaction,  and  which  is  not  indicated  by  the  ther- 
mometer, is  for  this  reason  called  latent  heat.  It  will 
be  perceived  that  this  phrase  is  the  name  of  a fact,  and 
not  of  ail  hypothesis.  That  beat  really  enters  the 
watc'r,  and  is  contained  in  it,  has  been  established  by 
the  exjieriments  ; ami  to  declare  that  it  is  present  there, 
is  to  declare  an  established  fact.  To  call  it  by  the 
name  latent  heat,  is  to  declare  another  established  fact, 
viz.,  that  it  is  not  sensible  to  the  thermometer. 

'I'liese  facts  show  us  that  heat  is  capable  of  existing 
in  bodies  in  two  distinct  states,  in  one  of  which  it  is 
sensible  to  the  tlicrmomcter,  and  in  the  other  not. 
Heat  which  is  sensible  to  the  thermometer  is  called, 
for  distinction,  .sen.v/We  or  free  heat.  It  may  be  here 
observed,  that  heat  which  is  sensible  to  the  thermometer 
is  also  perceptible  by  the  senses,  and  heat  not  sensible 
to  the  thermometer  is  not  perceptible  by  the  sense's. 
'I'lius,  ice  at  o2°,  and  water  at  feel  equally  cohl, 
and  yet  we  have  seen  that  the  latter  contains  consider- 
ably more  heat  than  the  former. 

I)r.  black,  who  first  noticed  the  remarkable  fact  to 
which  we  have  now  alluded,  inferred  that  ice  is  con- 
verted into  water  by  communicating  to  a certain 
quantity  or  dose  of  heat,  which  enters  into  comhination 
with  it  in  a manner  analogous  to  tliat  which  takes  place 
when  bodies  combine  chemically.  The  heat,  thus  com- 
bined with  the  solid  ice,  loses  its  property  of  affecting 
the  .sen.ses  or  the  thermometer,  and  the  effects,  there- 
fore, bear  a resemblance  to  tliose  cases  of  chemical  com- 
bination in  which  the  constituent  elements  change  their 
sensible  properties  when  they  form  the  annjiound. 

1 he  fact  that  the  thermometer  immersed  in  the  ice 
only  remains  stationary  while  the  process  of  liquefaction 
is  going  on,  shows  that  this  absorption  of  heat  is  neces- 
saxily  connected  with  that  process,  and  that,  were  it 
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not  for  the  conversion  of  the  solid  ice  into  liquid  water, 
the  heat  which  is  so  received  would  be  sensible,  and 
Avould  cause  the  thermometer  immersed  in  the  ice  to 
rise.  Before  the  time  of  Black  it  was  supposed  that 
the  slightest  addition  of  heat  would  cause  solid  ice  to 
be  converted  into  water,  and  that  the  thermometer 
would  immediately  pass  from  the  freezing  temperature 
to  higher  degrees.  The  experiments  above  described, 
however,  show  the  falsehood  of  such  a su{)position. 
If,  while  the  mercurial  bath  in  which  the  ice  is  im- 
mersed is  maintained  at  the  temperature  of  200°,  the 
length  of  time  necessary  to  complete  the  liquefaction  of 
the  ice  be  ob.served,  it  would  Ire  found  that  that  time 
is  about  twenty-eight  times  the  length  of  time  which  it 
would  take  to  raise  the  liquid  water  from  .‘32°  to  ,37°; 
and  if  it  lx;  assumed  that  the  same  quantity  of  heat  is 
imparted  to  the  ice,  during  the  process  of  liquefaction, 
in  the  same  time  as  is  imparted  to  the  water  in  rising 
from  32°  to  37°,  it  will  follow,  that,  to  liquefy  the  ice, 
requires  twenty-eight  times  as  much  heat  as  is  necessary 
to  raise  the  water  from  32°  to  37°.  It  aj)pears,  there- 
fore, that,  instead  of  a small  quantity  of  heat  being 
necessary  to  melt  the  ice,  a very  considerable  portion 
is  absorbed  in  that  process. 

If,  as  these  circumstances  indicate,  water  be  formed 
by  the  combination  of  a large  quantity  of  heat  with  ice, 
it  would  follow,  that,  in  the  re-conversion  of  water  into 
ice,  or  in  the  process  of  congedation,  a large  quantity 
of  heat  mu.st  be  dismissed ; or,  in  other  words,  before  a 
quantity  of  liquid  water  can  pass  into  the  solid  state,  it 
must  communicate  to  some  other  object  considerable 
quantities  of  heat  %vhich  exist  in  it  in  the  latent  state. 
That  this  is  the  fact  may  be  easily  proveil  by  reversing 
the  experiments  already  described.  Let  a vessel,  con- 
taining water  at  (i0°,  be  immersed  in  a bath  of  mercury 
at  the  temperature  of  3.7°  below  zero.  If  a ther- 
mometer be  immersed  in  the  mercury  and  another  in 
the  water,  the  one  will  be  observed  gradually  to  rise, 
and  the  other  to  fall,  until  the  thermometer  in  the 
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water  indicates  32°.  This  thermometer  will  then  be- 
come stationary,  and  the  water  will  begin  to  freeze. 
Meanwhile,  the  thermometer  immersed  in  the  mercury 
will  continue  to  rise ; and,  although  during  the  whole 
process  of  congelation  the  thermometer  immersed  in  the 
water  will  continue  stationary  at  32°,  the  thermometer 
immersed  in  the  mercury  will  constantly  rise,  proving 
tliat  heat  is  continually  dismissed  by  the  freezing  water, 
and  imparted  to  the  mercury  in  which  it  is  immersed. 
M'hen  the  congelation  of  the  water  is  completed,  and 
the  whole  is  in  the  solid  state,  and  not  until  then,  the 
thermometer  immersed  in  the  ice  will  begin  to  fall. 
The  thermometer  immersed  in  the  mercury  will  con- 
tinue to  rise  without  interruption,  until  the  two  ther- 
mometers meet  at  some  temperature  below  32°. 

Having  ascertained  the  remarkable  fact  that  heat  is 
absorlx'd  in  a large  quantity  in  the  conversion  of  ice  into 
water  without  rendering  the  body  so  absorbing  it  warmer, 
let  us  now  enquire  what  the  exact  quantity  of  heat  so 
absorbed  is.  M'e  have  already  stated,  that,  if  the 
quantity  communicated  in  equal  times  be  the  same, 
the  heat  necessary  to  liquefy  a given  weight  of  ice 
would  1k>  twenty-eight  times  as  much  as  would  Ik*  ne- 
cessary to  raise  the  same  weight  of  water  from  .32° 
to  37°  ; or,  if  the  heat  necessary  to  raise  water  through 
every  .3°  be  the  same,  that  quantity  of  heat  would  be 
sufficient  to  raise  water  from  32°  to  172°;  and  hence 
we  infer,  that  as  much  heat  is  absorbed  in  the  hque- 
faction  ot  a given  quantity  of  ice,  as  would  raise  the  same 
quantity  of  water  through  l lO  degrees  of  the  thermo- 
metric scale. 

As  this  fact  is  one  of  the  last  importance,  we  shall 
illustrate  it  by  other  experiments. 

Let  two  equ.ol  vessels,  one  containing  an  ounce  of  ice 
at  32°,  and  the  other  containing  an  ounce  of  water  at 
.12°,  be  both  immersed  in  the  same  mercurial  bath,  at 
the  temperature  of  500°,  and  let  thermometers  be  placed 
in  the  ice  and  in  the  water : the  ice  will  immediately 
begin  to  melt,  the  thermometer  immersed  in  it  re- 
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iTiaining  stationary.  The  thermometer  immersed  in  the 
water  will,  on  the  other  hand,  immediately  begin  to 
rise.  AV'hen  the  liquefaction  of  the  ice  is  completed, 
and  tlie  thermometer  immersed  in  it  just  begins  to  rise, 
the  thermometer  immersed  in  the  water  will  be  ob- 
served to  stand  at  172°.  It  follows,  therefore,  sup- 
posing the  ice  and  water  to  receive  the  same  quantity 
of  heat  from  tlie  mercury  which  surrounds  them,  that 
as  much  heat  is  necessary  to  liquefy  an  ounce  of  ice  as 
is  sufficient  to  raise  an  ounce  of  water  from  32°  to  172°; 
a result  which  confirms  what  has  been  already  stated, 
that  the  heat  absorbed  in  liquefying  a given  weight  of 
ice  is  equal  to  the  heat  necessary  to  raise  water  through 
140°  of  the  thermometric  scale. 

Again,  let  an  ounce  of  ice,  at  the  temperature  of  32°, 
be  ])laced  in  a vessel,  and  into  the  same  vessel  pour  an 
ounce  of  water  at  the  temperature  of  1 72° : the  hot 
water  will  gradually  dissolve  the  ice,  and  its  temperature 
will  fall.  AVhen  the  whole  of  the  ice  is  dissolved,  the 
water  formed  by  the  mixture  of  the  hot  water  and 
melted  ice  will  be  found  to  have  the  temperature  of  32°. 
Thus,  while  the  ounce  of  water  has  lost  140°  of  its 
temperature,  the  ounce  of  ice  has  suffered  no  increase  of 
temperature  whatever  : it  has  been  simply  liquefied,  but 
retains  the  same  temperature  as  it  had  in  the  solid  form. 
That  no  change  has  been  made  by  this  process  in  the 
quantity  of  matter  contained  in  the  vessel  can  be  proved 
by  weighing  the  mixture  after  the  liquefaction  of  the 
ice  is  completed.  It  will  be  found  to  weigh  two  ounces. 
It  would  be  easy  to  prove,  also,  that  no  surrounding 
object  has  received  the  heat  which  the  ounce  of  water  at 
172°  has  lost;  and  we  must  therefore  infer  that  this 
heat  has  been  received  by  the  ice  ; and,  w’hile  it  has 
been  instrumental,  by  some  unknown  process,  in  its 
liquefaction,  it  is,  nevertheless,  combined  with  it  in  such 
a way  as  to  produce  no  effect  on  the  thermometer. 

That  it  is  the  process  of  liquefaction  only  which 
l)revents  the  heat  received  by  the  ice,  in  this  case,  from 
being  sensible  to  the  tliermometer  may  be  proved  by  the 
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following  experiment: — Let  an  ounce  of  water  at  32° 
be  mixed  with  an  ounce  of  the  same  licjuiii  at  172°; 
the  mixture  will  have  a temj^eraturej  as  might  he  ex- 
pected, exactly  intermediate  between  the  temperatures  of 
the  component  parts.  Two  ounces  of  water  '"ill^he 
obtained  having  a temperature  of  102°,  exactly  70° 
above  the  lower  teni])eraturc,  and  70°  lielow  the  higher 
temperature.  No  heat  has,  in  this  case,  cea.sed  to  utfect 
the  thermometer  ; the  quantity  of  heat  lost  by  the  ounce 
of  water  at  172°  being  exactly  equal  to  that  which  has 
been  received  by  the  ounce  of  water  at  32°. 

Although  it  is  easy  to  determine  within  certain  limits 
the  quantity  of  heat  which  disappears  in  the  process 
of  liquefaction,  yet  the  i>recise  solution  of  this  problem 
is  a matter  requiring  the  utmost  refinement  of  experi- 
mental skill.  It  has  already  occupied  the  attention  of 
some  of  the  most  distinguished  philosophers  of  modern 
times.  Cavendish  states,  that  the  heat  absorlx-d  in  liipie- 
faction  amounts  to  l')0°;  Hlack,  140°;  M ilke,  130°; 
and  Lavoisier  and  Laplace,  13.'5°.  It  may,  therefore, 
be  considered  as  certain,  that  140°  (lifters  very  little 
from  the  true  quantity. 

From  these  circumstatices,  it  will  Ih‘  easily  under- 
stood why  the  processes  of  liquefaction  and  cotigelation 
are  so  extremely  slow,  and  occupy  so  considerable  a 
portion  of  time.  If  the  conversion  of  ice  into  water 
required,  lus  was  formerly  sujtposed,  only  a small  quan- 
tity of  heat,  the  process  of  liquefaction  would  be  sudden 
and  almost  instantaneous  ; and,  on  the  other  hand,  if 
the  loss  of  a small  quantity  of  heat  could  cause  water 
at  32°  to  congeal,  the  congelation  would  be  likewise 
sudden  and  instantaneous.  .V  mass  of  water  at  32° 
would  pass  at  once  from  the  liquid  to  the  solid  state  the 
moment  it  lost  the  least  portion  of  heat,  while  a mass 
of  ice  would  in  like  manner  pass  from  the  solid  to  the 
li(|uid  state  the  moment  it  received  the  least  addition 
of  heat.  Experience,  however,  proves  this  not  to  be 
the  case.  M’hen  a mass  of  water  arrives  at  .32°,  small 
portions  of  ice  are  formed,  and  the  process  of  con- 
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gelation  goes  on  gradually  and  slowly,  until  the  whole 
liquid  is  rendered  solid.  IVhen  the  hrst  small  portions 
of  ice  are  formed,  the  heat  given  out  by  them  is  re- 
ceived by  the  surrounding  liquid,  and  for  the  moment 
jirevents  its  congelation.  As  this  liijuid  parts  with  its 
heat  to  surrounding  objects,  additional  portions  of  ice 
are  formed,  which  in  like  manner  dismiss  their  latent 
heat,  and  communicate  it  to  a portion  of  the  water 
which  still  remains  liquid,  tending  to  raise  its  temper- 
ature and  maintain  it  in  the  liquid  state.  The  rapidity 
of  the  congelation  will  depend  on  the  rate  at  which  the 
uncongealed  portion  of  the  w'ater  can  impart  its  heat 
to  the  surrounding  air,  or  other  adjacent  objects.  In 
like  manner,  in  the  process  of  liquefaction,  a small  jior- 
tion  of  the  ice  first  exclusively  receives  heat  from  some 
external  source,  and  having  received  as  much  heat  as 
would  raise  water  through  1 of  the  thermometric 
scale,  it  becomes  liquid  ; then  an  additional  portion  of 
ice  receives  the  same  addition  of  heat,  and  is  likewise 
rendered  liquid,  and  so  the  process  goes  on  until  the 
whole  mass  of  ice  is  liquefied. 

It  is  a remarkable  fact,  that,  under  certain  circum- 
stances, water  may  remain  in  the  liquid  state  at  tem- 
peratures considerably  below  32 ^ If  a vessel  of  water 
be  carefully  covered,  kept  free  from  agitation,  and  ex- 
posed to  a temperature  of  22°,  it  will  gradually  fall 
to  that  temperature,  stiU  remaining  in  the  liquid  state ; 
but  if  a tremulous  motion  be  communicated  to  it,  or  a 
particle  of  ice  or  other  solid  substance  dropped  into  it, 
its  temperature  will  suddenly  rise  to  32°,  and  a portion 
of  it  w'ill  be  converted  into  ice.  The  cause  of  this  sin- 
gular effect  is  easily  explained.  A portion  of  the  liquid, 
which  is  suddenly  solidified,  gives  out  a quantity  of 
heat,  which  is  in  part  communicated  to  the  water, 
which  still  remains  liquid,  and  raises  it  from  22°  to  32°, 
and  the  remainder  of  it  becomes  sensible,  instead  of 
being  latent,  in  the  ice  itself,  and  likewise  raises  its 
temperature  to  32°.  In  conformity  with  what  has 
been  already  explained,  it  would  follow  that  the  latent 
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heat  thus  extricated  would  be  sufficient  to  raise  as  much 
water  as  is  equal  in  weight  to  the  ice  which  has  been 
formed  through  l+0°,  or  it  would  raise  fourteen  times 
that  quantity  of  water  throufjh  10°  of  the  thermometric 
scale.  Now,  in  the  present  case,  the  whole  quantity  of 
water  in  the  vessel,  including  the  frozen  portion,  has, 
in  fact,  been  raisetl  10°;  and  it  would  follow,  from  this 
reasoning,  that  the  frozen  portion  should  constitute  the 
fourteenth  part  of  the  whole  mass. 

The  i<lea  of  applying  this  ingenious  experimental 
test  to  the  theory  of  latent  heat  seems  to  have  first 
occurred  to  Dr.  Thomson,  who  has  ascertained  expe- 
rimentally, that  when  water  being  cooletl  without  con- 
gelation to  22°  was  suddenly  agitated,  the  portion 
which  congealed  was  one  fourteenth  of  the  whole  quan- 
tity. He  found,  likewise,  that  a similar  result  was 
obtained  when  the  water  was  cooled  to  temperatures 
lietween  32°  and  22°.  Thus,  when  water  cooled  to  the 
temperature  of  27°  was  agitated,  it  was  found  that  a 
twenty-eighth  part  of  the  whole  mass  was  congealed.  In 
this  case,  the  whole  mass  was  raised  through  5°  of  the 
thermometric  scale  ; and  since  the  heat  developed  by 
the  frozen  portion  would  be  sufficient  to  raise  twenty- 
eight  times  that  portion  through  5°  of  the  thermometric 
scale,  it  follows  that  the  frozen  portion  should  be  the 
twenty-eighth  part  of  the  whole  mass,  — a conclusion 
which  the  experiment  of  Dr.  Thomson  fully  confirmed.* 

Having  ascertained  these  facts  respecting  the  transi- 
tion of  water  from  the  solid  to  the  liquid  state,  and  vice- 
vcrud,  it  is  natural  to  enquire  whether  water  be  unique 
in  these  manifestations,  or  whether  the  effects  just 
explained  lielong  to  a class  of  phenomena,  of  which 
other  bodies  afford  similar  examples.  Is  the  capability 
of  liquefaction  in  solids  universal  } In  all  cases  of  lique- 
faction, is  the  same  absorption  of  heat  observable?  Are 
all  liquids  capable  of  being  convertetl  into  solids  by 
cold,  as  water  is  ; and  if  so,  do  they  dismiss  heat  in  that 
process  which  was  previouslv  latent  in  them  ? In  a 

* lliomson  on  Heat  anil  FJwtridtr,  p.  184. 
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word,  are  liquefaction  and  solidification  the  invariable 
consequences  of  increase  and  diminution  of  temperature, 
and  are  the  absor|)tion  and  extrication  of  heat  invari- 
ably connected  with  these  processes  ? If  so,  in  the 
exhibition  of  these  phenomena,  in  what  respect  are  bodies 
of  different  kinds  alike,  and  in  what  respect  do  they 
differ?  These  are  important  and  interesting  generalis- 
ations, and  their  results  must  furnish  so  many  physical 
tests  by  which  bodies  may  be  distinguished  and  charac- 
terised in  the  same  manner  as  they  are  by  their  specific 
gravity  and  other  physical  properties.  'I'o  decide  these 
(juestions,  it  will  be  only  necessary  to  institute  experi- 
ments on  other  bodies  similar  to  those  already  described. 

Let  a thermometer  be  imbedded  in  a mass  of  tin, 
at  tlie  temperature  of  about  ()0~  *,  and  let  this  tin  be 
])laced  in  a vessel  over  a fire,  the  thermometer  will  be 
observed  gradually  to  rise  until  it  attains  the  temper- 
ature of  41.2°,  when  it  will  become  stationary  : at  tbe 
same  time  the  tin  will  begin  to  melt ; and  so  long  as  the 
process  of  fusion  continues,  the  thermometer  will  con- 
stantly imlicate  the  same  temperature  of  442°.  AVhen 
the  fusion  of  the  tin,  however,  is  completed,  the  ther- 
mometer will  again  begin  to  rise. 

If  lead  be  used  instead  of  tin,  the  thermometer  will 
rise  to  the  temperature  of  .'594°,  and  will  be  stationary, 
in  like  manner,  until  the  fusion  of  the  metal  is  com- 
pleted, when  it  will  again  begin  to  rise. 

If  phos])horus  be  used,  the  thermometer  will  become 
stationary  at  100°,  and  the  process  of  liquefaction  will 
commence. 

In  like  manner,  if  other  solid  bodies  were  submitted 
to  the  action  of  heat,  they  would  be  found  to  pass  into 
the  liquid  state  at  various  temperatures,  and  during  the 
process  of  liquefaction  their  temperature  would  be  pre- 
served, and  heat  would  be  absorbed.  The  quantity  of 
heat  absorbed  would  also  be  found  to  be  different  in 

• The  temperature  of  solid  bodies  may  be  observed  by  forming  in  tlicm  a 
cavity  to  contain  mercury,  and  immersing  the  bulb  of  the  Ihernioineter  in 
tbe  mercurv.  Tbe  mercury  contained  in  tlie  raviiy  will  immtsliately  take 
the  temperature  of  the  loliil,  and  as  it  surrounds  the  bulb  it  will  cause  tbe 
thermometer  to  show  the  true  temperature  of  the  solid. 
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(lifTerent  bodies ; but  the  quantity  of  heat  necessary  to 
fuse  * a given  weight  of  the  same  botly,  is  always  the 
same. 

'Phe  solidification  of  water,  by  the  abstraction  of  heat, 
is  likewise  only  an  example  of  an  extensive  class  of 
physical  effects.  Liquids,  in  general,  if  sufficiently 
cooled,  pass  into  the  solid  state ; but  each  particular 
liquid  passes  into  that  state  at  a particular  temperature 
peculiar  to  itself.  Thus,  milk  freezes  at  2S°,  vinegar 
at  20°,  and  olive  oil  at  3fi°.  This  temperature  is  called 
the  freezing  point,  and  is  always  the  same  as  that  tem- 
|>erature  at  which  the  solid  formed  by  the  congelation  of 
the  liquid  would  melt.  In  fact,  from  what  has  lieeri 
already  observed,  it  will  be  easily  perceived  that  the 
states  of  solidity  and  liquidity  are  dependent  merely  on 
the  temperatures  to  which  bodies  are  exjiosed. 

As  heat  is  found  to  Ik‘  universally  alisorlxvl  in  the 
transition  of  a body  from  the  solid  to  the  liquid  state, 
so  it  is  also  observed  to  be  extricated  in  the  contrary 
jirocess  by  the  transition  of  a body  from  the  liquid  to 
the  solid  state. 

Of  all  known  solids,  there  exists  but  one  which  art 
has  been  hitherto  unable  to  fuse  ; and  of  all  known  li- 
quids, there  exists  but  one  which  it  has  bt‘en  unable  to 
conge.al.  No  heat  which  has  ever  yet  been  obtained  has 
Ikxmi  found  sufficiently  energetic  to  reduce  the  substance 
called  carbon,  or  charcoal,  one  form  of  which  is  the 
precious  stone  callctl  the  diamond  t,  to  the  liquid  state  ; 
and  no  aild  which  has  Ix'en  procured  hv  any  jirocess  of  art 
has  ever  been  able  to  solidify  «/coAo/.  ^Ve  must  not  how- 
ever infer  that,  therefore,  these  bodies  form  exceptions 
to  the  law  which  is  otherwise  universal.  Analogy,  on 
the  other  hand,  would  lead  us  to  conclude  that  some 

• The  terms  fusr  and  mrit  arc  fynonyinmis,  but  the  former  is  commonly 
applied  to  iKxties  which  are  lupietied  at  high  tcmpiTatiirtn.  Tims,  we 
*ay  iron  is  fused;  while  the  word  mcit  Is  more  commonly  applietl  to  bodies 
liquelied  at  low  iemi)eraturi*s,  such  as  wa.K  and  tallow. 

t The  diamond  is  coinj>o*ed  of  nearly  the  same  matcTials  as  charcoal. 
Dr.  Stlliman  concen’inl  that  he  fuse»l  (his  substance  by  ex|>osing  it  to  the 
of>eration  of  Mare’s  deflagrator.  but  the  same  experiment  was  repeated 
by  Dr.  Thomson,  who  found  that  the  apparent  fusion  was  that  of  somu 
foreign  matter  aJways  containcil  in  common  charcoal. 
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body  would  be  found  of  a character  so  obdurate  as  to 
resist  all  attainable  means  of  fusion. 

There  are  some  circumstances  connected  with  the 
properties  of  charcoal,  or  the  diamond,  which  will  serve 
to  explain  why  the  impracticability  of  its  fusion  should 
not  be  assumed  as  a proof  that  it  is  infusible.  This 
body  cannot  be  exposed  to  very  high  temperatures,  un- 
less enclosed  in  some  vessel  which  will  prevent  its  com- 
bustion ; for  it  burns  at  temperatures  considerably  lower 
than  those  which  are  sufficient  to  fuse  less  refractory 
bodies.  For  the  fusion  of  the  diamond,  therefore,  it 
would  be  necessary  to  construct  a vessel  of  some  sub- 
stance more  refractory  than  the  diamond  itself.  It  will 
be  easily  perceived,  that  if  it  be  true  that  the  diamond 
is  itself  the  most  refractory  body,  and  requires  for  its 
fusion  a higher  temperature  than  any  other  solid  what- 
ever, this  practical  difficulty  forms  an  impassable  barrier 
to  its  fusion,  even  though  we  should  be  capable  of  pro- 
ducing a sufficiently  fierce  heat  for  this  purpose. 

Nor  should  the  fact  that  charcoal  undergoes  very 
extreme  temperatures  in  the  solid  state  afford  any  pre- 
sumption that  it  is  infusible.  Among  the  solid  bodies 
which  have  been  submitted  to  experiment,  many  require 
very  extreme  temperatures  to  convert  them  into  the 
liquid  form.  Lime,  magnesia,  alumina,  and  many 
earthy  bodies,  can  only  be  fused  by  temperatures  pro- 
duced by  the  ignition  of  the  mixed  gases  by  the  blow- 
pipe. ^I'he  most  powerful  furnace  fails  to  fuse  the 
metal  platinum ; while  iron,  gold,  and  silver  are  capable 
of  being  fused  by  intense  heats.  These  extreme  differ- 
ences in  the  fusing  temjieratures  of  bodies  would  lead 
us  to  expect  that  some,  though  fusible,  may  still  require 
even  a higher  temperature  than  any  which  art  enables 
us  to  obtain. 

The  production  of  very  great  degrees  of  artificial  cold 
being  a matter  of  considerable  difficulty,  it  cannot  be  at 
all  surprising  that  bodies  should  be  found  which,  though 
susceptible  of  congelation,  yet  undergo  that  effect  at 
temperatures  below  what  can  be  attained  by  any  known 
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process  of  art ; indeed,  it  is  rather  wonderful  tliat  there 
should  not  lie  more  than  one  liquid  which  has  not  been 
congealed  by  art,  than  tliat  there  should  be  one.* 

The  circumstance  of  water  continuing  in  the  liquid 
state  below  its  freezing  point  when  kept  free  from  agi- 
tation, is  not  peculiar  to  that  liquid.  Tin  melu-d  in  a 
crucible  wa,s  cooled  by  Mr.  Crichton  4°  lielow  its  melt- 
ing point,  and  yet  remained  liquid.  In  all  such  cases, 
the  moment  solidification  commences,  the  liquid  sud- 
denly rises  to  its  point  of  fusion  ; and  the  same  causes 
in  all  cases  favour  solidification.  A tremulous  motion, 
or  any  solid  body  dropped  into  the  liquid,  will  cause  it 
to  solidify. 

M'hen  foreign  matter  is  held  in  solution  in  any  liquid, 
the  freezing  point  of  the  compound  will  differ  from  that 
of  the  pure  liquid,  and  will  generally  he  lower,  ^\'hcn 
salt  is  dissolved  in  water,  the  free>zing  point  is  always 
below  32°.  The  extent  to  which  the  freezing  point 
is  lowered  depends  on  the  quality  and  quantity  of 
the  salt  in  solution.  The  most  efficacious  in  low^-ring 
the  freezing  point  is  common  salt.  If  25  per  cent,  by 
weight  of  salt  be  held  in  solution,  the  freezing  point 
will  descend  to  4°. 

It  appears  from  the  experiments  of  sir  Charles  Blag- 
den,  that  the  extent  to  which  the  freezing  point  of  water 
is  lowered  by  the  solution  of  any  given  salt,  is  in  pro- 
portion to  the  quantity  held  in  solution.  Thus,  if 
-j^^th  by  weight  of  salt  lower  the  freezing  point  10°, 
.j'^ths  will  lower  it  20°,  and  -r^ths  30°,  and  so  on. 

The  strong  acids  generally  freeze  at  much  lower 
temperatures  than  water.  If  they  be  mixed  with  water, 
the  freezing  point  of  the  mixture  will  hold  an  inter- 
mediate iJOsition  between  those  of  water  and  the  pure 
acid,  being  much  lower  than  that  of  water,  but  higher 
than  that  of  the  acid.  The  distances  of  the  freezing 

* Pure  alcohol  was  crpoRcnl,  by  Mr  Walker,  to  the  lemprrature  of  90^ 
below  zero  of  the  common  thermometer,  an<l,  by  profes^rtr  Li*«lie,  to  a cold 
of  12(P  l)olow  Zero,  without  ronfteliition.  It  was  statiNl  m the  newspapers, 
in  18IS,  that  Mr. Hutton  had  surceetled  in  nmpealin^  alcohol  by  reducing  it 
to  a tem|H,‘raturc  of  Iloo,  but  this  slatemenl  doe>  not  appear  to  have  been 
authenticated,  and  the  procesc  was  not  Ui^iclo^cdL 
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point  of  the  compound  from  the  freezing  points  of  the 
components  are  not,  however,  always  proportional  to 
their  quantities.  The  freezing  point  of  water  is  lowered 
by  the  mixture  with  acid  in  a greater  ratio  than  the 
quantity  of  acid  in  the  mixture.  Thus,  proportions  of 
sulphuric  acid  expressed  by  10,20,  and  25,  mixed  with 
100  j)arts  of  water,  will  lower  the  freezing  point  8°,  20°, 
and  25°  respectively ; whereas,  if  the  reduction  were  pro- 
])ortionate  to  the  quantity  mixed,  the  freezing  point 
would  l)e  lowered  8°,  ,l6’°,  and  20°  respectively. 

'I’he  freezing  points  of  the  strong  acids  themselves 
vary  with  their  degrees  of  strength,  but  not  according 
to  any  known  or  regular  law.  If  the  strength  of  sul- 
phuric acid  is  gradually  diminished  from  977  to  758, 
the  freezing  point  first  falls,  then  rises,  and  again  falls. 
At  977,  the  acid  freezes  at  the  temperature  of  1°.  At 
<H8  it  freezes  at  — 26°.  At  846  it  freezes  at  -1-42° 
being  10°  above  the  freezing  point  of  water;  and,  again 
at  the  strength  of  758,  it  freezes  at  — 45°. 

1 1 is  a fact  of  some  importance,  in  the  theory  of  heat, 
that  no  external  circumstance  whatever  affects  the  melt- 
ing ])oint  of  bodies.  So  long  as  the  constituent  parts  of 
a body  remain  the  same,  it  will  always  melt  at  the  same 
temperature,  under  whatever  external  circumstances  it 
may  be  placed.  Thus,  it  does  not  seem  to  be  affected  by 
any  change  in  the  atmospheric  pressure,  and  it  will  melt 
at  the  same  temperature  in  vacuo  as  under  the  pressure 
of  condensed  air.  Neither  does  the  nature  of  the  vessel 
in  which  the  process  of  fusion  takes  ])lace  produce  any 
effect.  In  this  respect  liquefaction  differs  from  another 
change  produced  by  heat,  which  we  shall  notice  in  the 
next  chapter,  and  which  is  materially  affected  by  exter- 
nal causes. 

In  explaining  the  process  of  liquefaction,  our  observ- 
ations have  hitherto  been  chiefly  confined  to  the  effects 
produced  on  the  temperature  of  the  bodies  by  the  heat 
which  they  receive.  There  are,  however,  other  im- 
portant eflfects  attending  these  processes. 

When  a liquid  passes  into  the  solid  state,  a sudden 
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and  considerable  change  of  dimension  is  frequently  ob- 
served. This  change  is  sometimes  an  increase  and 
sometimes  a diminution.  In  some  cases  no  such  change 
takes  place  at  all.  U'hen  mercury  is  cooled  down  to  its 
freezing  point,  which  is  39'^  below  0°  of  Fahr.,  as  it 
passes  into  the  solid  state  it  undergoes  an  instantaneous 
and  considerable  diminution  of  bulk.  An  effect  exactly 
the  reverse  takes  place  with  water.  ^Vhen  this  liquid 
is  cooled  down  to  32’,  it  passes  into  the  solid  state,  and, 
in  doing  so,  undergoes  a considerable  and  irresistible 
expansion.  So  great  is  this  expansion,  and  so  jiowerful 
is  the  force  with  which  it  takes  place,  that  large  rocks 
are  frequently  burst  when  water  collected  in  their  cre- 
vices freezes.  It  is  a common  occurrence,  that  glass 
bottles,  containing  water  left  in  dressing-rooms  in  cold 
weather,  in  the  absence  of  fire,  are  broken  in  pieces 
when  the  water  contained  in  them  freezes,  the  expan- 
sion in  freezing  not  being  yielded  to  by  any  correspond- 
ing dilatation  in  the  glass.  An  experiment  was  made 
at  Florence  on  a brass  globe  of  considerable  strength, 
which  was  filled  with  water  and  closed  by  a screw.  The 
water  was  frozen  within  the  globe  by  exposure  to  a cold 
below  32°,  and  in  the  process  of  freezing,  the  expansion 
of  the  water  burst  the  globe.  It  was  calculated  that  the 
force  necessary  to  produce  this  effect  amounted  to  about 
28,000  lbs. 

This  sudden  expansion  of  water  in  freezing  is  a phe- 
nomenon distinct  from  the  expansion  already  noticed, 
which  takes  place  as  the  temperature  is  lowered  from 
39i°  to  32°.  The  latter  expansion  is  gradual  and  rc- 
gidar,  and  accompanied  by  a gradual  and  regular  de- 
crease of  temperature ; but,  on  the  other  hand,  the 
expansion  which  takes  jilace  when  water  passes  froic 
the  slate  of  liquid  to  the  state  of  ice  is  sudden,  and  even 
instantaneous,  anil  is  accompanied  by  no  change  of  tem- 
perature; the  solid  ice  has  the  teinjierature  of  32°,  and 
the  liquid,  of  which  it  is  formed,  had  the  same  tem- 
perature just  before  congelation. 

1 he  cxjierimcnts  by  which  tliis  fact  was  ascertained 
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were  first  performed  at  the  Florentine  academy,  and  a 
description  of  them  aiipeared  in  the  I’hilosopliical  'I’rans- 
actions  in  the  year  KiyO.  A glass  ball,  terminating  in 
a narrow  graduated  neck,  like  a thermometer  tube,  was 
filled  with  water,  and  exposed  in  a temperature  consi- 
derably below  32°.  At  the  moment  of  exposure  to  this 
temperature,  the  water  in  the  graduated  neck  suddenly 
rose.  This,  however,  proceeded  from  the  effects  of  the 
glass  vessel  undergoing  a sudden  contraction  by  the  cold. 
'I'he  water  presently  began  to  fall  in  the  neck,  and  con- 
tinued to  fall  until  the  temperature  was  lowered  to  about 
; then  it  gradually  rose  until  the  temperature  of 
the  water  fell  to  32°.  'I'he  water  now  passed  into  the 
state  of  ice,  and  at  the  moment  it  did  so,  the  licjuid  in 
the  neck  of  the  vessel  started  suddenly  upwards,  with  a 
great  velocity,  to  a considerable  height.  This  effect  was 
manifestly  produced  by  a sudden  expansion  taking  place 
in  the  process  of  solidification. 

M'hen  water  is  cooled  below  .32°  without  freezing, 
the  expansion  which  took  place  from  to  32°  is 

continued,  and  the  liquid  continues  to  dilate  below  32°. 
AV’hen  it  is  afterwards  solidified  by  agitation,  or  by 
throwing  in  a crystal  of  ice,  a .sudden  and  considerable 
expansion  takes  place,  as  already  described ; but  this 
expansion  is  always  less  than  that  which  would  take 
])lace  if  it  solidified  at  32°,  by  the  quantity  of  exjian- 
sion  which  it  suffered  in  cooling  from  32°  to  the  tem- 
perature at  which  it  was  solidified.  It  is  observed,  that 
the  expansion  which  water  suffers  in  being  solidified  at 
32°  amounts  to  about  one  seventh  of  its  bulk.  If  it 
be  solidified  at  a lower  temperature,  it  will  suffer  a less 
expansion  than  this;  but  the  expansion  which  it  suffers 
in  solidification  under  these  circumstances,  added  to  the 
expansion  which  it  suffers  in  cooling  from  32°  down- 
wards, previous  to  solidification,  will  always  produce  a 
total  amount  equal  to  the  expansion  which  the  water 
would  suffer  in  solidifying  at  32°.  Hence  the  total 
expansion  which  water  undergoes  from  the  temperature 
of  greatest  density  (39^°)  until  it  becomes  solid  is 
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always  the  same,  whatever  be  the  temperature  at  which 
it  passes  from  the  liquid  to  the  soliil  state.  'I’he  same 
cbservations  will  be  likewise  applicable  to  other  liquids 
similarly  soliditied. 

If  a quantity  of  liquid  phosphorus  at  the  temper- 
ature of  ilUO°  be  gradually  cooled,  it  will  Ik-  observed 
to  suffer  a regular  contraction  in  its  dimensions,  accord- 
ing to  the  general  laws  observetl  in  the  cooling  of  botiies. 
M'hen  it  is  cooled  to  the  temiK-rature  of  alKiut  100°,  it 
passes  into  the  solid  state,  and,  in  doing  so,  undergoes 
a sudden  and  considerable  contraction.  < )ils  generally  un- 
dergo this  sudden  contraction  in  the  process  of  freezing. 

The  sudden  expansion  in  freezing  is  particularly 
conspicuous  in  the  crystallisation  of  solids,  which  shoot 
into  prismatic  forms.  The  process  of  crystallisation  in 
laboratories  is,  for  this  reason,  frequently  attended  with 
the  fracture  of  the  vessels  in  w hich  they  are  conducted. 

It  may  be  taken  as  a general  truth,  to  which,  how- 
ever, there  may  probably  lx-  some  excejuions,  that 
bt)dies  wliich  crystallise  in  freezing  undergo  the  sudden 
expansion  liere  mentioned,  anil  that  bodies  which 
do  not  crystallise  in  freezing,  for  tlie  most  jiart 
suffer  a suilden  contraction.  Sulphuric  acid  was  ex- 
amined by  Dr.  Thomson,  who  could  not  observe  either 
contraction  or  expansion  when  it  passed  from  the  liquid 
to  the  solid  state.  Me  observed  that  it  fell  in  its  tem- 
perature to  — 3()°,  and  during  the  jirocess  regularly 
contracted.  About  this  temperature  it  froze,  but  he 
could  not  satisfy  himsi-lf  whether  it  were  really  frozen, 
till  he  broke  the  tulx  which  confined  it ; so  little  was  its 
appearance  altered,  and  so  imperce])tible  must  liave 
been  its  contraction  or  expansion,  if  any  took  place.  It 
exhibited  no  appearance  of  crystallisation,  and  yet  had 
bc-come  jxrfectly  solid. 

Most  of  the  metals  undergo  a sudden  contraction  in 
passing  from  the  liquiil  to  the  solid  state,  but  to  this  there 
are  three  exceptions  ; namely,  cast  iron,  bismuth,  and  an- 
timony, all  of  which  undergo  an  expansion  in  solidifying. 

A metal  w-hich  contracts  when  passing  from  the 
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liquid  to  the  solid  state,  cannot  be  made  to  take  tlie 
shape  of  a mould,  owing  to  its  sudden  contraction  caus- 
ing it,  in  the  solid  form,  to  be  less  in  magnitude  than 
the  mould  which  it  filled  while  liquid.  It  is  for  this 
reason  that  money  composed  of  silver,  gold,  or  copper 
cannot  be  cast,  but  must  be  stamped.  Cast  iron,  on 
the  contrary,  as  it  dilates,  takes  the  impression  of  a 
mould  with  great  precision. 

But  the  most  striking  instance  of  sudden  contraction 
in  cooling,  and  one  which  derives  its  importance  from 
the  limitations  which  it  imposes  on  the  scale  of 
common  thermometers,  is  mercury.  It  frequently 

happens,  in  some  northern  climates,  that  the  mercury 
freezes  in  the  thermometer.  When  this  was  first  ob- 
served, it  excited  some  astonishment  that  the  mercury, 
at  the  moment  it  became  solid,  fell  suddenly  through  a 
considerable  range  of  the  instrument,  and  was  often  al- 
togetlier  precipitated  into  the  bulb.  It  was  hence 

inferred,  that  the  cold  capable  of  freezing  this  metal 
must  have  been  enormous,  and  that  it  answered  at 
least  to  — 570°  Fahr.  But  this  estimate  proceeded 
on  the  supposition  that  the  sudden  contraction  of  the 
mercury  in  cooling  arose  from  the  same  cause,  and  was 
attributable  to  the  same  law,  as  the  ordinary  variations 
of  the  thermometer.  This  excessive  cold,  however, 
was  rendered  extremely  improbable  by  several  obvious 
effects.  It  was  observed,  that  when  the  mercury  in  the 
thermometer  was  about  — 38°,  it  was  on  the  point  of 
congelation,  and  that  the  great  contraction  just  noticed 
was  produced  suddenly  at  the  moment  it  became  solid. 
Between  these  two  instants  of  time,  the  sensation  of 
cold  with  which  it  affected  the  body  was  not  sensibly 
different;  and  yet,  if  the  great  change  of  temperature 
indicated  by  the  sudden  fall  of  the  mercury  were  real, 
it  cannot  be  supposed  that  some  considerable  effects 
would  not  be  produced  on  the  senses. 

All  doubts  upon  this  subject  were,  however,  com- 
pletely removed  by  a beautiful  series  of  experiments, 
executed  in  Hudson’s  Bay,  by  the  directions  and  with 
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instruments  furnished  by  Mr.  Cavendish.  The  appa- 
ratus consisted  of  a cylindrical  glass  vessel,  partially 
filled  with  mercury,  in  which  was  plunged  the  bulb  of 
a mercurial  thermometer  so  as  not  to  touch  the  sides  of 
the  vessel.  This  apparatus  was  surrounded  by  a freez- 
ing mixture  formed  of  snow  and  nitric  acid,  and  the 
height  of  the  thermometer  was  noted  according  as  the 
mercury  in  which  it  was  plunged  was  cooled.  It  was 
observed  to  descend  to  about  — 38°  below  the  freezing 
point  of  water,  and  having  arrived  at  that  point  it  re- 
mained stationary.  Upon  withdrawing  the  apparatus 
from  the  vessel  in  which  it  was  plunged,  it  was  then 
found  that  the  mercury  contained  in  the  cylindrical  ves. 
sel  was  already  in  part  frozen.  The  apparatus  was 
again  put  in  the  freezing  mixture,  and  the  thermometer 
still  remained  stationary,  until  the  whole  of  the  mer- 
cury contained  in  the  glass  vessel  was  completely  frozen. 
'I'lie  experiment  being  still  prolonged,  the  process  of 
congelation  extended  itself  to  the  mercury  in  the  ther- 
mometer, and  that,  on  becoii.ing  solid,  underwent  the 
sudden  contraction  before  described,  so  a.»  to  descend 
nearly  ()00°  below  the  freezing  point  of  water.  The 
mercury  thus  congealed  was  found  to  possess  all  the 
characters  of  solid  metal : it  was  malleable,  and  similar 
in  every  respect  to  silver.  The  fact  of  the  thermo- 
meter remaining  stationary  while  the  mercury  in  the 
cylindrical  vessel  was  only  in  part  frozen,  is  in  accord- 
ance with  the  general  law  by  which  bodies  preserve  the 
same  temperature  while  they  are  under  the  proce.ss  of 
fusion.  A thermometer  plunged  in  a bath  of  melting 
metal  of  any  kind  exhibits  the  same  invariable  temper- 
ature during  the  process  ; from  whence  we  may  infer 
with  certainty,  that  the  temperature  of  the  mercury 
during  congelation  was  really  that  which  the  thermo- 
meter suspended  in  it  indicated  during  that  process,  and 
that  the  extensive  and  sudden  contraction  of  the  mer-« 
cury  m the  thermometer,  on  becoming  solid,  was  an 
instantaneous  effect  not  of  change  of  temperature  but  of 
the  transition  of  the  liquid  to  the  solid  state. 
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It  is  probable,  however,  tliat  the  temperature  indi- 
cated by  tlietliermometer,  in  this  case,  was  a little  below 
the  real  temperature  of  mercury  at  its  freezing  point ; 
for,  since  this  metal  suffers  so  great  a contraction  in 
becoming  solid,  it  is  consistent  with  analogy  to  suppose 
that  it  acquires  in  a certain  degree  this  property  before 
it  arrives  absolutely  at  the  point  of  congelation.  Thus, 
in  the  case  of  water,  which  dilates  suddenly  and  ex- 
tensively on  becoming  solid,  the  dilatation  commences 
slowly,  at  a temperature  somewhat  above  that  of  its 
congelation.  By  analogy  we  may,  therefore,  expect  that, 
as  mercury  suddenly  contracts  in  freezing,  it  should 
happen  that,  for  equal  changes  of  temperature,  it  would 
contract  more  as  it  approached  the  freezing  point,  than 
it  does  between  the  two  ordinary  limits  of  melting  ice 
and  boiling  water  ; or,  what  amounts  to  the  same  thing, 
if  its  variation  were  compared  with  .tn  air  thermometer, 
it  would  be  found  that  the  latter  would  agree  with  the 
mercurial  thermometer  to  the  term  of  melting  ice,  and 
even  considerably  below  this  ; but  that,  in  approaching 
the  temperature  of  about  70°  below  the  freezing  point 
of  water,  the  air  thermometer  would  differ  from  the 
mercurial  thermometer,  the  former  indicating  a temper- 
ature somewhat  higher  than  the  latter.  This  test, 
however,  was  not  resorted  to  in  the  experiments  directed 
by  Mr.  Cavendish. 

The  increase  of  its  temperature,  by  exposure  to  heat, 
is  not  the  only  means  by  which  a solid  may  be  made  to 
pass  into  the  liquid  state.  There  are  various  solid  bodies 
which,  when  mixed  together,  juoduce  a certain  chemical 
effect  on  each  other,  by  which  they  become  liquid.  If, 
therefore,  a quantity  of  latent  heat  be  essentially  ne- 
cessary to  the  state  of  liquidity,  such  effects  as  that 
which  we  have  just  alluded  to  must  needs  be  accom- 
panied by  the  requisite  supjily  of  the  caloric  of  fluidity. 
In  fact,  the  mixture,  in  becoming  liquid,  must  receive 
as  much  heat  from  some  source  as  is  requisite  to  main- 
tain it  in  the  liquid  form  ; and  this  heat,  when  so  re- 
ceived by  it,  will  be  latent,  and  incapable  of  affecting  the 
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tliermometer.  If  the  mixture  be  liquefied  in  contact 
witli  any  bodies  capable  of  supplying  heat,  it  will  rob 
them  of  their  heat,  without  suftering  itself  any  increase 
of  temperature ; but  if  the  bodies  which  surround  the 
mixture  be  not  capable  of  affording  a sufficient  supply 
of  heat,  then  the  mixture  will  actually  consume  its  own 
sensible  heat,  and  render  it  latent ; and,  consequently, 
its  temperature  will  fall,  until  so  much  of  its  sensible 
heat  becomes  latent  as  is  necessary  to  enable  it  to  sustain 
itself  in  the  liquid  form. 

Let  equal  weights  of  snow  and  common  salt,  lioth  at 
the  temperature  of  32°,  be  mixed  together  in  an  earthen 
or  glass  vessel.  If  the  mixture  be  rapidly  formed,  a 
thermometer  immersed  in  it  will  fall  from  32°  to  — 
The  vessel  in  which  the  mixture  is  placed,  being  com- 
posed of  a material  which  is  of  a nature  to  communicate 
heat  very  slowly,  the  mixture  cannot  borrow  any  con- 
siderable quantity  of  sensible  heat  from  it  ; therefore,  in 
becoming  liquid,  its  own  sensible  lieat  passes  into  the 
latent  form,  and  it  gradually  falls  in  its  temperature  from 
this  cause. 

In  the  liquid  thus  obtained,  let  two  parts  by  weight 
of  muriate  of  lime  and  one  of  snow  be  separately  cooled, 
and  when  their  temperature  is  reduced  to  that  of  the 
mixture,  let  them  be  mixed  rapidly  together.  'I’lie 
temperature  of  the  new  mixture  will  fall  to  — 7 1°. 
In  this  last  mixture,  let  four  parts  by  weight  of  snow 
and  five  of  sulphuric  acid  be  separately  cooletl  to  the 
temperature  of  the  mixture,  and  let  them  then  be  rapidly 
mixed.  'I'he  temperature  of  this  last  mixture  will  fall 
to  — <)()°. 

Let  dry  snow  and  dry  chloride  of  calcium,  in  the 
proportion  of  one  of  the  former  to  two  of  the  latter  by 
weight,  I)e  mixed  together.  The  com])ound  will  be 
liquefieii,  and  a cold  will  be  produced  sufficient  to  freeze 
the  mercury  in  the  thermometer  even  in  a warm  room. 

I hese  effects  prove  that  the  absorption  of  caloric 
IS  essential  to  the  jirocessof  liquefaction,  and  if  a further 
proof  were  required  that  this  process  is  the  true  cause 
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of  the  loss  of  temperature  and  the  absorption  of  heat, 
such  a proof  may  be  found  in  the  fact,  that  if  the  sub- 
stances mixed  together  in  the  preceding  experiments 
were  previously  cooled  below  the  temperature  of  the 
mixture  which  their  combination  would  form,  then 
neither  reduction  of  temperature  nor  liquefaction  would 
be  produced  by  combining  them. 

Although  the  generalisation  of  Black  is  of  recent 
date,  these  effects,  which  so  distinctly  point  it  out  and 
support  it  have  been  long  known.  The  Italian  pastry- 
cooks, early  in  the  l6th  century,  used  a mixture  of 
nitre  and  snow  for  the  purpose  of  producing  cold.  The 
mixture  of  snow  and  common  salt  was  used  in  the  latter 
end  of  the  same  century  by  Sanctorio,  the  inventor  of  the 
thermometer.  At  a later  period,  Fahrenheit  made  more 
extensive  experiments  on  freezing  mixtures,  and  the 
subject  has  since  been  very  extensively  examined  by 
later  philosophers. 

There  are  a great  variety  of  solids  and  liquids,  which 
by  combination  serve  this  purpose,  and  form  freezing 
mixtures.  In  some  cases  two  solids,  such  as  snow  and 
salt,  are  mixed  and  liquefied.  In  other  cases,  a cold  is 
produced  by  combining  a liquid  with  a solid,  as  when 
diluted  nitric  acid  is  poured  upon  snow.  Mr.  AValker  and 
professor  Lowitz  have  made  extensive  experiments  upon 
this  subject,  and  the  result  of  their  investigations  have 
been  collected  by  professor  Thomson,  in  his  valuable 
work  upon  heat.  They  are  contained  in  the  following 
table,  which  we  have  extracted  from  that  work  : — 


N.  B.  If  the  materials  in  the  first  of  the  following  tables  are  mixed  at  a 
wnt~mrr  temperature  than  that  expressed  in  the  table,  the  efl'ect  will  be 
proportionally  frreater  : thus,  if  the  most  powerful  of  these  mixtures  be 
made  when  the  air  is  +85°,  it  will  sink  the  thermometer  to  +2°. 
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Frigorific  Mixtures  without  Ice. 


Mixtures. 

Thermometer  sinks 

rV^ire 

of  cold 
produced. 

Parts. 

Muriate  of  ammonia  - 5 

Nitrate  of  potash  - 5 

Water  - - - 16 

■ 

• From  + 50°  to  + 10°. 

40 

Muriate  of  ammonia  - 5 

Nitrate  of  potash  - 5 

Sulphate  of  soda  - 8 

Water  - - 16 

- From  + 50°  to  + 4°. 

46 

Nitrate  of  ammonia  - 1 

Water  - - 1 

^ From  + 50"  to  + 4°. 

46 

Nitrate  of  ammonia  - 1 

Carbonate  of  soda  - 1 

Water  - - 1 

- 

► From  + 50  to  — 7°. 

57 

Sulphate  of  soda  - 3 

Diluted  nitric  acid  - 2 

^ From  + 50  to  — 3°. 

53 

Sulphate  of  soda  . 6 

Muriate  of  ammonia  - 4 

Nitrate  of  potash  - 2 

Diluted  nitric  acid  - 4 

■ 

■ From  + 50’  to  — 10°. 

60 

Sulphate  of  soda  - 6 

Nitrate  of  ammonia  - 5 

Diluted  nitric  acid  . 4 

■ 

• From  + 50^  to— 14°. 

64 

Phosphate  of  soda  - 9 

Diluted  nitric  acid  - 4 

^ From  + 50’  to  — 1 2°. 

62 

Phosphate  of  soda  . 9 

Nitrate  of  ammonia  - 6 

Diluted  nitric  acid  . 4 

■ 

From  + 50°  to  — 21°. 

71 

Sulphate  of  soda  - 8 

Muriatic  acid  - - 5 

From  + 50’  to  0°. 

50 

Sulphate  of  soda  - 5 

Diluted  sulphuric  acid  4 

^ From  + 50°  to  + 3°. 

47 
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Frioorific  Mixtures  with  Ice. 


Mixtures. 

Thermometer  sinks 

UeRTee 
of  cold 
produced. 

Parts. 

.Snow  or  ])oundcd  ice  2 

Muriate  of  soda  - - 1 

From  any  temperature. 
^ 

to  - 5°. 

Snow,  or  pounded  ice  5 

Muriate  of  soda  - - 2 

Muriate  of  ammonia  - 1 

to  - 12°. 

Snow,  or  pounded  ice  24 
Muriate  of  soda  - - 10 

Muriate  of  ammonia  - 5 

Nitrate  of  potasli  - 5 

0 

1 

00 

1 

Snow,  or  ))ounded  ice  12 
Muriate  of  soda  - - 5 

Nitrate  of  ammonia  - 5 

( 

o 

t 

to 

Snow  - - - .3 

Diluted  sulphuric  acid  2 

1 From  + 32°  to  -23°. 

55 

Snow  - - - 8 

Muriatic  acid  - - .5 

1 From  + 32°to  - 27°. 

59 

Snow  - - - 7 

Diluted  nitric  acid  - 4 

1 From  + 32°  to  —30°. 

62 

Snow  - - - 4 

Muriate  of  lime  - 5 

1 From  + 32°  to  —40°. 

72 

Snow  - - - 2 

Cryst.  muriate  of  lime  3 

^ From  + 32°  to— 50°. 

82 

Snow  - - - 3 

Potash  - - - 4 

1 From  + 32°  to  -51°. 

83 
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Combinations  of  Fricorific  Mixtures. 


Mixtures. 

Tliermometer  sinks 

of  cold 
produced. 

Parts. 

Phosphate  of  soda  - 5 

Nitrate  of  ammonia  - 
Diluted  nitric  acid  - 4 

^ From  0®  to  — 34°. 

34 

Phosphate  of  soda  _ - 3 

Nitrate  of  ammonia  - 2 

Diluted  mixed  acids  • 4 

^ From  —34°  to  — 50°. 

16 

Snow  - - - 3 

Diluted  nitric  acid  - 2 

^ FromO°to  — 46°. 

46 

Snow  - - - 8 

Diluted  sulph.  acid  - 3 

Diluted  nitric  acid  - 3 

^ From  — 10°  to— 56°. 

46 

Snow  - - - 1 

Diluted  sulphuric  acid  1 

^ From  — 20°  to  —60'-. 

40 

Snow  - - - 3 

Muriate  of  lime  - 4 

^ From  + 20°  to  — 48'. 

68 

Snow  - - - 3 

INIuriate  of  lime  - 4 

^ From  + 10°  to— 54°. 

64 

Snow  - - - 2 

Muriate  of  lime  - 3 

j From  - 15°  to  -68°. 

53 

Snow  - - - 1 

Cryst.  muriate  of  lime  2 

From  0°  to  — 66°. 

66 

Snow  - - - 1 

Cryst.  muriate  of  lime  3 

^ From  — 40°  to  — 73°. 

33 

Snow  - - - 8 

Diluted  sulphuric  acid  10 

1 From  — 68° to  -91°. 

23 
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” In  order,”  says  Dr.  Thomson,  ^Mo  produce  these 
effects,  the  salts  employed  must  be  fresh  crystallised, 
and  newly  reduced  to  a very  fine  powder.  The  vessels 
in  which  the  freezing  mixture  is  made  should  be  very 
thin,  and  just  large  enough  to  hold  it,  and  the  materials 
should  be  mixed  together  as  quickly  as  possible.  The 
materials  to  be  employed  in  order  to  produce  great 
cold,  ought  to  be  first  reduced  to  the  temperature  marked 
in  the  table,  by  placing  them  in  some  of  the  other 
freezing  mixtures ; and  then  they  are  to  be  mixed 
together  in  a similar  freezing  mixture.  If,  for  instance, 
we  wish  to  produce  a cold  = — 4-6°,  the  snow  and  di- 
luted nitric  acid  ought  to  be  cooled  down  to  0°,by  putting 
the  vessel  which  contains  each  of  them  into  the  first 
freezing  mixture  in  the  second  table  before  they  arc 
mixed  together.” 

AVhen  snow  or  ice  cannot  be  procured,  cold  may  be 
obtained  by  dissolving  any  salt  rapidly  which  contains 
much  water  of  crystallisation.  Glauber  salt  dissolved 
in  diluted  muriatic  or  sulphuric  acid  will  serve  this  pur- 
pose. Experiments  made  by  professor  Bischof,  of  Bonn, 
have  given  the  following  results  : — 


Mixture. 


Sinks  the 
Thermometer 


w 

From 

To 

54°-5 

16-25 

38° -25 

54-5 

22.44 

32-06 

54-5 

20-19 

34-31 

54-5 

14 

40-5 

Coid 

produced. 


Grains. 
(1.)  500 
500 
1250 
(2.)  500 
750 
1560 
(3.)  500 
635 
1400 
(4.)  500 
208 
885 


Sulphuric  acid 
\V  atcr 

Glauber  salt 
Sulphuric  acid 
Water 

Glauber  salt 
Sulphuric  acid 
W atcr 
Glauber  salt 
Sulphuric  acid 
W ater 
Glauber  salt 


CHAP.  VI. 


LIQUEFACTION. 


U1 


Mixture. 

Sink«  the 
Thermometer 

(old 

protiiiced. 

Grainc. 

(5.  J 500  Sulphuric  acid  1 

From 

To 

.500  Water  1 

1250  Glauber  salt  J 
(6.)  .500  .Sulphuric  acid  T 

54-5 

lOJ 

43 -J 

.“too  Water  1 

99 J Glauber  salt  J 
(7.)  5(X)  Sulphuric  acid  | 

54-5 

7 

47  25 

2.30  Water  J 

9.‘t7  Glauber  salt  J 

(8.)  500  Sulphuric  acid  I 

54-5 

n 

47-25 

500  Water  1 

1000  Glauber  salt  J 
(9.)  500  Sulphuric  acid  I 

54-5 

n 

47*25 

-tie  Water  1 

1 1.50  Glauber  salt  J 
(10)  500  Sulphuric  acid  "I 

54-5 

65 

48-4 

3!13  Water  1 

10-10  Glauber  salt  J 

54-5 

5 

49-5 

The  Glauber  salt  should  be  added  in  powder  retaininf? 
its  water  of  crystallisation,  and  the  acid  and  water  should 
be  previously  mixed  and  allowed  to  cool  before  the 
solid  is  introduced.  ^V'’hen  freezing  mixtures  are  ap- 
plied to  produce  artificial  cold,  they  are  made  to  con- 
sume their  own  heat,  and  the  object  to  be  cooled  is 
jilungeil  in  them  when  they  are  reduced  to  the  lowest 
temperature  of  which  they  are  capable.  The  temper- 
ature of  the  body  immersed  in  them  will,  of  course,  fall 
hy  imparting  its  sensible  heat  to* the  mixture  which 
will  then  rise  in  its  temperature. 

The  absorption  of  heat  in  the  process  of  liquefaction 
will  explain  why  in  a thaw  a keen  sensation  of  cold  is 
frequently  felt.  The  ice,  in  a state  of  transition  from 
the  solid  to  the  li(|uid  form,  seizes  on  the  sensible  heat 
of  the  air,  and  all  surrounding  objects,  and  renders  it 
latent.  The  atmosphere,  and  every  object  in  it,  may 
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thus,  in  a thaw,  be  ke])t  at  the  temperature  of  32°;  all 
tendency  to  rise  above  that  temperature  being  im- 
mediately neutralised  by  tbe  fusion  of  ice. 

The  extrication  of  heat  by  the  transition  of  a liquid 
to  the  solid  state  is  illustrated  by  almost  every  instance 
of  crystallisation.  It  is  found  that  water  at  a high 
temperature  is  capable  of  holding  in  solution  a greater 
quantity  of  salts  of  various  kinds  than  when  at  a 
low  temperature.  If  salts  he  dissolved  in  it  at  a 
high  temperature,  and  it  be  allowed  to  cool  without 
agitation,  no  crystallisation  will  take  place,  and  the 
solution  will  attain  a temperature  lower  than  that  at 
Avhich  it  is  capable,  under  ordinary  circumstances,  of 
holding  the  same  quantity  of  salts  in  solution  ; but  if 
it  be  agitated,  or  a solid  body  thrown  into  it,  a crystal  ' 
lisation  will  immediately  take  place,  and  the  temper- 
ature of  the  solution  will  suddenly  rise.  In  this  case 
the  increase  of  temperature  is  produceil  by  a part  of 
the  water  taking  the  solid  form  in  combination  with  the 
crystals  of  salt.  Now,  the  quantity  of  water  solidified 
in  the  ^ rystals  can  be  accurately  computed,  and  the 
latent  heat  which  it  gives  out  will  then  be  known.  It 
is  found  that  the  increased  temperatnre  of  the  water, 
when  the  crystallisation  takes  place,  is  exactly  what 
would  be  produced  by  this  quantity  of  latent  heat  be- 
coming sensible.  To  perform  this  experiment  with 
success,  the  hot  solution  should  be  put  into  a phial  and 
corked  up,  and  allowed  to  cool  without  the  slightest  dis- 
turbance. If  the  cork  be  then  driiwn  out,  a quantity 
of  the  salt  will  suddenly  crystallise,  and  the  temper- 
ature of  the  liquid  will  rise.  The  carbonate  and  sul- 
phate of  soda  will  produce  these  effects. 

It  will  be  perceived  that  these  effects  belong  to  the 
same  class,  and  are  explained  upon  exactly  the  same 
principles,  as  the  sudden  solidification  of  water,  when 
reduced,  in  the  liquid  stale,  below  its  freezing  point, 
In  fact,  the  solutions  here  referred  to  should  be  re- 
garded as  distinct  bodies,  which,  like  water,  are  capable, 
under  certain  circumstances,  of  being  cooled  below  the 
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freezinii;  point  without  solidifying.  The  same  causes 
whicli  produce  the  solidification  of  water  also  affect 
them  in  the  same  way,  and  they  suddenly  rise  to  the 
temperature  at  which  they  would  naturally  freeze  ; the 
solidified  parts  giving  out  the  latent  heat,  which  takes 
a sensible  form  in  raising  the  temperature  of  the  whole 
mass  to  the  freezing  point. 

In  reviewing  what  has  been  stateil  in  the  pn'sent 
chapter,  it  will  be  perceived  that  the  following  general 
facts  have  been  established,  which  form  the  liasis  of  all 
investigations  concerning  the  phenomena  of  liquefaction 
and  solidification  : — 

I.  Solid  bodies,  when  raised  to  a certain  temperature, 
pass  into  the  liquiil  form  ; the  same  soliil  always  under- 
going this  change  at  the  same  temperature. 

II.  During  the  process  of  liijuefaction  no  elevation 
of  temperature  takes  place,  either  in  the  solid  or  in  the 
liipiid  into  which  it  is  converted,  though  a considerable 
quantity  of  heat  is  imparted  to  the  melting  Iwdy. 

I I I.  Different  bodies  undergo  the  process  of  liquefac- 
tion at  different  temperatures ; and  the  temperature  at 
which  a solid  liquefies  is  called  its  melting  point,  or  its 
point  of  fusion. 

n’.  Different  solids  absorb  different  quantities  of 
heat  in  the  process  of  liquefaction. 

Liquid  bodies,  when  lowered  to  a certain  temper- 
ature, pass  into  the  solid  form  ; and  the  same  liquid 
always  passes  into  the  solid  form  at  the  same  temjier- 
ature.  This  temperature  is  called  their  freezing  point. 
'I'he  freezing  point  of  a liipiid  is  always  the  same  as 
the  melting  point  of  the  solid  into  which  that  liipiifl  is 
converted  by  cold. 

VI.  During  the  process  of  solidification,  no  fall  of 
temperature  takes  place  either  in  the  liciuid  or  in  the 
solid  into  which  it  is  converted,  though  a considerable 
quantity  of  heat  is  dismissed  in  the  process. 

^ II.  Different  liijuids  undergo  the  process  of  solidi- 
fication at  different  temperatures. 
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VIII.  Different  liquids  dismiss  different  quantities 
of  heat  in  the  process  of  solidification,  and  the  quantity 
so  dismissed  is  always  equal  to  the  quantity  of  heat 
absorbed  in  the  fusion  of  the  solid  into  wliich  the 
liquid  is  converted  by  cold. 

IX.  The  states  of  solidity  and  liquidity  are  not 
essentially  connected  with  the . nature  of  bodies,  but 
are  purely  accidental  on  the  temperature  to  which 
bodies  are  exposed ; nor  does  a body  change  its  nature 
or  essential  properties  in  passing  from  the  one  state  to 
the  other. 
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CHAP.  VII. 

EBULLITION. 

It  lias  been  shown  in  the  last  chapter,  that  tlie  con- 
tinued application  of  heat  to  a solid  causes  it  ultimately 
to  pass  into  the  liquid  form.  W'e  propose,  in  the  pre- 
sent chapter,  to  examine  the  effects  which  would  be 
produced  by  the  continued  application  of  heat  to  a 
liquid. 

Let  a small  quantity  of  water  be  placed  in  a glass 
flask  of  considerable  size,  and  then  closed  so  as  to  pre- 
vent the  escape  of  any  vapour.  Let  this  vessel  be  now 
placed  over  the  flame  of  a spirit  lamp,  so  as  to  cause  the 
water  it  contains  to  boil.  For  a considerable  time  the 
water  will  be  observed  to  boil,  and  apparently  to  dimi- 
nish in  quantity,  until  at  length  all  the  water  di.sappears, 
and  the  vessel  is  apparently  empty.  If  the  vessel  1k‘ 
now  removed  from  the  lamp,  and  suspended  in  a cool 
atmosphere,  the  whole  of  the  interior  of  its  surface  will 
presently  appear  to  be  covered  with  a dew'y  moisture  ; 
and  at  length  a quantity  of  water  will  collect  in  the 
bottom  of  it  equal  to  that  which  had  been  in  it  at  the 
commencement  of  the  process.  That  no  water  has  at 
any  period  of  the  experiment  escaped  from  it  may  lie 
easily  determined,  by  performing  the  experiment  with 
the  glass  flask  suspended  from  the  arm  of  a balance 
counterpoised  by  a sufficient  weight  suspended  from  the 
other  arm.  The  equilibrium  will  bo  preserved  through- 
out, and  the  vessel  will  be  found  to  have  the  same 
weight,  when  to  all  appearance  it  is  empty,  as  when  it 
contains  the  liquid  water.  It  is  evident,  therefore,  that 
the  water  exists  in  the  vessel  in  every  stage  of  the 
process,  but  that  it  becomes  invisible  when  the  process 
of  boiling  has  continued  for  a certain  length  of  time ; 
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and  it  may  be  shown  that  it  will  continue  to  be  invisi- 
ble, provided  the  flask  be  exposed  to  a temperature  con- 
siderably elevated.  Thus,  for  example,  if  it  be  sus- 
pended in  a vessel  of  boiling  water,  the  water  which  it 
contains  will  continue  to  be  invisible ; but  the  moment 
it  is  withdrawn  from  the  boiling  water,  and  exposed  to 
the  cold  air,  tlie  w'ater  will  again  become  visible,  as 
above  mentioned,  forming  a dew  on  the  inner  surface, 
and  finally  collecting  in  the  bottom  as  in  the  com- 
mencement of  the  experiment. 

In  fact,  the  liquid  has,  by  the  process  of  boiling,  been 
converted  into  vapour  or  steam,  which  is  a body  similar 
in  its  leading  properties  to  common  air,  and,  like  it, 
is  invisible.  It  will  hereafter  appear,  that  it  likewise 
possesses  the  property  of  elasticity,  and  other  mecha- 
nical qualities  enjoyed  by  gases  in  general. 

Again,  let  an  open  vessel  be  filled  with  water  at  ()0°, 
and  placed  in  a mercurial  bath,  which  is  maintained 
by  a fire  or  lamp  applied  to  it  at  the  temperature  of 
230°.  Place  a thermometer  in  the  water,  and  it  will 
be  observed  gradually  to  rise  as  the  temperature  of  the 
water  is  increased  by  the  heat  which  it  receives  from 
the  mercury  in  which  it  is  immersed.  The  w'ater  w'ill 
steadily  rise  in  this  manner  until  it  attains  the  temper- 
ature of  212°  ; but  here  the  thermometer  immersed  in 
it  will  become  stationary.  At  the  same  time  the  water 
contained  in  the  vessel  will  become  agitated,  and  its 
surface  will  present  the  same  appearance  as  if  bubbles 
of  air  were  rising  from  the  bottom,  and  issuing  at  the 
to]).  A cloudy  vapour  will  lie  given  off’  in  large  quan- 
tities from  its  surface.  This  process  is  called  ebullition 
or  boiling.  If  it  be  continued  for  any  considerable 
time,  tbe  quantity  of  water  in  the  vessel  will  be  sensi- 
bly diminished  ; and  at  length  every  particle  of  it  will 
disappear,  and  the  vessel  will  remain  empty.  During 
the  whole  of  this  process,  the  thermometer  immersed  in 
the  water  w'ill  remain  stationary  at  212°. 

Now",  it  will  be  asked,  what  has  become  of  the  water  ? 
It  cannot  be  imagined  that  it  has  been  annihilated. 
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We  shall  be  able  to  answer  this  by  adopting  means  to 
prevent  the  escape  of  any  particle  of  matter  from  the 
vessel  containing  the  water  into  the  atmosiihere  or  else- 
where. Let  us  suppose  that  the  top  of  the  vessel  con- 
taining the  water  is  closed,  with  the  exception  of  a 
neck  communicating  with  a tube,  and  let  that  tube  be 
carried  into  another  close  vessel  removed  from  the  cis- 
tern of  heated  mercury,  and  plunged  in  another  cistern 
of  cold  water.  Such  an  apparatus  is  represented  in 
fig.  20. 


Pig.  20. 


A is  a cistern  of  heated  mercury,  in  which  the  glass 
vessel  H,  containing  water,  is  immersed.  From  the  top 
of  the  vessel  H proceeds  a glass  tulie  t'  inclining  down- 
wards, and  entering  a glass  vessel  D,  which  is  immersed 
in  a cistern  E of  cold  water.  If  the  process  already 
descrilied  lx-  continued  until  the  water  by  constant  ebul- 
lition has  disappeared,  as  already  mentioned,  from  the 
vessel  H,  it  will  be  found  that  a quantity  of  water  will 
be  collected  in  the  vessel  I) ; and  if  this  water  be 
weighed,  it  will  be  found  to  have  exactly  the  same 
weight  as  the  water  had  which  was  originally  placed 
in  the  vessel  B.  It  is,  therefore,  quite  apparent  that 
tlie  water  ha.«  passed  by  the  process  of  boiling  from  the 
one  vessel  to  the  other  ; but,  in  its  passage,  it  was  not 
])erceptible  by  the  sight.  The  tube  ('  and  the  upper 
part  of  the  vessel  H had  the  same  appearance,  exactly, 
as  if  they  had  been  filled  with  atmospheric  air.  That 
they  arc  not  merely  rilled  with  atmospheric  air  in  the 
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vessel,  may,  however,  be  easily  proved.  M'hen  the 
process  of  boiling  first  commences,  it  will  be  found  that 
the  tube  C is  cold,  and  the  inner  surface  dry.  4\'hen 
the  process  of  ebullition  has  continued  a short  time, 
the  tube  will  become  gradually  heated,  and  the  inner 
surface  of  it  covered  with  moisture.  After  a time, 
however,  this  moisture  disappears,  and  the  tube  attains 
tlie  temperature  of  212°.  In  this  state  it  continues 
until  the  whole  of  the  water  is  discharged  from  tlie 
vessel  H to  the  vessel  1). 

'I'hese  effects  are  easily  explained.  The  water  in  the 
vessel  H is  incapable  of  receiving  any  higher  temper- 
ature than  212°,  consistently  with  its  retaining  the 
litptid  form.  Small  portions,  therefore,  are  constantly 
converted  into  steam  by  the  heat  received  from  the 
surrounding  mercury,  and  bubbles  of  steam  are  formed 
on  tlie  bottom  and  sides  of  the  vessel  B.  'I'hese  bub- 
bles, being  very  much  lighter,  bulk  for  bulk,  than  water, 
rise  rapidly  through  the  water,  just  in  the  same  man- 
ner as  bubbles  of  air  would,  and  produce  that  peculiar 
agitation  at  its  surface  which  has  been  taken  as  the 
external  indication  of  boiling.  'I'hey  escape  from  the 
surface,  and  collect  in  the  upper  part  of  the  vessel. 
The  steam  thus  collected,  when  it  first  enters  the  tube 
C,  is  cooled  below  the  temperature  of  212°  by  the  sur- 
face of  the  tube ; and  consequently,  being  incapable  of 
remaining  in  the  state  of  vapour  at  any  lower  temper- 
ature than  212°,  it  is  reconverted  into  water,  and  forms 
the  dewy  moisture  which  is  observed  in  the  commence- 
ment of  the  process  on  the  interior  of  the  tube  C.  At 
length,  however,  the  whole  of  the  tube  C is  heated  to 
the  temperature  of  212°,  and  the  moisture  which  was 
previously  collected  upon  its  inner  surface  is  again  con- 
verted into  steam.  As  the  quantity  of  steam  evolved 
from  the  Water  in  II  increases,  it  drives  before  it  the 
steam  previously  collected  in  the  tube  C,  and  forces  it 
into  the  vessel  B.  Here  it  encounters  the  inner  surface 
of  this  vessel,  which  is  kept  constantly  cold  by  being 
surrounded  with  the  cold  water  in  which  it  is  im- 
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raersed ; and  the  vapour,  being  thus  immediately  reduced 
below  the  temperature  of  212°,  is  reconverted  into 
water.  At  first  it  collects  in  a dew  on  the  surface  of 
tlie  vessel  D ; but  as  this  accumulates,  it  drops  into 
tlie  bottom  of  the  vessel,  and  forms  a more  considerable 
quantity.  As  the  quantity  of  water  is  observed  to  be  gra- 
dually diminished  in  the  vessel  B,  the  quantity  will  be 
found  to  be  gradually  increased  in  the  vessel  1) ; and 
if  the  operation  be  suspended  at  any  stage  of  the  pro- 
cess, and  the  water  in  the  two  vessels  weighed,  it  will 
be  found  that  the  weight  of  the  water  in  D is  exactly 
equal  to  the  weight  which  the  water  in  B has  lost. 

The  demonstration  is,  therefore,  perfect,  that  the 
gradual  diminution  of  the  boiling  water  in  the  vessel  B 
is  produced  by  the  conversion  of  that  water  into  steam 
by  the  heat.  In  the  process  first  described,  when  the 
top  of  the  vessel  B was  supjiosed  to  be  open,  this 
steam  made  its  escape  into  the  air,  where  it  was  first  dis- 
persed, and  subseijuently  cooled  in  separate  jiarticles, 
and  was  deposited  in  minute  globules  of  moisture  on  the 
ground  and  on  surrounding  objects. 

Ill  reviewing  this  process,  we  are  struck  by  the  fact, 
that  the  continued  application  of  heat  to  the  vessel  B is 
incapable  of  raising  the  temperature  of  the  water  con- 
tained in  it  above  212°.  'I'his  presents  an  obvious  ana- 
logy to  the  process  of  liquefaction,  and  leads  to  enquiries 
of  a similar  nature  which  are  attended  with  a like 
result.  W’e  must  either  infer,  that  the  water,  having 
arrived  at  212°,  received  no  more  heat  from  the  mercury ; 
or  that  such  heat,  if  received,  is  incapable  of  affecting 
tlie  tlierinoineter ; or,  finally,  that  the  steam  which 
passes  off,  carries  this  heat  with  it.  That  the  water 
receives  heat  from  the  mercury  will  be  proved  by  the 
fact,  that,  if  the  vessel  B be  removed  from  the  mercury, 
otlier  things  remaining  as  before,  the  temperature  of  the 
mercury  will  rapidly  rise,  and,  if  the  fire  be  continued,  it 
will  even  boil ; but  so  long  as  the  vessel  B remains  im- 
mersed, it  prevents  the  mercury  from  increasing  in  tem- 
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perature.  It  therefore  receives  that  heat  which  would 
otherwise  raise  the  temperature  of  the  quicksilver. 

If  a thermometer  he  immersed  in  the  steam  which 
collects  in  the  upper  part  of  the  vessel  B,  it  will  show 
the  same  temperature  (of  212°)  as  the  water  from 
which  it  is  raised.  'I'he  heat,  therefore,  received  from 
the  mercury  is  clearly  not  imparled  in  a sensible  form 
to  the  steam,  which  has  the  same  temperature  in  the 
form  of  steam  as  it  had  in  the  form  of  water.  The 
result  of  the  investigation  contained  in  Chapter  VI., 
respecting  liquefaction,  would  lead  us,  by  analogy,  to 
suspect  that  the  heat  imparted  by  the  mercury  to  the 
water  has  become  latent  in  the  steam,  and  is  instru- 
mental to  the  conversion  of  water  into  steam,  in  the 
same  manner  as  heat  was  formerly  found  to  be  instru- 
mental to  the  conversion  of  ice  into  water.  As  the 
fact  was  in  that  case  detected  by  mixing  ice  with  water, 
so  we  shall,  in  the  present  instance,  try  it  by  a like 
test,  viz.  by  mixing  steam  with  water.  Let  about  five 
ounces  and  a half  of  w'ater,  at  the  temperature  of  32°, 
be  placed  in  a vessel  A 
{fig.  21. ),  and  let  another 
vessel,  B,  in  which  water 
is  kept  constantly  boiling 
at  the  temperature  of 
212°,  communicate  with 
A by  a pijie  C proceed- 
ing from  the  top,  so  that 
the  steam  may  be  con- 
ducted from  B,  and  escape  from  the  mouth  of  the  pipe 
at  some  depth  below  the  surface  of  the  water  in  A. 
As  the  steam  issues  from  the  pipe,  it  will  be  imme- 
diately reconverted  into  water  by  the  cold  water  which 
it  enters ; and,  by  continuing  this  process,  the  water  in 
A will  be  gradually  heated  by  the  steam  combined  with 
it  and  received  through  the  pipe  C.  If  this  process  be 
continued  until  the  water  in  A is  raised  to  the  tem- 
perature of  212°,  it  will  boil.  Let  it  then  be  weighed, 
and  it  will  be  found  to  weigh  six  ounces  and  a half : 
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from  whence  we  infer  that  one  ounce  of  water  has  been 
received  from  the  vessel  B in  the  form  of  steam^  and 
lias  been  reconverted  into  water  by  the  inferior  tem- 
perature of  the  water  in  A.  Now,  this  ounce  of  water 
received  in  the  form  of  steam  into  the  vessel  A had, 
when  in  that  form,  the  temperature  of  212°.  It  is  now 
converted  into  the  liquid  form,  and  still  retains  the 
same  temperature  of  212°  ; but  it  has  caused  the  five 
ounces  and  a half  of  water  with  which  it  has  been 
mi.Ked,  to  rise  from  the  temperature  of  .‘12°  to  the  tem- 
perature of  212°,  and  this  without  loxiny  aui/  tem- 
prrntiire  it.srlf.  It  follows,  therefore,  that,  in  returning 
to  the  liquid  state,  it  has  jiarteil  with  as  much  heat  as 
is  capable  of  raising  five  times  and  a half  its  own 
weight  of  water  from  .‘12°  to  212°.  'I'his  heat  was 
combined  with  the  steam,  though  not  sensible  fo  the 
thermometer;  and  wa.s,  therefore,  tatnit.  Had  it  been 
sensible  in  the  water  in  B,  it  would  have  caused  the 
water  to  have  risen  through  a number  of  thermometric 
degrees,  amounting  to  five  titnes  and  a half  the  excess 
of  212°  above  ‘12°;  that  is,  through  five  times  and  a 
half  180°;  for  it  has  caused  five  times  and  a half  its 
own  weight  of  water  to  receive  an  equal  increase  of 
temperature.  But  five  times  and  a half  18t)°  is  Pf)0°, 
or,  to  use  round  numliers  (for  minute  accuracy  is  not 
here  our  object),  1000°.  It  follows,  therefore,  that  an 
ounce  of  water,  in  pa.ssing  from  the  liquid  state  at 
212°  to  the  state  of  steam  at  212°,  receives  as  much 
heat  as  would  be  sufficient  to  raise  it  through  1000 
thermometric  degrees,  if  that  heat,  instead  of  becoming 
latent,  had  Ix'cn  sensible. 

d he  fact  that  the  steam  into  which  the  water  is  con- 
verted contains  a considerable  quantity  of  latent  heat, 
and  tbe  computation  of  the  exact  amount  of  that  quan- 
tity, will  be  still  more  clearly  understood,  if  we  com- 
jiare  tbe  effects  produced  by  mixing  an  ounce  of  water 
at  212°  and  an  ounce  of  steam  at  212°,  respectively, 
with  five  ounces  and  a half  of  water  at  .32°.  M’e  have 
seen  that  an  ounce  of  steam  at  212°,  mixed  with  five 
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ounces  and  a half  of  water  at  S2°,  forms  six  ounces  and 
a half  of  water  at  212°.  Now,  if  one  ounce  of  water 
at  212°  be  mixed  with  five  oun'ces  and  a half  of  water 
at  52°,  the  mixture  will  have  a temperature  of  about 
f)0°.  In  fact,  the  180-’,  by  which  the  temperature  of 
the  ounce  of  water  at  212°  exceeds  the  temperature  of 
the  five  ounces  and  a half  of  water  at  32°,  are  distri- 
buted through  the  mixture  in  the  proportion  of  the 
• quantity  of  water,  so  that  each  of  the  five  ounces  and 
a half  receives  the  same  increment  of  temperature ; 
and  the  loss  of  temperature  which  the  ounce  of  water 
at  212°  sustains  is  equally  divided  among  the  other  five 
ounces  and  a half.  Now,  the  mixture,  in  this  case, 
having  a temperature  of  only  ()0°,  while,  in  the  case 
where  an  ounce  of  steam  at  212°  was  mixed  with  five 
ounces  and  a half  of  water  at  32°,  the  mixture  had  the 
tem|)erature  of  212°,  it  follows,  that  the  steam  from 
which  the  increased  heat  is  all  derived  contains  so  much 
more  heat  than  the  ounce  of  water  at  the  same  tem- 
perature, as  would  he  necessafy  to  raise  six  ounces  and 
a half  of  water  from  the  temperature  of  60°  to  the  tem- 
perature of  212°,  or  six  times  and  a half  as  much  heat 
as  would  he  requisite  to  raise  one  ounce  of  water  through 
about  152°  of  temperature.  This  quantity  of  heat  will, 
therefore,  be  found  by  multiplying  152°  by  f)i,  which 
will  give  a product  of  f)83°,  being  neaily  equal  to  the 
quantity  of  latent  heat  determined  by  the  former  cal- 
culation. 

On  a subject  so  important  as  the  latent  heat  of  steam, 
it  may  not  be  uninteresting  here  to  mention  some  of  the 
means  by  which  Dr.  Black,  the  discoverer  of  latent  heat, 
computed  the  quantity  absorbed  by  water  in  its  conver- 
sion into  vapour. 

If  a given  weight  of  ivater  be  exposed  to  a regular 
source  of  heat,  and  the  time  required  to  raise  it  from  the 
temperature  of  50°  to  its  boiling  jioint  be  observed,  the 
rate  at  which  it  receives  heat  per  minute  may  be  com- 
puted. Let  the  time  be  then  observed  which  elapses 
from  the  commencement  of  the  ebullition  to  the  total 


CHAl*.  VII. 


EBULLITIO.V. 


153 


disappearance  of  the  water ; and  if  it  be  assumed  that 
in  each  minute  the  same  quantity  of  heat  was  com- 
municated to  the  boiling  water  as  was  communicated 
before  ebullition  commenced,  the  quantity  of  heat  car- 
ried off  by  the  steam  may  easily  be  calculated.  Some 
water  placed  in  a tin  vessel  on  a red-hot  iron,  was  ob- 
served to  rise  from  50°  to  212°  in  four  minutes,  being 
at  the  rate  of  -f0^°  per  minute.  The  same  water  Ixiiled 
off  in  twenty  minutes.  If  it  received  during  each  of  these 
twenty  minutes  40^°  of  heat,  it  must  have  carried  off  as 
much  heat  in  the  form  of  steam  as  would  be  sufficient  to 
raise  water  through  twenty  times  40^°,  or  810'’;  a re- 
sult corresponding  nearly  with  the  quantity  of  latent 
heat  already  determined. 

If  water  submitted  to  {iressure  be  raised  to  the  tem- 
perature of  400°,  and  the  mouth  of  the  vessel  which 
contains  it  he  then  suddenly  opened,  about  a fifth  of 
tile  whole  quantity  of  water  wdll  escape  in  the  form  of 
steam,  and  the  temperature  of  the  remainder  will  imme- 
diately fall  to  212°.  'I'hus  the  whole  mass  of  water 
has  suddenly  lost  188°  of  temi>erature,  which  is  all  car- 
ried away  by  one  fifth  of  the  mass  in  the  form  of  steam. 
'I'hus,  the  heat  which  has  liecome  latent  in  the  steam 
will  lie  determined  by  multiplying  188°  by  5,  which 
gives  a product  of  ,040°.  'I’he  steam,  therefore,  is  water 
combined  with  at  least  040°  of  heat,  the  presence  of 
which  is  not  indicated  by  the  thermometer. 

'I'he  close  coincidence  of  these  early  observations  of 
Dr.  Hlack  with  the  results  of  more  recent  experiments  is 
worthy  of  notice.  The  following  arc  the  results  of  ob- 
servations made  by  five  distinguished  philoso]diers  to 
ascertain  the  quantity  of  heat  rendered  latent  by  water, 
in  the  process  of  vaporisation  at  212°: — ^\’att,  f)50°  ; 
Southern,  t)45°;  Lavoisier,  1000’;  llumford,  I00D8; 
Despretz,  f)55°  8. 

The  average  of  all  these  is  about  f)80°  ; so  that  the 
round  number  of  1000°  may  be  taken  as  a close  ajiproxi- 
ination  to  the  latent  heat  of  steam  raised  from  water  at 
the  temperature  of  212°. 
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In  order  to  derive  all  the  knowledge  from  these  ex- 
periments whicli  they  are  capable  of  imparting,  it  will 
be  necessary  to  examine  very  carefully  how  water  com- 
ports itself  under  a variety  of  different  circumstances. 

If  water  be  boiled  in  an  open  vessel,  with  a thermo- 
meter immersed,  on  different  days,  it  will  be  observed 
that  the  fixed  temperature  which  it  assumes  in  boiling 
will  be  subject  to  a variation  within  certain  small  limits. 
Thus,  at  one  time  it  will  be  found  to  boil  at  the  tem- 
perature of  210°;  while,  at  others,  the  thermometer 
immersed  in  it  will  rise  to  21 .3°;  and,  on  different  occa- 
sions, it  will  fix  itself  at  different  points  within  these 
limits.  It  will  also  be  found,  if  the  same  experiment 
be  performed  at  the  same  time  in  distant  places,  that 
the  boiling  points  will  be  subject  to  a like  variation. 
Now,  it  is  natural  to  enquire  what  cause  produces  this 
variation  ; and  we  shall  be  led  to  the  discovery  of  the 
cause,  by  examining  what  other  physical  effects  undergo 
a simultaneous  change. 

If  we  observe  the  height  of  a barometer  at  tbe  time 
of  making  each  experiment,  we  shall  find  a very  remark- 
able correspondence  between  it  and  the  boiling  temper- 
ature. Invariably,  whenever  the  barometer  stands  at 
tile  same  height,  the  boiling  temperature  will  be  the 
same.  'I'hus,  if  the  barometer  stand  at  30  inches,  the 
boiling  temperature  will  be  212°.  If  the  barometer  fall 
to  291  inches,  the  thermometer  stands  at  a small  fraction 
above  211°.  If  tbe  barometer  rise  to  30^  inches,  the 
boiling  temperature  rises  to  nearly  213°.  'I’he  variation 
in  the  boiling  temperature  is,  then,  accompanied  by  a va- 
riation in  the  pressure  of  the  atmosphere  indicated  by  the 
barometer;  and  it  is  constantly  found  that  tbe  boiling 
point  will  remain  unchanged,  so  long  as  the  atmospheric 
pressure  remains  unchanged,  and  that  every  increase  in 
the  one  causes  a corresponding  increase  in  the  other. 

From  these  facts  it  must  be  inferred,  that  the  pres- 
sure excited  on  the  surface  of  the  water  has  a tendency 
to  resist  its  ebullition,  and  to  make  it  necessary,  before 
it  can  boil,  that  it  should  receive  a higher  temper- 
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ature;  and,  on  the  contrary,  that  every  diminution  of 
pressure  on  the  surface  of  the  water  will  give  an  increased 
facility  to  the  process  of  ebullition,  or  will  cause  that 
process  to  take  place  at  a lower  temperature.  As  these 
facts  are  of  the  utmost  importance  in  the  theory  of  heat, 
it  may  be  useful  to  verify  them  by  direct  experiment. 

If  the  variable  pressure  excited  on  the  surface  of  tlie 
water  by  the  atmosphere  be  the  cause  of  the  change  in 
the  boiling  temperature,  it  must  happen  that  any  change 
of  pressure  produced  by  ar-  2'2. 

tificial  means  on  the  surface 
of  the  water  must  likewise 
change  the  boiling  point,  ac- 
cording to  the  same  law.  'I'hus, 
if  a pressure  considerably 
greater  than  the  atmospheric 
pressure  be  excited  on  a liquid, 
tlie  boiling  point  may  be  ex- 
pected to  rise  considerably 
above  2 12°;  and,  on  the  other 
hand,  if  the  surface  of  the 
water  be  relieved  from  the 
pressure  of  the  atmosphere,  and 
be  submitted  to  a consider- 
ably diminished  pressure,  the 
water  would  boil  below  212°. 

Let  1$  {fy.  22.)  be  a strong 
spherical  vessel  of  brass,  sup- 
ported on  a stand  S,  under 
which  is  ])laced  a large  spirit 
lamp  L,or  other  means  of  heat- 
ing it.  In  the  top  of  this  ves- 
sel are  three  apertures,  in  two 
of  which  are  screwed  a ther- 
mometer T,  the  bulb  of  which 
enters  the  hollow  brass  sphere, 
and  a stop-cock  C,  which  may 
be  closed  or  opened  at  pleasure, 
to  confine  the  steam,  or  allow 
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it  to  escape.  In  the  third  aperture,  at  the  top,  is  screwed 
a long  barometer  tube,  open  at  both  ends.  The 
lower  end  of  this  tube  extends  nearly  to  the  bottom 
of  the  spherical  vessel  H.  In  the  bottom  of  this  vessel 
is  placed  a quantity  of  mercury,  the  surface  of  which 
rises  to  some  height  above  the  lower  end  of  the  tube  A. 
Over  the  mercury  is  poured  a quantity  of  water,  so  as  to 
half  fill  the  vessel  B.  Matters  being  thus  arranged,  the 
screws  are  made  tight  so  as  to  confine  the  water,  and  the 
lamp  is  allowed  to  act  on  the  vessel ; the  temj)erature  of 
the  water  is  raised,  and  steam  is  produced,  which,  being 
confined  within  the  vessel,  exerts  its  pressure  on  the 
surface  of  the  water,  and  resists  its  ebullition.  The 
pressure  of  the  steam  acting  on  the  surface  of  the  water 
is  communicated  to  the  surface  of  the  mercury,  and  it 
forces  a portion  of  the  mercury  into  the  tube  A,  which 
presently  rises  above  the  point  where  the  tube  is  screwed 
into  the  top  of  the  vessel  B.  As  the  action  of  the  lamp 
continues,  the  thermometer  T exhibits  a gradually  in- 
creasing temperature;  while  the  column  of  mercury  in  A 
shows  the  force  with  which  the  steam  presses  on  the 
surface  of  the  water  in  B,  this  column  being  balanced 
by  the  j)ressure  of  the  steam.  Thus,  the  temperature 
and  pressure  of  the  steam  at  the  same  moment  may 
always  be  observed  by  inspecting  the  thermometer  T 
and  the  tube  A.  When  the  column  in  the  tube  A has 
risen  to  the  height  of  30  inches  above  the  level  of  the 
mercury  in  the  vessel  B,  then  the  pressure  of  the  steam 
will  be  equivalent  to  double  the  pressure  of  the  atmo- 
sphere, because,  the  tube  A being  open  at  the  top,  the 
atmosphere  presses  on  the  surface  of  the  mercury  in  it. 
The  thermometer  T will  be  observed  gradually  to  rise 
until  it  attains  the  temperature  of  212°;  but  it  will  not 
stop  there,  as  it  would  do  if  immersed  in  water  boiled 
in  an  open  vessel.  It  will,  on  the  other  hand,  continue  to 
rise ; and  when  the  column  of  mercury  in  A has  attained 
die  height  of  30  inches,  the  thermometer  T will  have 
risen  to  250°,  being  18°  above  the  ordinary  boiling 
point. 
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During  the  whole  of  this  process,  the  surface  of  the 
water  being  submitted  to  a constantly  increasing  pres- 
sure, its  ebullition  is  prevented,  and  it  continues  to 
receive  heat  without  boiling.  That  it  is  the  increased 
pressure  which  resists  its  ebullition,  and  causes  it  to  re- 
ceive a temperature  above  212°,  may  be  easily  shown. 
Let  the  stop-cock  C be  opened  ; immediately  the  steam 
in  IJ,  having  a pressure  considerably  greater  than  that  of 
the  atmosphere,  will  rush  out,  and  will  continue  to  issue 
from  C,  until  its  pressure  is  balanced  by  the  atmosphere. 
At  the  same  time  the  column  of  mercury  in  A will  be 
observed  rapidly  to  fall,  and  to  sink  lielow  the  orifice  by 
which  it  is  inserted  in  the  ves.sei  H.  The  thermometer 
T also  falls  until  it  attains  the  temperature  of  212°. 
At  that  point,  however,  it  remains  stationary  ; and  the 
water  will  now  be'  distinctly  heard  to  be  in  a state  of 
rapid  ebullition.  If  the  stop-cock  ('  Ije  once  more 
closed,  the  thermometer  will  begin  to  rise,  and  the  co- 
lumn of  mercury  ascending  in  .\  will  lie  again  visible. 

If,  instead  of  a stop-cock  Ix-ing  at  (',  the  aperture- 
were  made  to  communicate  with  a valve,  like  the  safety- 
valve  of  a steam  engine,  loaded  with  a certain  weight, 
say  at  the  rate  of  l.olbs.  on  the  square  inch,  then  the 
thermometer  'I',  and  the  mercury  in  the  tulx-  A,  would 
not  rise  indefinitely  as  before.  The  thermometer  would 
continue  to  rise  till  it  attained  the  temperature  of  250°; 
and  the  mercury  in  the  tubt*  A would  rise  to  the  height 
of  .30  inches.  .\t  this  limit  the  resistance  of  the  valve 
would  be  balanced  by  the  pressure  of  the  steam ; and  as 
fast  as  the  water  would  have  a tendency  to  produce 
steam  of  a higher  pressure,  the  valve  would  bo  raised 
and  the  steam  suttered  to  escape;  the  thermometer T and 
the  column  of  mercury  in  A remaining  stationary  (lur- 
ing this  process.  If  the  valve  were  loaded  more  heavily, 
the  phenomena  would  be  the  same,  only  that  the  mer- 
cury in  T and  A would  become  stationary  at  certain 
heights.  Hut,  on  the  other  hand,  if  the  valve  were 
loaded  at  a loss  pressure  than  1 5 lbs.  on  the  square  inch. 
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then  the  mercury  in  the  two  tubes  would  become  sta- 
tionary at  lower  points. 

These  experiments  show  that  every  increase  of  pres- 
sure above  the  ordinary  pressure  of  the  atmosphere 
causes  an  increase  in  the  temperature  at  which  water 
boils.  We  shall  now  enquire  whether  a diminution  of 
pressure  will  produce  a corresponding  effect  on  the 
boiling  point. 

This  may  be  easily  accomplished  by  the  aid  of  an  air 
pump.  Let  water  at  the  temperature  of  200°  be 
placed  in  a glass  vessel  under  the  receiver  of  an  air 
pump,  and  let  the  air  be  gradually  withdrawn.  After 
a few  strokes  of  the  pump  the  water  will  boil ; and  if 
tlie  mercurial  gauge  of  the  pump  be  observed,  it  will  be 
found  that  its  altitude  will  be  about  23^  inches. 
Thus  the  pressure  to  which  the  water  is  submitted 
has  been  reduced  from  the  ordinary  pressure  of 
the  atmosphere  expressed  by  the  column  of  30 
inches  of  mercury  to  a diminished  pressure  ex- 
pressed by  23^  inches ; and  we  find  that  the  tem- 
perature at  which  the  water  boils  has  been  lowered 
from  212°  to  200°.  Let  the  same  experiment  be 
repeated  with  water  at  the  temperature  of  180°,  and 
it  will  be  found  that  a further  rarefaction  of  the  air  is 
necessary,  but  the  water  will  at  length  boil.  If  the 
gauge  of  the  pump  be  now  observed,  it  will  be  found  to 
stand  at  about  15  inches,  showing,  that  at  the  tem- 
perature of  180°  water  will  boil  under  half  the  or- 
dinary pressure  of  the  atmosphere.  These  experiments 
may  be  varied  and  repeated ; and  it  will  be  always 
found,  that  as  the  pressure  is  diminished  or  increased, 
tlie  temperature  at  which  the  water  will  boil  will  be 
also  diminished  or  increased. 

The  same  effects  may  be  exhibited  in  a striking 
manner  without  an  air  pump,  by  producing  a vacuum 
by  the  condensation  of  steam.  Let  a small  quantity  of 
water  be  placed  in  a thin  glass  flask,  and  let  it  be  boiled 
by  holding  it  over  a spirit  lamp.  "When  the  steam  is 
observed  to  issue  abundantly  from  the  mouth  of  the 
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flask,  let  it  be  quickly  corked  and  removed  from  the 
lamp.  The  process  of  boiling  will  then  cease,  and  the 
water  wdll  become  quiescent ; but  if  the  flask  be  plunged 
in  a vessel  of  cold  water,  the  water  it  contains  will 
again  pass  into  a state  of  violent  ebullition,  thus  ex- 
hibiting the  singular  fact  of  water  being  boiled  by 
’ cooling  it.  This  effect  is  produced  by  the  cold  medium 
in  which  the  flask  is  immersed  causing  the  steam  above 
tJie  surface  of  the  water  in  it  to  be  condensed,  and 
tlierefore  relieving  the  water  from  its  pressure.  The 
water,  under  these  circumstances,  boils  at  a lower  tem- 
perature than  when  submitted  to  the  pressure  of  the 
uncondensed  vapour. 

There  is  no  limit  to  the  temperature  to  which  water 
may  be  raised,  if  it  be  submitted  to  a sufficient  pressure 
to  resist  its  tendency  to  take  the  vaporous  form.  If  a 
strong  metallic  vessel  be  nearly  filled  with  water,  so  as  to 
prevent  the  liquid  from  escaping  by  any  force  which 
it  can  exert,  the  water  thus  enclosed  may  be  heated  to 
any  temperature  whatever  without  boiling ; in  fact,  it 
may  be  made  red-hot,  and  the  temperature  to  which  it 
may  be  raised  will  have  no  limit,  except  the  strength  of 
tlie  vessel  containing  it,  or  the  point  at  wliich  the  metal 
of  which  it  is  formed  may  begin  to  soften  or  to  be 
fused. 

'I'he  following  table  will  show  the  temperature  at 
which  water  will  boil  under  different  pressures  of  the 
atmosphere  correspoiubng  to  the  altitudes  of  the  baro- 
meter between  2(j  and  SI  inches. 


liaronictcT. 

26  indies 

26.5 

27 

27.5 

28 

28.5 
29 

29.5 
;?o 

30.5 
31 


Boiling  Point. 
204°.  9 1 
205°.  79 
206°.  67 
207°.  55 
208°.  43 
209  .31 
210. 19 
21 10.07 
212° 
212°.88 
2 13°.  76 
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From  this  table  it  appears,  that  for  every  tenth  of 
an  inch  which  tlie  barometric  column  varies  between 
these  limits,  the  boiling  temperature  changes  by  the 
fraction  of  a degree  expressed  by  the  decimal  ‘lyG,  or 
nearly  to  the  vulgar  fraction 

It  is  well  known,  that  as  we  ascend  in  the  atmosphere, 
the  pressure  is  diminished  in  consequence  of  the  quan- 
tity of  air  left  below  it,  and  consequently  the  barometer 
falls  as  it  is  elevated.  It  follows,  therefore,  that  in 
stations  at  different  heights  in  the  atmosphere,  water 
will  boil  at  different  temperatures;  and  the  medium  tem- 
perature of  ebullition  at  any  given  place  must,  there- 
fore, depend  on  tlie  elevation  of  that  place  above  the 
surface  of  the  .sea.  Hence  the  temperature  of  boiling 
water,  other  things  being  the  same,  becomes  an  indi- 
cation of  the  heiglit  of  the  station  at  which  the  water 
is  boiled,  or,  in  other  words,  becomes  an  indication  of  the 
atmospheric  pressure  ; and  thus  the  thermometer  serves 
in  some  degree  the  purpose  of  a barometer. 

A table  exhibiting  the  medium  temj)erature  at  which 
water  boils  in  the  different  places  at  various  heights 
above  the  level  of  the  sea,  will  be  found  in  the  Ap- 
pendix.* 

We  have  seen  that  the  vapour  into  which  water  is 
converted  by  heat  possesses  the  leading  qualities  of 
common  atmospheric  air,  and  if  not  submitted  to  a 
minute  examination  might  he  mistaken  for  highly 
heated  air.  It  is  perfectly  transjmrent  and  invisible  ; 
for,  in  the  first  experiment  described  in  this  chapter, 
when  the  water  was  boiled  in  the  fiask  until  the  whole 
of  the  liquid  had  bwn  converted  into  steam,  the  flask 
had  the  same  appearance  as  if  it  were  filled  with  air. 
It  might  be  objected  to  this  statement,  that  the  steam 
which  issues  from  the  spout  of  a boiling  kettle,  or 
which  proceeds  from  the  surface  of  ivater  boiling  in  an 
open  vessel,  is  visible,  since  it  presents  the  appearance 
of  a cloudy  smoke.  'I'his  appearance,  however,  is 
produced,  not  by  steam,  but  by  very  minute  particles  of 
water  arising  from  the  condensation  of  steam  in  passing 
* Appendix  XII. 
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throuf^h  the  cold  air.  These  minute  particles,  float- 
ing in  the  air,  become  in  some  degree  opaque,  and  are 
visible  like  the  particles  of  smoke.  Such  cloudy  sub- 
stances, therefore,  are  not  true  vapour  or  steam. 

Ilut  the  most  important  projierty  which  steam  enjoys 
in  common  with  atmospheric  air  and  other  gases,  and  on 
w'hich,  like  them,  all  its  mechanical  properties  depend, 
is  its  elasticity  or  pressure.  If  a quantity  of  pure 
steam  be  conflned  in  a close  vessel,  it  will,  like  air,  ex- 
ert on  every  part  of  the  interior  surface  of  that  vessel 
a certain  determinate  pressure,  directed  outwards,  and 
having  a tendency  to  burst  the  vessel.  A bladder 
might  thus  be  inflated  with  steam  in  the  same  manner 
as  with  atmospheric  air  ; and,  provided  the  temperature 
of  the  bladder  be  sustained  at  that  point  necessary  to 
prevent  the  steam  from  returning  to  the  liquid  form, 
its  inflation  would  continue. 

lly  virtue  of  this  property  of  elasticity,  steam  or  air 
is  exjiansible,  and,  when  freed  from  the  limits  which 
conflne  it,  will  dilate  into  any  space  to  which  it  may 
have  access.  Su|>pose  a piston  placed  in  a cylinder,  in 
which  it  moves  steam-tight,  and  between  the  piston  and 
the  bottom  of  the  cylinder  let  any  quantity  of  stCam  be 
contained  ; if  the  piston  Ik‘  drawn  upwards,  so  as  to 
produce  a larger  space  below  it  in  the  cylinder,  the 
steam  will  expand,  and  fill  the  Increased  space  as  effec- 
tually as  it  filled  the  more  limited  dimensions  in  which 
it  was  first  contained.  As  it  expands,  however,  its 
elastic  pressure  iliininishes  in  exactly  the  same  manner, 
and  in  the  same  proportion,  as  that  of  atmospheric  air. 
A\'hen  the  s]>ace  it  occupied  is  doubled,  its  temperature 
being  preserved,  its  elastic  pressure  is  halved  ; and,  in 
like  manner,  in  whatever  proportion  the  space  it  fills  be 
increased,  its  elastic  pressure  will  be  in  the  same  pro- 
portion diminished. 

It  is  found  that  the  steam  which  is  raised  from  water 
boding  under  any  given  pressure  has  an  elasticity  al- 
ways equal  to  the  pressure  under  which  the  water 
boils.  Thus,  when  water  is  boiled  under  the  ordinary 
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atmospheric  pressure,  when  the  barometer  stands  at 
tiiirty  inches,  the  steam,  which  is  dismissed  at  the  tem- 
perature of  212°  has  an  elastic  pressure  equal  to  that  of 
the  atmosphere.  If  water  be  boiled  under  a diminished 
pressure,  and  therefore  at  a lower  temperature,  the 
steam  which  is  produced  from  it  will  have  a pressure 
which  is  diminished  in  an  eijual  degree.  'I'lius,  water 
boiled  under  jiressure  corresponding  to  1.0  inches  of 
mercury,  and  at  a temperature  of  180°,  will  jiroduce 
‘ steam,  the  elasticity  of  which  will  be  cNjuivalent  to  a 
column  of  10  inches  of  mercury. 

Numerous  experiments  have  been  made,  and  inves- 
tigations instituted,  with  a view  to  determine  some  fixed 
relation  between  the  temperature  at  which  water  boils, 
and  the  elasticity  of  the  steam  which  it  produces ; but 
hitherto  without  success.  That  some  fixed  relation 
does  exist,  there  can  be  no  doubt ; because  at  the  same 
temperature  steam  of  the  same  elasticity  is  invariably 
])roduced.  'fables  are  constructerl  expressing  the  elas- 
ticity or  pressure  corresponding  to  different  temper- 
atures, and  empirical  formula;  or  rules  have  been 
attem])ted  to  be  formed  from  the  results  of  these  tables, 
by  which  the  elasticity  may  in  general  be  deduced  from 
the  temperature,  and  vice  verm,  A\'e  shall  return  to 
this  subject. 

Another  remarkable  jiroperty  which  steam  enjoys,  in 
common  with  the  air  and  the  gases,  is  its  extreme  light- 
ness com])ared  with  the  ordinary  weight  of  bodies  in 
the  liquid  and  solid  forms.  M'hen  water  is  boiled 
under  the  medium  pressure  of  the  atmosphere,  the 
barometer  standing  at  thirty  inches,  the  steam  which  is 
produced  from  it  is,  bulk  for  bulk,  nearly  1700  times 
lighter  than  the  water  from  which  it  is  raised.  'I'hus, 
a cubic  inch  of  water,  when  converted  into  steam  at  212°, 
Avill  produce  about  1700  cubic  inches  of  steam.  At  a 
first  view  it  might  be  supposed  that  tliis  enormous  in- 
crease of  bulk  might  proceed  from  the  circumstance  of 
some  other  body  being  combined  with  the  water  in 
forming  the  steam ; but  that  this  is  not  the  case,  or,  at 
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least,  that  no  ponderable  body  is  so  combined  with  it, 
may  be  determineii  by  weighing  the  steam  and  the 
water  respectively.  These  weights  will  always  be  found, 
as  already  stated,  to  be  equal.  'I’his  expansion  which 
water  undergoes  in  its  transition  from  the  liquid  to  the 
vaporous  state  is  subject  to  great  variation,  as  we  shall 
presently  explain,  according  to  the  temperature  and  pres- 
sure at  which  it  is  raised. 

Jn  the  experiment  already  describc'd,  by  which  the 
latent  heat  of  steam  was  determined,  the  water  was  sup- 
posed to  be  boiled  under  the  ordinary  pressure  of  the 
atmosphere.  Having  seen,  however,  that  water  may 
boil  at  different  temperatures  under  different  pressures, 
the  enquiry  presents  itself,  whether  the  heat  absorbetl 
in  vaporisation  at  different  temperatures,  and  under 
different  pressures,  is  subject  to  any  variation  ? Ex- 
periments of  the  same  nature  as  those  alreaily  described, 
instituted  upon  water  in  a state  of  ebullition  at  different 
temperatures  as  well  below  as  aliove  have  led  to 

the  discovery  of  a very  remarkable  fact  in  the  theory  of 
vapour.  It  has  been  found  that  the  heat  absorbed  by 
vaporisation  is  always  less,  the  higher  the  temperature 
at  which  the  ebullition  takes  place  ; ami  less,  by  the 
same  amount  as  the  temperature  of  ebullition  is  in- 
creased. 'I'hus,  if  water  boil  at  312°,  the  heat  absorbed 
in  ebullition  will  be  less  by  100°  than  if  it  boiled  at 
212°  ; and  again,  if  water  be  boiled  under  a diminished 
pressure,  at  1 12°,  the  heat  alisorbeil  in  vaporisation  will 
bt‘  100°  uiore  than  the  heat  absorbed  by  water  lioiled 
at  212°.  It  follows,  therefore,  that  the  actual  con- 
sumption of  lu'at  in  the  process  of  vaporisation  must  be 
the  same,  whatever  be  the  temjierature  at  which  the 
vaporisation  takes  place  ; for  whatever  heat  is  saved  in 
the  sensible  form  is  consumed  in  the  latent  form,  and 
tuce  verxd. 

Let  us  suppose  a given  weight  of  water  at  the  temper- 
ature of  32°  to  be  exposed  to  any  regular  source  by  which 
Jieat  may  be  supplied  to  it.  If  it  be  under  the  ordi- 
nary atmospheric  pressure,  the  first  1H0°  of  heat  which 
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it  receives  will  raise  it  to  the  boiling  point,  and  the 
next  1000°  will  convert  it  into  steam.  Tims,  in  addi- 
tion to  the  heat  which  it  contains  at  32°,  the  steam  at 
212°  contains  1180°  of  heat.  Hut  if  the  same  water 
be  submitted  to  a pressure  equal  to  half  the  atmospheric 
pressure,  then  the  first  148°  of  heat  which  it  receives 
will  cause  it  to  boil,  and  the  next  1032°  will  convert 
it  into  vapour.  'J'hus,  steam  at  the  temperature  of 
180°  contains  a quantity  of  heat  more  than  the  same 
quantity  of  water  at  32°,  by  1032°  added  to  148°, 
which  gives  a sum  of  1 1 80°.  Steam,  therefore,  raised 
under  the  ordinary  pressure  of  the  atmosphere  at  212°, 
and  steam  raised  under  half  that  pressure  at  180°,  con- 
tain the  same  quantity  of  heat,  with  this  difference 
only,  that  the  one  has  more  latent  heat,  and  less  sen- 
sible beat,  than  the  other.* 

From  this  fact,  that  the  sum  of  the  latent  and  sen- 
sible heats  of  the  vapour  of  water  is  constant,  it  follows 
that  the  same  quantity  of  heat  is  necessary  to  convert  a 
given  weight  of  water  into  steam,  at  whatever  temper- 
ature, or  under  whatever  pressure,  the  water  may  be 
boiled.  It  follows,  also,  that,  in  the  steam-engine,  equal 
weights  of  high-pressure  and  low-pressure  steam  are 
produced  by  the  same  consumption  of  fuel;  and  that,  in 
general,  the  consumption  of  fuel  is  proportional  to  the 
quantity  of  water  vaporised,  whatever  the  pressure  of 
the  steam  may  be. 

The  quantity  of  heat  consumed  thus  depending  on  the 
weight  of  water  evaporated,  it  is  obviously  a point  of 
considerable  practical  importance  to  determine  the  spe- 
cific gravities  or  densities  of  steam  raised  under  different 
pressures,  and  at  different  temperatures  ; yet  this  is  a 
point  on  which  even  philosophical  authorities,  in  general 
entitled  to  respect,  appear  to  have  fallen  into  error.  It 
has  been  stated  that  the  specific  gravity  or  density  of 
steam  is  always  proportional  to  its  pressure.t  This, 
however,  is  not  correct.  The  true  law  for  the  variation 
of  the  density  or  specific  gravity  of  steam  is  the  same 
* See  Appendix,  X.  t Thomson  on  Heat  and  Electricity,  p.  221. 
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as  that  of  air:  it  is  jiroportional  to  the  pressure  or  elas- 
ticity, provided  the  tempernturen  are.  the  same.  If, 
then,  we  have  steam  raised  from  water  under  two  dif- 
ferent pressures,  and  at  two  different  temperatures,  let 
the  temperatures  be  equalised  by  applying  heat  to  the 
steam  of  the  lesser  pressure  out  of  contact  with  water, 
its  pressure  being  meanwhile  preserved.  AVhen  the 
temperatures  are  thus  rendered  equal,  then  their  densi- 
ties or  specific  gravities  will  be  in  the  same  proportion 
as  tlieir  pressures.* 

If  the  space  below  the  piston  1*,  in  the  cylinder  AB 
{fiy.  2.‘h),  be  completely  filled  with  water, 
and  a sufficient  force  be  exerted  on  the 
piston  to  prevent  it  from  rising  in  the 
cylinder,  the  water  under  it  may  be 
heated  to  any  required  temperature ; 
because,  no  space  being  allowed  for  the 
formation  of  steam,  no  heat  can  become 
latent,  and,  therefore,  all  the  heat  com- 
municated to  the  water  will  be  effective 
in  raising  its  temperature.  If  the  tem- 
perature of  the  water  under  these  cir- 
cumstances were  raised  until  it  attained 
the  limit  of  1212°,  it  would  have  all 
the  heat  necessary  to  give  it  tlie  vapor- 
ous form,  no  part  of  that  heat  being  in 
In  fact,  the  water  would,  under  such 
circumstances,  lie  convertetl  into  vapour,  in  which  the 
whole  of  the  heat  would  lie  sensible,  and  which  would 
have  no  latent  heat  except  such  as  the  water  possessed 
in  the  liquid  state.  If  the  piston,  under  these  circum- 
stanci's,  be  raised,  the  water,  or  rather  steam,  1k*1ow  it, 
will  expand,  and  as  it  expands  its  temperature  will  fall, 
a portion  of  the  sensible  heat  becoming  latent.  If  the 
piston  were  raised  until  the  space  below  it  were  in- 
creased 1700  times,  the  sU'am  would  fall  to  the  tem- 
perature of  212°,  and  1000°  of  heat  would  become 
latent.  In  fact,  the  steam  would  then  be  identical  in 

« See  Api>eiulix,  XI. 
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its  constitution  and  properties  with  steam  raised  from 
water  at  the  temperature  of  212°,  and  under  the  ordi- 
nary atmosplieric  pressure.  If  the  piston  be  raised  or 
lowered  under  these  circumstances,  the  steam  would 
take  all  possible  temperatures  and  ])ressures,  and  would, 
in  each  case,  be  identical  with  the  steam  raised  from 
water  under  a corresponding  pressure  and  temperature. 

'I'he  sum  of  the  latent  and  sensible  heats  of  steam 
being  always  the  same,  it  follows  that,  if  we  know  the 
latent  heat  of  steam  at  any  one  temjierature,  the  latent 
heats  at  all  other  temjieratures  is  a subject  of  easy  cal- 
culation. Thus,  if  the  sum  of  the  latent  and  sensible 
heats  be  121 2°,  the  latent  heat  of  steam  at  .'300°  of 
temperature  must  necessarily  be  712°,  and  steam  at  the 
temperature  of  1000°  will  have  only  212°  of  latent  heat. 

It  follows,  also,  that,  in  order  to  maintain  water  in  a 
state  of  vapour,  the  sum  of  its  latent  and  sensible  heats 
cannot  be  less  than  1212°  ; and  if  it  be  reduced  below 
this,  by  being  caused  to  impart  heat  to  any  other  object, 
then  a portion  of  the  vajiour  must  return  to  the  liquid 
state,  giving  its  latent  heat  to  the  vapour  which  remains, 
so  as  to  raise  tlie  sum  of  the  latent  and  sensible  heats  of 
that  vapour  to  1212°.  M'hen  so  much  steam  becomes 
liquid  as  is  capable  of  accomplishing  this,  then  the  re- 
mainder of  the  vapour  will  continue  in  the  aeriform 
state.  If  steam  receives  no  heat  except  that  which  is 
imparted  to  the  water  during  the  process  of  vaporis- 
ation, the  sum  of  its  latent  and  sensible  heats  cannot  be 
greater  than  1212°,  and  therefore  such  steam  cannot 
lose  any  heat  witliout  undergoing  partially  the  process 
of  condensation  ; but  if  steam,  after  the  process  of  va- 
porisation, has  received  an  increase  of  temperature  by 
heat  supplied  from  some  external  source,  then  the  sum 
of  its  latent  and  sensible  heats  will  be  greater  than 
1212°  by  the  heat  so  received,  and  the  steam  may  lose 
that  excess  of  heat  above  1212°  without  undergoing 
any  condensation. 

In  considering  the  properties  of  steam  at  present,  we 
shall,  however,  regard  it  as  having  received  no  heat 
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except  that  wliich  it  receives  in  the  process  of  vaporis- 
ation, unless  tlie  contrary  he  ilistinctly  expressed. 

It  is  well  known  that  air  and  the  gases  generally  ad- 
mit of  compression  and  rarefaction  without  any  practical 
limit,  and  that  their  elasticity  is  susceptible  of  increase 
and  diminution,  as  the  space  they  till  is  contracted  or 
enlarged.  Let  a cylinder,  in  which  a piston  moves  air- 
tight, have  the  space  below  the  piston  tilled  with  atmo- 
spheric air  in  its  ordinary  state.  By  the  application  of 
adequate  mechanical  force,  the  piston  may  be  pressed 
towards  the  bottom  of  the  cylinder,  so  that  the  air 
beneath  it  shall  lx‘  forced  into  a more  contined  space. 
The  ettect  of  this  compression  will  be  twofold,  — an  in- 
crease of  temperature  and  an  increa.se  of  elasticity.  If 
the  piston,  on  the  other  hand,  lx*  raised  so  as  to  allow 
the  air  to  exjiand  into  a more  enlarged  space,  the  con- 
trary efiects  will  ensue, — the  temperature  of  the  air  will 
fall,  and  ius  elasticity  will  be  diminished.  M'hether  air 
thus  enclosed  be  com|)ressed  into  a more  limited  space, 
or  allowed  to  expand  into  a more  enlarged  s|>ace,  it 
never  passes  from  the  aeriform  state,  nor  loses  its  pro- 
perty of  elasticity.  N’o  known  degree  of  compre.ssion 
has  caused  it  to  become  a liipiid,  nor  has  any  degree 
of  expansion  caused  it  to  lose  its  elastic  property. 

Let  us  now  suppose  the  space  below  the  jiiston,  instead 
of  air,  to  be  rilled  with  steam  raised  from  water  at  the 
temperature  of  iilti°.  If  the  piston  lx*  raised,  this  steam 
will  expand,  its  tem|u  rature  will  fall,  and  its  elastic 
force  will  diminish  in  the  same  manner  as  already  de- 
scribed for  common  air,  and,  as  with  common  air,  there 
is  no  known  limit  to  the  e.xtent  of  this  expansion. 

If,  however,  the  piston  he  pressed  toward  the  bottom 
of  the  cylinder,  it  has  been  generally  stated  that  steam 
will  not  coni])ort  itself  like  common  air  under  the  same 
circumstances  ; that  it  will  not  retain  the  vaiiorous  form 
on  being  compressed,  nor  increase  its  elasticity  ; but 
that,  on  the  contrary,  as  the  piston  is  depressed,  it  will 
be  partially  restored  to  the  liquid  state,  and  that  the 
portion  which  remains  in  the  vaporous  form  will  retain 
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the  same  density  and  elasticity  as  it  had  liefore  the  piston 
was  moved.  In  fact,  if  the  piston  be  depressed  so  as  to 
reduce  the  space  occupied  by  the  steam  to  one  half  its 
original  dimensions,  it  has  been  assumed  that  in  that 
case  one  half  the  steam  under  the  piston  would  be  re- 
stored to  the  liquid  form,  and  would  become  water  of 
the  temperature  of  212°,  while  the  remaining  half  would 
still  retain  the  vaporous  form,  and  have  the  same  tem- 
perature and  density  as  before.* 

From  this  statement,  however  universally  admitted, 
I must  most  distinctly  dissent,  unless  it  be  assumed,  at 
the  same  time,  that  a large  quantity  of  heat  has  been 
abstracted  from  that  portion  of  the  steam  which  is  re- 
duced to  the  liquid  form.  If  this  do  not  happen,  and 
the  same  quantity  of  heat  remain  in  the  vapour  under 
the  piston,  no  change  to  the  liquid  form  can,  in  my 
opinion,  take  place.  The  steam  originally  contained  in 
the  cylinder  Ik*1ow  the  piston  has  that  quantity  of  latent 
and  sensible  heat  which  is  neeman/  and  sufficient  to 
maintain  it  in  the  va])orous  form  in  all  degrees  of  den- 
sitg.  If  the  steam  be  compressed  by  the  piston,  we 
cannot  suppose  a portion  of  it  to  be  condensed  into  a 
liquid,  without  at  the  same  time  su])posing  that  portion 
to  part  with  about  1000°  of  latent  heat ; but  this  sup- 
position cannot  be  admitted,  unless  we  su])i)ose  the  heat 
so  dismissed  to  pass  off  to  some  external  object,  the  con- 
trary of  which  is  the  supposition  upon  which  1 have 
here  argued. 

I consider  that  the  effects  of  the  compression  of  steam 
thus  enclosed,  would  be  the  same  as  already  described 
with  respect  to  air.  The  temperature  and  pressure  will 
be  increased,  but  no  portion  of  it  will  be  condensed  into 
a liquid.  In  every  state  of  density  to  which  it  will  be 
reduced  by  compression  it  will  take  that  temperature 
and  pressure  which  steam  of  the  same  density  raised  im- 
mediately from  water  would  have.  If  the  piston  be 
depressed  so  as  to  reduce  the  steam  to  one  half  its  ori- 

• See  Biot,  Traits  de  Physique,  tom.  i.  p.  266.,  and  physical  and  chemical 
writers  generally. 
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pinal  bulk,  then,  its  density  being  doubled,  it  will  acquire 
that  tein|)erature  at  wliich  steam  of  double  the  degree 
of  density  would  be  raised  from  water.  The  steam  will 
be  in  all  respects,  both  with  regard  to  its  latent  and 
sensible  heat,  its  density  and  its  elasticity,  the  same  as 
steam  raised  from  water  boiled  at  the  increased  temper- 
ature. Similar  observations  may  be  applied  to  any  de- 
gree of  compression  whatever ; and  it  will  follow,  not 
only  that  no  part  of  the  steam  will  be  restoml  to  the 
liquid  form  by  reducing  its  bulk,  but  that  no  degree  of 
compression  whatever  will  be  capable  of  reducing  any 
part  of  it  to  the  liquid  state.  If  tlie  piston  could  be 
moved  towards  the  bottom,  so  as  to  retluce  the  dimen- 
sions of  the  steam  to  those  which  it  had  when  it  existed 
in  the  hquid  state,  which  would  be  accomplishetl  by 
advancing  it  within  a distance  of  the  bottom  of  the 
cylinder  equal  to  about  the  ITUOth  part  of  its  original 
distance,  it  would  continue  to  be  steam,  but  would  have 
a prodigiously  increased  elastic  force,  and  a temperature 
of  The  steam  would  in  such  case  be  reduced 

to  the  state  explained  in  page  1()5.,  and  wouhl  Ix' iden- 
tical with  water  raised  in  a close  vessel  to  the  temper- 
ature of  1 y 1 2°.  1 1 is  obvious  that  the  practical  exhibition 
of  such  efiects  as  here  deserilxjd  would  be  obstructed 
by  the  difficulty  of  preventing  the  escajH?  of  the  sensible 
heat  developed  in  the  compression  of  the  sU-am. 

J he  true  cause  of  the  conversion  of  any  part  of  a 
vapour  to  the  liquid  form,  I consider  to  be  (he  fiiminu- 
tioii  oj  that  xuiii  of  ttenaihle  and  latent  heat  which  itt  fs- 
sentin!  to  the  exietenee  of  vapour.  Such  a loss  of  heat 
would  equally  cause  the  vapour  to  return  to  the  liijuid 
state,  whether  compres.sed  into  a less  bulk  or  e.xpanded 
into  a greater  one.  If  the  piston  hail  been  previously 
raised,  and  a small  quantity  of  heat  a^  tlie  same  time 
abstracted  Irom  the  vapour,  a portion  of  the  vapour 
would  immediately  be  condensed,  and  a small  portion 
would  be  condensed  by  the  same  loss  of  beat,  in  wbat- 
ever  state  of  comjiression  or  rarefaction  the  steam  may 
exist.  This  condensation  is  therefore  altogether  inde- 
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pendent  of  any  effects  produced  on  the  density  of  the 
steam  by  any  mechanical  compression.* 

'I'he  pressure  on  the  surface  of  water,  tliough  tlie 
principal  cause  which  affects  the  boiling  ]>oint,  is  not 
the  only  one.  It  has  been  already  statetl,  that  the  ma- 
terial of  which  the  vessel  is  composed,  in  which  the 
process  of  boiling  takes  place,  has  also  an  effect  upon 
tile  boiling  temperature.  It  is  found  that  in  a vessel  of 
glass,  water  boils  at  a lower  tentperature  than  in  a vessel 
of  metal.  b"oreign  matter  also  held  in  solution  by  the 
water  produces  a change  in  its  boiling  point ; but  this 
should  rather  be  considered  as  a distinct  liquid. 

If  heat  be  apjilied  to  other  liquids,  results  will  be 
obtained  showing  that  the  phenomena  already  explained 
with  respect  to  water,  are  only  instances  of  a more  nu- 
merous class,  ap])licable  to  all  liquids  whatever.  Tlie 
application  of  heat  to  any  liquid  causes  its  tempera- 
ture, in  the  first  instance,  to  rise  ; and  tliis  increa.se  of 
temperature  continues  until  the  liquid  attains  a state 
similar  to  that  of  boiling  water,  when  a thermometer  or 
pyrometer,  immersed  in  it,  would  become  stationary. 
'I'he  continued  application  of  heat  now  no  longer  causes 
the  liquid  to  rise  in  temperature,  but  produces  vapour 
rapidly,  so  that  the  liquid  boils  away  in  the  same  man- 
ner as  already  described  with  respect  to  water,  and  all 
the  effects  before  explained  take  place,  differing  only 
in  the  temperature  at  which  the  ebullition  commences, 
and  in  the  rate  at  which  the  vapour  is  produced.  Dif- 
ferent liquids  attain  the  stationary  temperature  of  ebul- 
lition at  different  points  ; and  bence  the  boiling  point 
Iwcomes  a specific  character  to  distinguish  material  sub- 
stances. 'I'hey  likewise,  in  passing  into  the  vaporous 
form,  render  different  quantities  of  heat  latent. 

Let  a thermometer,  con.sisting  of  two  metallic  bars, 
such  as  that  described  in  page  43.,  be  fixed  in  a vessel 

• I have  been  the  more  mimite  in  these  details,  because  my  opinions 
differ  from  those  commonly  received  resiweting  the  effects  of  compression 
upon  steam. 

I have  developed  these  views  in  a paper  lately  read,  before  the  Royal 
Society. 
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SO  as  to  extend  across  it  in  a horizontal  position,  and  so 
that  the  extremity,  bearing  the  graduated  scale,  shall 
pass  through  the  side  and  jiroject  outside  the  vessel. 
Let  melted  lead  be  now  poured  into  this  vessel,  so  as  to 
cover  the  pyrometric  bars,  and  let  the  whole  he  placed 
on  a furnace.  The  divided  scale,  during  the  continued 
application  of  the  fire,  will  constantly  show  an  increas- 
ing temperature  until  the  lead  boils.  The  expansion  of 
the  bars  will  then  cease,  and  the  pyrometer  will  become 
fixed  in  its  indication,  and  will  continue  fixed  until  the 
whole  of  the  lead  is  evaporated. 

Again,  let  a common  thermometer  Ik*  immersed  in 
phosphorus  at  the  temperature  of  .S()()°,  and,  being 
jilaced  in  a vessel,  let  it  be  exposed  to  the  action  of  heat. 
It  will  continue  to  rise  until  it  attains  the  temperature 
of  .'id  L",  where  it  will  become  stationary,  and  the  phos- 
phorus will  boil.  'I’he  thermometer  will  become  station- 
ary until  the  whole  of  the  iihosphorus  is  evaporated. 

The  correspondence  of  these  results  with  those  ob-; 
tained  in  the  experiments  instituted  ujion  water  is 
obvious.  'I’he  analogy  might  lie  still  further  confirmed 
by  using  a close  ves,sel,  like  that  re|)resented  in  ^7.  20., 
and  carrying  over  the  vapour  of  the  lead,  or  the  phos- 
jihorus,  into  a vessel  exiiosed  to  cold,  where  it  might 
be  re-collecteil  in  the  liquid  form.  It  is  clear  that,  in 
all  these  instances,  during  the  process  of  ebullition, 
heat  has  become  latent,  because  heat  continues  to  be 
sup|)lied  to  the  vaporising  body,  although  the  vapour 
jiroduced  by  the  supply  of  such  heat  is  found  to  have 
no  greater  teni])erature  than  that  of  the  liquid  from 
which  it  is  jiroduced.  The  same  result  would  lx>  ol)- 
taiued  by  similar  experiments  made  on  other  substances  ; 
and  we  may,  therefore,  generalise  the  facts  established 
by  the  experiments  already  described  upon  water,  and 
state  that  all  bodies,  when  in  the  liquid  form, arc  cajiable, 
by  increasing  their  temperatures,  of  being  converted  into 
vapour  ; and  that  in  this  conversion  a large  quantity  of 
heat  must  be  supplied,  which  becomes  latent  in  the 
vapour,  because,  notwithstanding  the  increased  supply  of 


172 


A TUKATISK  ON  HEAT. 


CHAP.  VII. 


licat  given  to  it,  it  exhibits  no  corresponding  increase  of 
temperature. 

'I  here  is  no  liquid  upon  which  tlie  effects  of  heat 
have  been  so  minutely  examined  as  water.  The  latent 
heats  of  a few  other  liquids  have  been  accurately  de- 
termined ; but  much  still  rejnains  to  be  done  in  this 
department  of  physics.  Count  llumford  examined  the 
latent  heats  of  several  vapours,  by  causing  them  to  be 
condensed  in  a refrigeratory,  so  that  they  imparted  their 
latent  heat  to  water.  lie  tlien  determined  the  weight 
of  the  liquid  which  had  been  condensed,  and,  by  com- 
paring with  it  the  heat  imparted  to  the  water  in  the 
refrigeratory,  he  obtained  the  latent  heat.  Dr.  Ure  and 
M.  Despretz  also  made  experiments  on  some  liquids,  the 
results  of  which  were  as  follows:  — 


I.atcnt 
1 leut. 

Latent 

Heat 

referred  to 
Water. 

Steam  - - . 

Alcohol  vapour  (sp.gr.  0'79S) 
Sulphuric  filler  (sp.  gr.  0'715) 
()>1  of  turpentine 
Ammonia  (sp.  gr.  ’0978)  - 
Nitric  acid  (sp.  gr.  1 •■194)  - 
Naphtha  - - - 

Despretz 

Despretz 

Despretz 

Despretz 

Ure 

Ure 

Ure 

956° 

597-4 

314-1 

299-16 

837-28 

531-99 

177-87 

37.3° -86 
163-44 
138-24 
862 
335 
73-77 

The  boiling  points  of  all  liquids  are  affected  by  pres- 
sure in  the  same  manner  as  the  boiling  point  of  water, 
every  increase  of  pressure  causing  it  to  fall.  In  com- 
paring the  boiling  jioints  of  different  hquids  one  with 
the  other,  it  is,  therefore,  necessary  to  take  them  all 
under  the  same  pressure  ; and  the  pressure  usually 
adopted  for  this  purpose  is  the  medium  pressure  of  the 
atmosphere,  or  thirty  inches  of  mercury. 

The  comparison  of  the  melting  and  boiling  points  of 
bodies  does  not  present  any  general  feature  which  could 
serve  as  a basis  for  any  obvious  inference,  connecting 
the  phenomena  of  fusion  and  ebullition  with  their  other 
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properties.  Generally,  but  not  invariably,  the  higher  on 
the  scale  of  temperature  the  melting  point  is,  the  higher 
will  be  the  boiling  point ; but  to  this  there  a?re  many 
exceptions.  Mercury  freezes  at  below  0^,  anti 

boils  at  a temperature  of  about  while,  on  the  other 

hand,  phosphorus  melts  at  1 f0°  above  the  melting  tem- 
perature of  mercury,  and  boils  at  about  1 10°  below  the 
Ixiiling  temperature  of  that  metal. 

The  temperatures  at  wliich  various  substances  melt 
and  boil  will  be  found  in  a table  in  the  .Vppendix  to  this 
volume.* 

Since,  by  continually  imparting  heat  to  it,  a body  in 
the  liquid  state  at  length  passes  into  the  fonn  of  vapour 
or  air ; analogy  would  lead  us  to  expect  that,  by  con- 
tinually withdrawing  heat,  a body  in  the  aeriform  state 
would  at  length  return  to  the  liquid  state.  In  the  case 
of  vapour  raised  from  liipiids  by  heat,  this  is  found  to 
be  universally  true.  In  the  experiment  descrilx.‘d  in 
page  147.,  the  steam  of  water,  having  passed  from  the 
heated  vessel  to  one  maintained  at  a lower  temperature, 
was  caused  to  impart  its  heat  to  the  surrounding  medium, 
and  immediately  returned  to  the  liquid  state.  The 
same  result  would  be  obtained  under  the  same  circum- 
stances in  any  liquiil  Inwly  vaporised.  'I’he  vapour, 
iK'ing  exposed  to  cold,  is  deprived  of  a part  of  that  heat 
which  is  necessary  to  sustain  it  in  the  aeriform  state, 
and  a portion  of  it  is  accordingly  restored  to  the  liquid 
form,  and  this  continues  until,  by  the  constant  abstrac- 
tion of  heat,  the  whole  of  the  vapour  becomes  liijuid. 
As  a liquid,  in  passing  to  the  vaporous  form,  undergoes 
an  immense  expansion  or  increase  of  bulk  ; so  a vapour, 
in  returning  to  the  liquid  form,  undergoes  a correspond- 
ing and  equal  diminution  of  bulk.  A cubic  inch  of 
water  transforineil  into  steam  at  212°,  enlarges  in  mag- 
nitude to  1700  cubic  inches,  as  already  observed.  The 
same  steam,  reconverted  into  water  by  abstracting  from 
it  the  heat  consumed  in  its  vaporisation,  will  be  re- 
stored to  its  former  bulk,  and  will  form  one  cubic  inch 

• Appendix,  Xlll. 
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of  water  at  212°.  Vapours  raised  from  other  bodies 
would  undergo  a similar  change,  differing  only  in  the 
degree  of  diminution  of  bulk  which  they  would  suffer 
respectively.  The  diminished  space  into  which  the 
particles  of  a vapour  are  gradually  condensed  when  it 
passes  into  the  liquid  state  has  caused  this  process  to 
be  called  condeu nation.* 

No  liquid  has  been  submitted  to  so  minute  an  ex- 
amination, with  respect  to  the  effects  jiroduced  upon  it 
by  heat,  as  water ; and,  with  respect  to  other  liquids,  i 
we  are  compelleil,  in  tlie  absence  of  experimental  jiroof, 
to  reason  from  analogy.  Tlie  principle  that  the  sum  I 
of  the  latent  and  sensible  heats  of  vapour  is  the  same 
for  all  temperatures,  may  be  extended,  with  a high  de-  f 
gree  of  probability,  to  the  vajiours  of  all  liquids  what-  1 

ever ; so  that  we  may  assume  tliis  sum  to  be  constant  J 

for  each  liquid,  though  differing  in  one  liquid  compared  i 
with  another.  To  maintain  the  vapour  of  any  liquid 
in  tlie  aLTiform  state,  it  is  therefore  necessary  that  it 
should  contain  at  least  a certain  (juantity  of  heat,  what- 
ever be  its  temperature ; and  any  diminution  in  this 
quantity  cannot  fail  to  produce  the  condensation  of  a 
corresponding  portion  of  the  vapour.  If  the  vapour  of 
a hquid,  therefore,  has  received  no  heat  after  having 
passeil  from  the  liquid  to  the  vaporous  form,  it  cannot 
lose  any  portion  of  the  heat  it  contains  without  a jiartial 
condensation  ; but  it  is  important  to  observe,  that  a 
vapour,  whether  of  water  or  any  other  liquid,  may,  after 
having  attained  the  state  of  vapour,  receive  an  additional 
supply  of  heat  to  any  extent,  and  may  thus  have  its 
temperature  raised  to  any  point  whatever.  Independ-  5 
cntly  of  the  heat  which  it  received  in  the  jirocess  of  ( 

vaporisation,  all  the  heat  which  it  has  thus  received  j 

in  the  state  of  vapour  it  may  lose,  and  yet  remain  in 
that  state.  Under  such  circumstances,  therefore,  it 

In  general,  whenever  the  dimensions  of  a body  are  diminished,  without 
any  diminution  of  its  quantity  of  matter,  it  is  said'  to  he  eondensed,  and  the 
priicess  may,  without  impropriety,  be  calicd  condcnsalUm  ; but  this  more 
general  application  of  the  term  cannot  cause  any  confusion,  since  its 
meaning  is  always  easily  understood  from  tlie  context. 
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must  not  be  inferred  that  a reduction  of  temperature  in 
vapour  necessarily  causes  condensation.  Condensation 
cannot  commence  until  the  vapour  loses  all  that  heat 
which  it  received  after  taking  the  form  of  vapour ; but 
when  it  has  lost  so  much,  then  any  further  abstraction 
of  heat  must  be  attended  by  condenstaion. 

lly  the  great  change  of  volume  which  a vapour  un- 
dergoes in  condensation,  it  becomes  an  efficient  means 
of  producing  a vacuum,  without  the  exertion  of  me- 
chanical force.  Let  a glass  tiilie  be  provided,  having 
at  one  extremity  a large  bulb,  the  other  extremity  being 
open.  Let  a small  quantity  of  liquid  be  introduced 
into  the  bulb  through  the  tube,  aiul  let  a spirit  lamp  be 
placed  under  the  bulb,  so  as  to  cause  the  liquid  to  boil, 
'I'he  vapour  of  the  liquid  will  first  mix  with  the  air  in 
tlie  bulb  and  tube ; but,  as  its  i]uantity  increases,  its 
elasticity  will  cause  it  to  issue  through  the  tube-,  which 
it  will  at  length  raise  to  its  own  temperature,  so  as  to 
etiable  it  to  pass  from  the  mouth  of  the  tube  in  the  va- 
jiorous  form,  without  being  previously  condensed.  'I’he 
stream  of  vapour  jiroceeding  up  the  tube  will,  after  a 
time,  carry  off  with  it  the  atmospheric  air  previously 
containeil  in  the  bulb  and  tuln.* ; and  at  length  the  sjiace 
l)elow  the  mouth  of  the  tulx?  will  lie  completelv  filled 
with  ])ure  vajwur.  Let  the  tube  be  now  inverted,  and 
Its  o])en  end  plunged  in  a vessel  of  water  or  other  liquid, 
the  bulb  being  presented  upwards.  The  space  witiiin 
the  tube  and  bulb  containing  pure  vapour  will  l)e  thus 
cut  off  from  all  communication  with  the  air.  'I’he  in- 
ferior temperature  of  the  surrounding  air,  taking  lieat 
constantly  from  the  bulb  and  tube,  will  deprive  the 
vapour  contained  in  tliem  of  the  quantity  of  heat 
necessary  to  sustain  it  in  the  elastic  form,  and  it  will 
I Ik*  condensed.  'I’he  great  diminution  of  bulk  which  it 
I will  surt'er  will  cause  a partial  vacuum  to  be  produced 
in  the  bulb  and  tube,  and  the  pressure  of  the  atmosphere, 
I acting  on  the  surface  of  the  water  in  the  vessel  in  which 
I the  tube  is  immersed,  will  force  the  water  up  tlie  tube, 
and  it  will  completely  fill  the  bulb. 
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Tliat  form  of  the  steain-enpine  called  the  low-pres- 
sure engine,  derives  its  principal  mechanical  efficacy 
from  this  property,  by  which  steam  is  instrumental  in 
the  formation  of  a vacuum.  The  moving  jiower  in  that 
machine  is  rendered  operative  by  a piston  placed  in  a 
cylinder,  in  which  it  moves  steam-tight.  'J'he  atmospheric 
air  and  other  gases  are  expelled  from  tlie  cylinder  and 
tubes  which  communicate  between  it  and  the  boiler  by 
steam,  in  the  same  manner,  exactly,  as  in  the  experiment 
just  described.  Steam  is  allowed  to  pass  freely  from 
the  boiler  through  the  tubes  and  cylinder,  and  makes 
its  escape  finally  through  a valve  or  cock  provided  for 
that  purpose,  until  at  length  all  the  atmospheric  air  is 
blown  from  the  machine.  The  cock  is  then  closed,  and 
pure  steam  only  fills  every  part  of  the  engine.  A 
chamber,  called  a condenser,  which  is  maintained  at  a 
low  temperature,  by  being  immersed  in  cold  water,  is 
made  to  communicate  with  both  ends  of  the  cylinder  by 
means  of  projier  tubes  and  valves.  W'hen  the  piston  is 
required  to  descend,  the  communication  between  this 
chamber  and  the  bottom  of  the  cylinder  is  opened, 
while  a communication  is  at  the  same  time  opened 
between  the  boiler  and  the  top  of  the  cylinder.  The 
steam  which  fills  the  cylinder  below  the  piston  rushes 
towards  the  condenser  by  its  elastic  force,  and  is  there 
immediately  converted  into  water  by  the  cold  medium 
with  which  it  is  surrounded.  The  cylinder  below  the 
piston,  therefore,  remains  a vacuum  ; meanwhile  the 
steam,  rushing  from  the  boiler  above  the  piston,  forces  it 
downAvards,  until  it  reaches  the  bottom  of  the  cylinder. 
The  communication  between  the  boiler  and  the  top  of 
the  cylinder  is  now  closed,  and  a communication  opened 
between  the  boiler  and  the  bottom  of  the  cylinder,  and 
at  the  same  time  the  communication  betAveen  the  con- 
denser and  the  bottom  of  the  cylinder  is  closed,  and  a 
communication  is  opened  betAveen  the  condenser  and 
the  top  of  the  cylinder.  Under  these  circumstances, 
the  steam  which  is  above  the  piston  rushes  by  its  elastic 
force  toAvards  the  condenser,  where  it  is  condensed,  and 
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the  cylinder  above  the  piston  remains  a vacuum.  Mean- 
while the  steam  from  the  boiler,  rushing  into  the  cylin- 
der below  the  piston,  forces  it  upwartls,  and  the  piston 
ascends  to  the  top  of  the  cylinder  ; and  in  the  same 
way  the  alternate  motion  of  the  piston  upwards  and 
downwards  in  the  cylinder  is  continued. 

'I'he  results  of  experimental  enquiry,  as  we  have 
seen,  justify  us  in  assuming,  as  a universal  law,  that  by 
the  application  of  a sufficient  quantity  of  heat  all  solids 
may  be  converted  into  liquids  ; and,  by  the  abstraction 
of  a corresponding  quantity  of  heat,  ail  liquids  may  be 
converted  into  solids.  M e have  likewise,  seen,  tliat,  by 
the  supply  of  heat  in  sufficient  quantities,  all  liquids 
may  be  converted  into  the  vaporous  or  gaseous  form  ; 
and  analogy  would  lead  us  to  infer,  that,  by  the  due 
abstraction  of  heat,  the  bodies  that  exist  in  the  gaseous 
form  might  be  reduco'd  to  liquids.  The  practical  results 
here,  however,  full  far  short  of  tlie  anticipations  to 
which  analogy  leads  us.  There  is  a numerous  class  of 
bodies  existing  in  the  gaseous  form,  among  ivhich  at- 
mosjiheric  air  may  be  mentioned  as  the  most  obvious, 
which  no  means  hitherto  known  have  converted  into 
liquids.  Arguments,  however,  similar  to  those  which 
led  us  to  infer  that  charcoal  and  alcohol  are  not  real 
I exceptions  to  the  liquefaction  of  solitls,  and  the  solidi- 
I fication  of  liquuls,  but  tlwt  they  transcend  the  j)ower 

I of  art,  without  falling  beyond  the  limits  of  the  general 
I law,  leatl  to  similar  conclusions  respecting  tlie  more 
I numerous  class  of  bodies  called  permauait  gtiiieK. 

Bodies  existing  in  the  aidifonn  state  are  divided  into 
two  classes,  called  vapours  and  gates.  \’apours  are  those 
aeriform  substances  wliich  are  known  to  have  lieen 
raised  from  liquids  by  the  application  of  heat,  and 
wliich  may  always  lie  restored  to  the  liquid  form  by 
the  due  abstraction  of  heat.  <)n  the  other  hand,  gases 
are  those  aeriform  bodies  which  have  never  been  known 
to  exist  in  any  other  than  the  aeriform  state,  and  which, 
under  all  ordinary  degrees  of  cold,  preserve  tlieir  elastic 
form.  'I'his  class  includes  common  air,  and  a great 
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number  of  substances  known  in  chemistry  under  a 
variety  of  names,  but  all  comprised  under  the  general 
ilenomination  of  gases.  The  exact  correspondence  of 
the  mechanical  properties  of  these  bodies  with  those  of 
vapours  raised  from  liquids  by  heat,  naturally  leads  to 
the  suspicion  that  they  are,  in  fact,  vapours  of  bodies 
which  vaporise  at  extremely  low  temperatures,  — at 
temperatures  lower  than  any  which  we  generally  attain 
even  by  the  processes  of  art.  Such  a su])position  is 
perfectly  consistent  with  all  the  effects  which  we  ob- 
serve ; for  such  bodies  would  then  maintain  all  the 
gaseous  qualities  which  they  arc  observed  to  possess  at 
present,  though  they  should  be  true  vapours  capable  of 
being  condensed,  and  even  solidified,  if  we  possessed 
practical  means  of  depriving  them  of  a sufficient  quan- 
tity of  the  heat  which  they  contain. 

These  observations  derive  considerable  probability  and 
force  from  the  results  which  the  improved  powers  of 
science  have  more  recently  furnished.  In  projiortion 
as  more  powerful  means  of  extorting  heat  from  gases 
have  been  invented,  a greater  number  of  them  have  been 
forced  within  the  limits  of  tlielaw  of  condensation,  'i'he 
substance  called  ammonia  was  known  only  as  a gas 
until  a temperature  of — J.()°  was  attained.  Exposed  to 
that  temperature,  it  became  a liquid.  Such  a body,  in 
high  northern  latitudes,  would,  at  different  seasons, 
exist  in  the  different  forms  of  hquid  and  gas;  in  winter 
it  would  be  liquid,  and  at  other  seasons  gas. 

Since  it  is  certain  that  gases  may  lose  a considerable 
quantity  of  heat,  without  undergoing  any  degree  of  con- 
densation, we  must  look  upon  them  as  vapours  ; which, 
besides  the  sum  of  the  latent  and  sensible  heat  necessary 
to  sustain  them  in  the  elastic  form,  have,  subsequently 
to  attaining  that  form,  received  a large  accession  of  heat ; 
and  yet,  from  their  nature,  with  all  this  supply  of  heat, 
their  temperature  does  not  exceed  the  ordinary  temper- 
ature of  the  globe.  It  would  be  necessary  to  abstract 
from  them  all  the  heat  which  they  have  received  sub- 
sequently to  taking  the  vaporous  form  before  cpndens- 
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ation  could  begin.  As  our  power  of  producing  artificial 
cold  is,  however,  very  limited,  never  having  yet  ex- 
ceeded — 1(X)°  (if  indeed,  that  limit  has  been  attained), 
it  cannot  be  surprising  that  all  the  redunriant  heat  con- 
tained by  gases,  over  and  above  the  sum  of  latent  and 
sensible  heat  necessary  to  maintain  them  in  the  elastic 
form,  should  not  have  lx*en  extracted  by  this  means. 

Some  facility,  in  the  attainment  of  this  object,  may 
be  gained  by  a knowledge  of  the  fact,  that  the  mecha- 
nical compression  of  a gas  raises  its  temperature.  If, 
therefore,  a permanent  gas  be  submitted  to  severe  me- 
chanical compression,  its  ttunperature  will  lie  raised, 
and  the  heat  which  it  contains  may  lx*  more  easily  with- 
drawn from  it,  and  imparted  to  frwzing  mixtures,  or 
extorted  by  any  of  the  usual  means  of  exjiosing  it  to 
extremely  low  temperatures,  liy  continually  .carrying 
on  the  process  of  compression,  additional  ((uantities  of 
heat  may  be  developed  anil  withdrawn,  so  that  at 
length  we  may  succeed  in  reilucing  the  quantity  of  heat 
contained  in  the  gas  to  that  sum  of  latent  and  sensible 
heat  which  seems  the  limit  of  the  quantity  necessary 
to  maintain  the  elastic  fonn.  .Any  farther  reduction 
%vould  be  necessarily  followed  by  condensation. 

Means  similar  to  these  have,  accordingly,  been  aj>- 
])lied,  and  succeeded,  in  the  hands  of  Faraday.  Hy 
submitting  gases  in  small  quantities,  in  strong  glass  tubes, 
to  a severe  pressure,  produced  by  their  own  elasticity, 
and  the  force  with  which  they  were  generated  by  che- 
inical  action,  heat  was  extracted  in  considerable  quan- 
tities, and  was  carried  off  by  evaporation  from  the 
external  surface  of  the  glass.  In  this  way,  nine  gases 
were  condensed  into  the  liquid  form. 

Faraday  attempted,  without  success,  the  conilens. 
ation  of  various  other  gases  by  the  same  means.  < >xygen, 
ay.ote,  and  hydrogen,  have,  it  is  said,  been  submitu-d  to 
a pressure  of  8UO  atmospheres  without  passing  to  the 
liquid  state.* 


• An  oiiiiiioii,  uliich  I cotniili’r  to  tie  crrouroin,  has  hitherto  prevailed, 
that  gases  and  vai>ours  may  be  condciiiH'd  by  mere  mechanical  compression. 
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It  appears,  therefore,  that,  in  proportion  as  tlie  powers 
of  science  are  advanced,  tlie  excejiticns  to  the  general 
law  of  condensation  become  more  and  more  circum- 
scribed ; and  it  is  not,  perhaps,  overstepping  the  limits 
of  justifiable  theory  to  assume,  as  a general  law,  that  all 
bodies  whatever,  existing  in  the  gaseous  form,  may,  by  a 
sufficient  abstraction  of  heat  from  them,  be  reduced  to 
the  liquid  state. 

The  absorjition  of  heat,  in  the  process  by  which  liquids 
are  converted  into  steam,  will  explain  why  a vessel 
containing  a liquid,  though  constantly  exposed  to  the 
action  of  fire,  can  never,  while  it  contains  any  liquid, 
receive  such  a degree  of  heat  as  might  destroy  it.  A tin 
kettle  containing  water  may  be  exposed  to  the  action  of 
the  most  fierce  furnace,  and  yet  the  tin,  which  is  a very 
fusible  metal,  will  remain  uninjured;  but  if  the  kettle 
without  containing  water  were  placed  on  a fire,  it  would 
be  immediately  destroyed.  The  heat  which  the  fire 
imparts  to  the  kettle  is  immediately  absorbed  by  the 
bubbles  of  water,  which  are  converted  into  steam  at  the 
bottom,  and  rendered  latent  in  them.  These  bubbles 
ascend  through  the  water,  and  escape  at  the  surface, 
continually  carrying  with  them  the  heat  conveyed  from 
the  fire  through  the  bottom  of  the  kettle.  So  long  as 
water  is  contained  in  the  kettle,  this  absorption  of  heat 
by  the  steam  continues  ; and  it  is  impossible  that  the 
temperature  of  the  kettle  can  exceed  the  temperature 
of  boiling  water.  But  if  any  jiart  of  the  kettle  not  filled 
with  water  be  exposed  to  the  fi'e,  there  being  then  no 
means  of  dismissing  the  heat  which  it  receives  from  the 
fire,  the  metal  will  presently  melt,  and  the  vessel  be 
destroyed. 

The  latent  heat  of  steam  may  be  used  with  great 
convenience  for  many  domestic  purposes.  In  cookery, 
if  steam  raised  from  boiling  watejr  be  allowed  to  pass 


l conceive  that  mechanical  compression  contril)utes  in  no  other  wayto  the 
romlensation  of  a gas  ora  vajioiir,  than  so  far  as  it  is  the  means  of  raising  the 
temperature  of  the  g.as  compressed,  and,  therefore,  facilitating  the  process 
liy  which  it  may  be  deprived.of  lieat.— See  the  paper  belbre  quoted. 


CHAP.  VII. 


EBULLITION. 


LSI 


through  meat  or  vegetables,  it  will  be  condensed  upon 
their  surfaces,  imparting  to  them  the  heat  latent  in  it 
before  its  condensation,  and  they  will  thus  be  as  ef- 
fectually boiled  as  if  they  were  immersed  in  boiling 
water. 

In  dwelling-houses  where  pipes  convey  cold  water 
to  different  parts  of  the  building,  steam-pipes  carried 
from  the  lower  part  will  enable  hot  water  to  be  pro- 
cured in  every  part  of  the  house  with  great  speed  and 
facility.  The  cock  of  a steam-pipe  being  immersed  in 
a vessel  containing  cold  water,  the  steam  which  escapes 
from  it  will  be  condensed  by  the  water,  and  will  very 
sjieedily,  by  imparting  to  it  its  latent  heat,  cause  it  to  boil. 
M ann  baths  may  thus  lx*  jirepared  in  a few  minute's, 
the  water  of  which  would  require  a long  period  to  boil. 

I'Tom  all  that  has  been  explained  in  the  present 
chajiter,  it  will  be  apparent  that  the  solid,  liquid,  and 
gaseous  states  are  not  necessarily  connected  with  the 
essential  properties  of  the  bodies  which  assume  these 
states  respectively.  M'ater,  whether  it  exist  in  the 
state  of  liquid,  in  the  state  of  steam,  or  in  the  state  of 
ice,  is  evidently  the  same  substance,  composed  of  the 
same  elements,  and  possessing  jiroperties  in  all  respects 
the  same,  except  in  those  mechanical  effects  which  are 
immediately  connected  with  the  three  states  just  men- 
tioned. In  fact,  the  state  in  which  water  may  Ix’  found 
is  a mere  accident  consequent  on  the  surrounding  tem- 
perature ; nor  can  one  rather  than  another  state  with 
propriety  be  called  the  natiinil  xtntc  of  the  body. 

If  the  expression  natitrnl  ntnte  have  any  meaning, 
it  must  lx,  that  state  in  which  the  substance  is  most 
commonly  found  ; and  in  that  sense  the  natural  state  of 
water  in  different  parts  of  the  globe  is  different.  ' 

The  variations  of  temperature  incident  to  any  part 
of  our  globe  arc  included  within  no  very  exteniled 
limits  ; and  these  limits  determine  the  Ixidies  which  are 
fouml  to  exist  must  commonly  in  the  several  states  of 
solid,  li(|uid,  and  gas.  A body  whose  boiling  point  is 
below  the  lowest  temnerature  of  the  climate  must  always 
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exist  in  the  state  of  vapour  or  gas,  and  one  whose 
melting  point  is  above  the  highest  teni])erature  in- 
cident to  the  climate  must  always  exist  in  the  solid 
form.  Bodies  whose  melting  ])oint  is  below  the  lowest 
temperature  of  the  climate,  while  their  boiling  jmint  is 
above  the  highest  temperature  of  the  climate,  wdll  per- 
manently exist  in  the  liquid  form.  'I’he  j'crmanent 
gases  afford  examples  of  the  first-mentioned  cla.ss.  Most 
solid  bodies  are  examples  of  the  secon<l  ; and  such 
fluids  as  mercury  are  examples  of  the  third.  A liquid 
w'hose  melting  point  is  a little  above  the  lowest  limit  of 
temperature  will  generally  exist  in  the  liquid  state, 
but  occasionally  in  the  solid.  AVater  is  an  example  of 
this.  A liquid,  on  the  other  hand,  whose  boiling  point 
is  a little  below  the  highest  limit  of  temi)erature,  will 
generally  exist  in  the  liquid  fonn,  but  occasionidly  in 
the  gaseous.  Kther,  in  hot  climates,  is  an  example  of 
this.  Its  Ixjiling  point  is  98°;  and  it  could  not  exist,  at 
certain  seasons  of  the  year,  in  the  liquid  form,  in  India 
and  other  hot  countries. 

Some  borlies  are  at  present  retained  in  the  liquid 
form  only  by  the  atmospheric  pressure.  Kther  and 
rectified  spirits  of  wine  are  example's  of  this.  If  these 
liquids  be  placed  under  a receiver  of  an  air-])ump,  and 
tlie  pressure  of  the  air  be  partially  removed,  they  wdll 
be  observed  to  boil  at  the  ordinary  temperature  of  the 
air ; from  whence  it  appears,  that,  if  the  pressure  of  the 
atmosphere  were  considerably  less  than  it  is,  these  sub- 
stances would  have  existed  only  as  permanent  gases. 

(ireat  convulsions  of  nature,  such  as  earthquakes, 
volcanic  effects,  and  the  like,  by  which  extraordinary 
quantities  of  heat  are  evolved,  form  exceptions  to  this 
uniform  state;  and  the  effects  of  such  exceptions 
are  discoverable  upon  and  beneath  the  surface  of  the 
c'arth : but,  under  ordinary  circumstances,  the  states 
of  gases  or  airs,  of  liquids,  and  of  solids,  are  determined 
by  the  conditions  just  mentioned ; namely,  by  the 
relation  which  their  boiling  and  freezing  points  bpar  to 
the  extreme  limits  of  the  temperature  of  our  climate. 
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These  considerations  will  lead  us  to  perceive  what 
would  be  the  effect,  if  tlie  earth’s  distance  from  the  sun 
were  to  undergo  considerable  change,  eitlier  by  increase 
or  dimihution,  other  circumstances  being  supposed  to 
remain  the  same.  If  its  proximity  to  the  sun  were 
increasoil,  the  increased  influence  of  solar  heat  would 
render  it  impossible  for  many  substances  now  com- 
monly liquid  on  the  surface  of  the  earth  to  exist  in  any 
other  state  than  that  of  air  ; and,  at  the  same  time,  many 
solid  bodies  would  be  incapable  of  maintaining  the  solid 
form,  and  would  become  permanently  liquid.  It  woulil 
be  jK)ssible,  under  such  circumstances,  tliat  the  water 
which  now  constitutes  the  ocean  would  be  changed  into 
an  atmosphere,  and  that  many  of  die  metals  which  now 
exist  in  the  solid  form,  distributed  through  the  earth, 
would  become  liiiuid,  and  rill  the  lietls  of  the  sea.  If,  on 
the  other  hand,  the  distance  from  the  sun  were  con- 
siderably increased,  the  solar  heat  would  unilergo  a 
corresponding  diminution,  and  many  of  the  substances 
which  now  assume  the  litjuid  form  would  then  become 
solid.  The  sea  which  surrounds  the  globe  would  take 
die  form  of  a mass  of  solid  crystal.  Substances  now 
in  the  gaseous  state  might  be  reduced  to  the  form  of 
a li(juid  ; nay,  that  the  atmosphere  should  lie  con- 
verted into  a sea  by  a sufficient  diminution  of  temjier- 
ature,  is  an  effect  not  only  within  the  houruis  of  pos- 
sibility, but  probable  upon  the  clearest  and  liest  founded 
analogy. 

In  reviewing  what  has  been  stated  in  the  present 
chapter,  it  will  be  perceived,  that  the  following  general 
facts  have  lH*en  established,  which  form  the  basis  of 
all  investigations  concerning  the  phenomena  of  the  con- 
version of  liquids  into  vapour  by  ebullition. 

I.  A li(|uid,  when  raised  to  a certain  temperature 
boils,  and  is  converted  into  vapour.  The  boiling  point 
of  a liquid  varies  with  the  pressure  to  which  it  is  sub- 
mitted : the  greater  this  pressure  the  greater  will  be 
the  temperature  at  which  the  liquid  boils. 

II.  During  the  proct'ss  of  ebullition  no  increase  of 
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temperature  takes  place,  though  a considerable  portion 
of  heat  is  imparted  to  the  boiling  liquid. 

III.  Different  liquids  undergo  the  process  of  ebul- 
lition under  the  same  pressure  at  different  temperatures  ; 
and  the  temperature  at  which  a liquid  boils  under  the 
medium  pressure  of  tlie  atmosphere,  or  30  inches  of 
mercury,  is  called  its  boiling  point. 

IV'.  Different  liquids  absorb  lUfferent  quantities  of 
heat  in  the  process  of  ebullition. 

V^  The  elastic  force  of  the  vapour  into  which  a 
liquid  is  converted  is  equal  to  tlie  pressure  under  which 
the  liquid  boils. 

VI.  'i'he  states  of  liquid  or  vapour  are  not  essentially 
connected  witli  the  nature  of  bodies,  but  are  merely 
accidental  on  the  temperature  to  which  bodies  are  ex- 
posed, nor  does  a body  change  its  nature  or  essential 
properties  in  passing  from  the  one  state  to  the  otlier. 
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CII.\P.  VIII. 

OF  THE  NATIRAI,  FORCES  3IAMFF.STED  BY  THE 
EFFECTS  OF  HEAT. 


Having  explained,  in  the  preceding  chapters,  some  of 
the  most  obvious  antf  important  effects  of  heat,  it  will 
be  convenient,  at  this  stage  of  our  progress,  to  pause,  and 
consider  how  such  effects  may  be  generalised  ; to  what 
natural  forces  they  point,  and  how  the  operation  of  such 
forces  is  related  to  other  forces  whose  existence  have 
been  proved,  and  whose  laws  have  been  made  known  in 
otlier  branches  of  natural  philosophy. 

All  the  phenomena  of  mechanical  and  chemical  science 
lead  us  to  the  conclusion  that  bodies  are  not  composed 
of  one  uniform  and  continued  material,  which  fills  all 
tlie  space  within  their  external  limits  or  surfaces  ; hut, 
on  the  contrary,  that  they  are  aggregations  of  extremely 
minute  particles,  or  molecules,  which  are  held  togethiT 
by  certain  natural  forces  or  attractions.  The  circum- 
stances which  countenance  such  a supposition,  and 
which,  indeed,  give  to  any  other  the  utmost  conceivable 
degree  of  improbability,  are  so  innumerable,  that  it 
would  be  vain  even  to  refer  to  them  here.  They  form 
the  whole  body  of  physical  science. 

'file  space  included  within  the  external  surfaces,  or 
limits,  of  a body,  is  called  its  volume  or  bulk,  ^^'ithin 
tliat  space  the  molecules,  or  particles,  which  form  its 
mass  are  contained,  but  they  do  not  fill  the  volume. 
Iletween  them  are  internticee  composing  a part  of  the 
volume,  though  not  occupied  by  these  molecules ; and 
these  interstitial  spaces  are  called  pores.  Admitting 
that  bodies  are  composed  of  distinct  particles,  it  is  de- 
monstrable that  these  particles  are  not  in  contact,  but 
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are  separated  by  those  spaces  or  pores  just  mentioned. 
Many  solid  bodies  permit  liijiuds  or  gases  to  penetrate 
their  dimensions,  the  particles  of’  the  latter  passing  into 
the  pores  or  interstices  of  the  former. 

Liquids,  when  mixed  together,  frequently  occupy  a 
less  space  than  when  existing  separately.  In  this  case, 
therefore,  the  particles  of  one  liquid  must  penetrate  the 
pores  of  the  other.  The  existence  of  such  pores,  in 
bodies  in  the  vaporous  or  gaseous  form,  is  still  more 
apparent,  inasmuch  as  they  admit  of  condensation  and 
expansion  by  mechanical  pressure ; but  the  most  un- 
(Hjuivocal  jiroof  of  the  existence  of  pores  within  the 
dimensions  of  all  bodies  whatever,  is  the  fact  that  they 
all  enlarge  and  contract  their  dimensions  by  change  of 
temiierature. 

Lilt  nature  does  not  stop  here  in  the  indications  she 
ail’ords  us  of  the  constitution  of  bodies.  Not  only  do 
w'e  find  proofs  that  bodies  consist  of  these  infinitely 
minute  molecules,  hut  we  also  discover,  in  the  effects 
of  crystallisation,  clear  evidence  that  such  molecules 
in  different  bodies  have  different  shapes,  which  shapes 
are  plainly  indicated  to  us  by  the  effects  of  crystallisa- 
tion, although  the  particles  which  affect  such  forms  be 
so  infinitely  minute  as  to  elude  all  means  of  direct  ob- 
servation, even  with  the  aid  which  the  powers  of  science 
can  afford  to  the  senses. 

llodies  composed  of  such  particles  are  found  to  exist 
in  a great  variety  of  states.  In'some  the  particles  form 
haril  cohesive  masses  ; in  others,  they  are  soft  and  glu- 
tinous ; in  others,  brittle  and  friable ; in  others,  again, 
as  liquids,  apparently  liberated  from  all  connection,  and 
capable  of  bting  scattered  and  separated  by  the  slightest 
external  force ; while,  in  another  form,  the  gaseous, 
they  seem  endowed  with  a jirinciple  by  which  tliey 
have  a tendency  to  dy  asunder  with  considerable 
force.  To  account  for  these  effects,  we  must  suppose  a 
class  of  physical  agents  acting  on  the  component  mole- 
cules of  bodies  analogous  to  those  agents  with  which 
astronomy  and  mechanics  make  us  acquainted,  and 
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which  act  on  larp:er  masses.  By  the  force  of  gravi- 
tation the  masses  of  the  planets  and  .satellites  have  a 
tendency  to  approach  each  other  with  definite  forces. 
Klectricity  and  magnetism,  in  their  effects,  afford  ex- 
amples of  forces  both  attractive  and  repulsive,  exerted 
by  bodies  of  sensible  magnitude  one  upon  another.  Ana- 
logy, therefore,  leads  us  to  expect  agents  of  a similar 
nature  to  be  exerted  between  the  molecules  of  bodies, 
and  thus  discovers  the  harmony  which  reigns  among 
the  causes  which  maintain  together  the  systems  of  tlie 
universe,  and  those  which  give  coherence  and  form  to 
the  .smaller  bodies  of  which  those  systems  are  com- 
posed. 

The  firm  cohesion  with  which  the  constituent  par- 
ticles of  solid  bodies  are  held  together,  proves  that 
between  these  particles  a strong  attractive  force  exists, 
which  has  Inarn  called  the  riftrnrtintt  of  rohrxion.  In 
different  solids  this  force  acts  with  different  degrees 
of  energy,  and  they  oppose  a corresponding  difficulty  to 
any  attempt  to  separate  or  break  them.  In  liquids 
little  cohesion  is  manifested.  'I’his  is  provi*d  by  the 
facility  with  which  their  parts  are  separated  ; but  yet 
there  are  circumstances  which  indicate  some  degree  of 
the  cohesive  principle:  witness  the  formation  of  liipiids 
info  spherules,  or  drops,  and  the  tendency  which  two 
such  drops  show  to  coalesce.  Different  liquids,  also, 
show  this  tendency  in  different  degrees.  Its  existence 
is  evident  in  viscid  and  oily  liquids ; and  tlie  tendency 
of  water,  mercury,  and  other  liquids,  to  collect  in  drops, 
is  also  a manifestation  of  this  force.  If  different  liquitls 
be  dropped  from  the  li])  of  a vessel  containing  them, 
they  will  fall  in  drops  of  different  sizes,  the  more  cohe- 
sive liquid  falling  in  the  larger  drops.  In  large  masses 
of  li(|uid,  the  effects  of  cohesion  are  overcome  by  the 
predominant  power  of  their  gravity.  In  bodies  in  tlie 
gaseous  form,  a force  is  manifested  the  ojijiosite  of  co- 
hesion, viz.,  a repulsive  force.  'I'he  component  par- 
ticles of  bodies  in  this  form,  having  a tendency  to 
separate  from  each  other  and  fly  asunder,  show  that 
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they  are  each  endowed  with  a repulsive  force  acting  in 
every  direction  round  every  particle. 

\\  e have  seen  that,  when  heat  is  imparted  to  a body, 
its  dimensions  are  immediately  increased;  and  it  is 
found  that  this  increase  takes  |)lace  equally  through 
every  part  of  the  dimensions,  so  that  the  figure  or  shape 
of  the  body  is  preserved,  every  part  being  enlarged  in 
the  same  degree.  Now,  this  effect  must  be  produced 
by  the  constituent  particles  of  the  body  moving  to  a 
greater  distance  asunder  ; and,  since  the  increase  of  di- 
mension takes  place  e(|ually  through  every  part  of  the 
volume  of  the  body,  the  component  particles  must  be 
every  where  separated  equally.  In  fact,  they  have 
driven  each  other  to  a greater  distance  asunder,  and  a 
repulsive  force  has  consequently  been  called  into  action. 
On  the  other  hand,  if  heat  be  abstracted  from  a body, 
its  dimensions  uniformly  contract,  its  figure  being  pre- 
served as  before,  and  the  diminution  of  size  being 
equally  produced  throughout  its  whole  volume.  The 
component  particles  in  this  case,  therefore,  approach 
each  other  equally  throughout  the  whole  volume  of  the 
body  ; in  other  words,  they  are  drawn  together,  and  an 
attractive  force  is  brought  into  action.  But  since,  in 
tlie  first  case,  the  separation  of  the  particles  was  not 
complete,  and  the  body  was  still  held  in  the  solid  form 
by  a sufficiently  strong  cohesive  force,  the  effects  pro- 
duced by  the  increase  or  diminution  of  temperature,  in 
this  case,  was  to  diminish  or  increase  the  cohesive  force, 
so  as,  in  the  one  case,  to  compel  the  particles  to  be  drawn 
together  within  a less  space ; and,  in  the  other,  to  al- 
low them  to  separate  and  fill  a greater  space. 

These  phenomena  indicate  the  presence  of  two  anta- 
gonist forces,  acting  at  the  same  time  on  the  constituent 
particles,  and  suspending  them  in  equilibrium  ; namely, 
the  repulsive  agent,  determined  by  the  presence  of  heat, 
and  increased  in  its  energy  by  the  increased  application 
of  that  physical  principle  ; and  the  attractive  force,  with 
which  the  particles  are  naturally  condensed,  and  by 
which  they  always  have  a tendency  to  cohere  in  solid 
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masses.  So  long  as  the  energy  of  the  cohesive  prin- 
ciple exceeds  the  power  of  the  repulsive  force  producetl 
by  heat,  the  body  will  remain  in  a solid  state ; but  by 
the  continued  application  of  beat,  the  energy  of  the 
repulsive  principle  being  increased,  and  the  jiarticles 
continually  .separated,  these  two  powers  will  at  length 
lie  brought  nearly  to  the  state  of  equilibrium.  'I'he 
separate  weight  of  the  particles  of  the  Iwdy  will  at 
lengtli  overcome  that  portion  of  the  cohesive  force  which 
remains  unbalanced  by  the  repulsive  effects  produceil  by 
heat,  and  the  particles  will  fall  asunder  by  their  gravity, 
and  the  mass  will  pass  into  the  state  of  a liquid.  'I'he 
continued  application  of  heat  to  a body  in  this  form 
will  still  cause  its  particles  to  separate,  and,  therefore, 
enlarge  its  dimensions,  until  at  length  the  repulsive 
principle,  first  becoming  e(jual  to  the  cohesive,  then 
surpasses  it,  and  actually  causes  the  constituent  partick*s, 
by  repelling  each  other,  to  Hy  asunder : they  thus  pass 
into  the  state  of  vapour,  and  the  body  assumes  the 
gaseous  form. 

It  is  obvious  that  the  continual  abstraction  of  heat 
producing  a constant  diminution  in  tlie  energy  of  the 
repulsive  force,  and  therefore  giving  efficacy  to  the  co- 
hesive force,  would  be  attended,  with  a series  of  effects 
in  exactly  the  opj)osite  order.  A body  in  the  gaseous 
form,  first  gradually  losing  its  elasticity,  would  at  length 
lx>  brought  to  that  state  in  which  the  repui.sion  of  its 
particles  e.xactly  equalled  their  attraction,  and  die  body 
would  jiass  into  the  hquid  form.  A further  diminution 
of  the  repulsive  principle  would  give  the  liquid  a greater 
degree  of  cohesion,  until  at  length  the  excess  cf  the  co- 
hesive principle  over  the  repulsive  would  be  more  tlian 
sufficient  to  balance  the  separate  gravity  of  tlie  con- 
stituent pardcles,  and  the  mass  would  cohere  and  exist 
in  the  solid  state.  The  condensation  of  gases  and  of 
vapours,  and  the  solidification  of  liquids,  are  effects 
whicli  confirm  these  views. 

1 he  atmospheric  jircssure,  or  any  other  mechanical 
force  acting  on  the  surfaces  of  a body,  and  tending  to 
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comjiress  its  mass,  has  an  effect  njion  its  component 
particles  similar  to  their  cohesion,  differing,  however, 
in  degree.  Such  a force  has  a tendency  to  maintain 
die  particles  of  the  mass  together*  and,  in  fact,  con- 
s|)ires  with  cohesion  in  resisting  the  influence  of  the 
repulsive  force  awakened  by  the  effects  of  heat.  A\'e 
should  hence  expect  that  such  a pressure  exerted  on 
a body  would  retard  its  liquefaction  if  solid,  and  its 
vaporisation  if  liquid.  ^\'e  find,  however,  that,  in  or- 
dinary cases,  the  process  of  the  liquefaction  of  a solid 
by  heat  is  not  affected  either  by  the  atmospheric  pres- 
sure, or  by  any  other  pressure,  however  high  in  degree, 
artificially  produced.  In  some  cases,  however,  it  would 
appear  that  the  process  of  solidification  is  determineil 
by  the  introduction  and  pressure  on  the  surface  of  a 
liquid.  AVhen  certain  liquids  holding  salts  in  solution 
are  cooled  below  their  freezing  jioint  in  a covered  vessel, 
tlie  solidification  is  immediately  determined  by  ad- 
mitting the  pressure  of  the  atmosphere  suddenly  upon 
Uieir  surface. 

In  the  case,  however,  of  the  transition  of  a liquid  to 
vapour  by  the  increase  of  heat,  or  the  condensation  of 
a vapour  into  a liquid  by  its  diminution,  atmospheric 
or  other  similar  pressure,  artificially  produced,  is  at- 
tended, as  has  been  seen,  with  a very  decided  effect. 
The  cohesion,  in  tliis  case,  being  completely  balanced  by 
tlie  repulsive  force,  the  latter  has  only  to  encounter 
tlie  pressure  which  lias  a tendency  to  prevent  the  jiar- 
ticlcs  of  the  liquid  from  Hying  from  its  surface,  'fhe 
repulsive  force  must,  therefore,  more  than  balance  the 
natural  cohesion  of  the  jiarticles  of  a body,  and  must, 
in  addition,  acquire  an  energy  equal  to  the  pres.sure  ex- 
erted by  the  atmosiihere  on  the  surface  of  a liquid 
before  the  liquid  can  pass  into  vapour.  We  accord- 
ingly find,  by  experience,  that,  when  a liquid  boils,  the 
tension,  or  elastic  force,  of  its  vapour  is  exactly  equal  to 
the  pressure  of  the  atmosphere  upon  its  surface ; and 
we  have  seen  that,  by  producing  an  increased  jiressure 
ujion  its  surface,  the  vapour  produced  will  acquire  a 
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corresponding  increase  of  elasricity  ; while,  on  the  other 
hand,  if  the  pressure  be  diminished,  tlie  water  will  re- 
quire less  heat  to  put  it  in  a state  of  ebullition,  and 
tJie  vapour  produced  will  have  a tension,  or  elastic  force, 
eijual  only  to  the  dinunished  pressure. 

Similar  rca.soning  will  also  account  for  the  extreme 
case  in  which  a li(iuid  is  supposed  to  be  confined  in  a 
cdose  vessel  which  it  completely  fills,  and  in  which  no 
space  is  left  for  the  production  of  vapour.  The  liquid 
in  this  case  may  be  heated  to  any  temperature  ; for, 
ev'en  after  the  repulsive  force  produced  by  the  heat 
imparted  to  it  has  balanced  the  cohesive  force  of  the 
[)artick*a,  it  still  has  to  encounter  the  strength  of  the 
vessel  in  which  the  Ii<iuid  is  confined.  This  resistance 
will  continually  oppose  the  increased  tendency  of  the 
licpiid  to  expand,  by  the  increasing  repulsive  force 
introduced. 

In  all  the  changes  here  noticed,  produced  hy  the  in- 
crease or  diminution  of  the  quantity  of  heat  which  a 
Ixidy  contains,  no  change  is  jiroduced  in  the  nature  or 
constitution  of  the  liody,  as  is  evident  from  the  fact, 
tliat,  by  the  alistraction  of  lu*at,  vapour  may  be  con- 
vertwl  into  the  identical  liquid  from  which  it  was  pro- 
duced, ami  by  the  like  alistraction  of  heat  a liquid  may 
lie  converted  into  the  same  solid  from  which  it  was 
obtained  by  the  process  of  fusion.  It  would  seem, 
tlierefore,  that  these  efteets  have  no  other  infiuence  on 
tlie  constituent  particles  of  bodies,  whether  simple  or 
compound,  than  to  change  the  relation  of  the  attractive 
jl  or  repulsive  forces  by  which  these  constituent  jiarticles 
[ act  upon  each  other. 

• I he  researches  of  chemists  make  known  to  us  that 

when  a body  is  formed  by  the  combination  of  two  or 
more  other  bodies,  the  jiarticlcs  or  molecules  combine 
I together,  so  as  to  form  compound  jiarticles  or  molecules 
[rro])er  to  the  ndxture.  If  a Ixidy,  therefore,  be  re- 
' garded  as  a compound  body,  its  molecules  must  be  con- 
sidered as  formed  by  the  combination  of  the  molecules 
of  its  constituent  elements,  and  the  constituent  atoms 
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of  these  molecules  must  be  considered  as  held  together 
by  attractive  forces  similar  to  the  other  attractive  and 
repulsive  forces  observable  in  nature.  A\'hen  heat  is 
applied  to  such  a compouml  body,  its  first  effect  will  be 
die  sejiaraticn  of  the  component  molecules,  so  as  to  pro- 
duce the  effects  in  succession  by  the  transition  from  the 
solid  to  the  liquid,  and  from  the  liquid  to  the  vaporous 
form  ; but  in  these  effects  the  attractions  of  affinity 
which  knit  together  the  constituent  atoms  which  form 
the  molecules  of  the  compound  are  not  always  disturbed. 
Analogy,  however,  leads  us  to  expect  that,  since  the 
continual  ap]ilication  of  heat  may  increase  the  energy 
of  the  repulsive  principle  to  any  required  extent,  it 
may  be  possible  by  this  means  to  overcome  the  affinity 
or  attraction  by  which  the  constituent  atoms  of  the 
molecules  of  the  compound  are  held  together,  and  thus 
to  disengage  them  from  each  other,  and  in  fact  to  de- 
compose the  body,  l^xperience  verifies  this  conjecture. 

If  heat  be  applied  to  liquid  alcohol,  we  shall  first 
observe  the  usual  phenomena  of  tlie  expansion  or  dila- 
tation of  a liquid,  and  next  the  process  of  ebullition, 
and  the  transition  of  the  liquid  into  the  vaporous  state. 
Still  the  body  under  observation  retains  its  nature  and 
its  constitution  unaltered,  being  still  alcohol ; and  its 
molecules  have  suffered  no  other  change  than  a mutual 
increase  of  distance,  by  an  increase  of  their  repulsive 
power.  Let  this  vapour,  however,  be  passed  through 
a tube  of  porcelain  raised  to  a red  heat : we  shall  find 
that  a quantity  of  carbon  will  be  deposited  in  the  solid 
state  in  the  tulK>,  and  that  the  remainder  of  the  vapour 
will  consist  of  permanent  gases,  which  cannot  be  lique- 
fied by  any  reduction  of  temperature  which  is  ]>rac- 
tically  attainable.  In  this  case,  the  repulsive  power 
jiroduced  by  the  intense  heat  was  sufficient  to  tear 
asunder  the  constituent  atoms  of  the  molecules  of  the 
alcohol.  These  molecules  were  therefore  formed  by 
tlie  combination  of  atoms  of  charcoal  with  atoms  of 
the  permanent  gases,  which  were  obtained  by  passing 
die  alcohol  through  the  tube. 
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In  this  example  the  atoms  which  form  the  molecules 
of  the  body  under  consideration,  were  held  together  by 
a force  of  great  intensity,  and  accordingly  required  a 
high  degree  of  the  repulsive  principle,  and  therefore 
a fierce  temperature,  to  tear  them  asunder.  This, 
however,  is  not  always  the  case.  The  constituent 
particles  of  compound  bodies  are  frequently  combined 
by  comparatively  weak  affinities,  and  in  such  cases  they 
may  be  separated  by  exposure  to  much  lower  tein- 
jieratures. 

If  salt  be  dissolved  in  water  a chemical  combination 
will  be  formed,  and  the  molecules  of  the  compound  will 
be  composed  of  atoms  of  salt  combined  with  atoms  of 
water,  these  being  held  together  by  the  force  of  their 
affinity,  and  thus  forming  the  molecules  of  the  mixture. 
Let  such  a solution  be  placed  in  a glass  vessel  similar  to 
li,  represented  in  Jig.  20.,  closed  at  the  top,  and  termi- 
nating in  a tube  which  is  carried  to  another  vessel  1), 
immersed  in  cold  water.  If  heat  be  applied  to  the 
vessel  B sufficient  to  boil  tlie  solution  containeil  in  it, 
it  will  be  found  that  the  vapour  produced  will  pass 
tlu-ough  the  tube  C,  and  will  be  condensed  into  a liquid 
in  the  vessel  1).  After  this  process  has  been  continued 
for  a certain  length  of  time,  it  will  be  found  that  nothing 
but  solid  crystals  of  salt  will  remain  in  the  vessel  B, 
and  the  liquid  condensed  in  the  vessel  1)  will  he  pure 
water.  If  the  masses  of  water  and  salt  in  the  two  ves- 
sels be  weighed,  their  weights,  taken  together,  will  be 
precisely  the  weight  of  the  solution  first  placed  in  the 
vessel  B. 

In  this  case  the  repulsive  force  protluced  by  the  heat 
imparteil  to  the  solution  caused  the  atoms  of  water  to 
separate  from  the  atoms  of  salt,  and  carried  the  former 
over  in  the  fonn  of  vapour  into  the  vessel  I>,  where 
they  were  condensed.  The  same  degree  of  repulsive 
force  was  unable  to  overcome  the  natural  cohesion  be- 
tween the  jiarticles  of  salt : the  latter,  therefore,  formed 
into  solid  crystals,  and  remained  in  that  form  in  the 
vessel  B. 
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The  process  by  which  mercury  is  purified^  preparatory 
to  its  use  in  the  barometer  or  thermometer,  depends  on 
a similar  principle.  Other  liquids  combine  with  mer- 
cury and  render  it  impure;  but  the  temperature  at  which 
mercury  boils  is  considerably  higher  than  the  boiling 
point  of  any  known  liquid.  By  boihng  the  mercury, 
therefore,  such  a temperature  will  be  communicated  to 
it  that  all  liquids  intermixed  with  it  must  necessarily 
separate  from  it  in  the  form  of  vapour,  leaving  be- 
hind the  pure  mercury. 

Salt  dissolved  in  water  diminishes  the  cohesive  force 
of  the  particles  of  that  liquid,  and,  therefore,  lowers 
its  freezing  point.  In  some  cases  it  is  found,  that, 
in  the  process  of  congelation  of  such  a solution,  tlie 
water  rejects  a portion  of  the  salt  in  the  process  of 
solidifying ; so  that  if  the  ice  which  is  formed  were 
melted,  it  would  be  found  to  be  a weaker  solution  than 
the  original  mass  before  congelation,  and,  therefore, 
much  weaker  than  that  jiortion  which  remains  uncon- 
gealed. In  this  case,  the  diminution  of  the  repulsive 
force,  by  the  abstraction  of  heat,  so  far  gives  play  to  the 
natural  cohesive  force  of  the  jiarticles  of  water,  that  tliey 
reject  a portion  of  the  salt,  and  combine  into  a solicL 

The  process  of  smelting  metals  is  one  in  which,  by 
the  action  of  heat,  heterogenous  materials  are  separated. 
The  metal,  as  it  exists  in  ore,  is  combined  with  earths 
,and  other  substances,  many  of  which  require,  for 
their  fusion,  a temperature  very  much  above  tlie  fusing 
point  of  the  metal.  In  this  case,  the  ore  being  exposed 
to  the  action  of  bre,  the  metallic  portion  will  lie  re- 
duced to  the  liquid  ; while  the  superior  cohesive  attrac- 
tion of  the  other  elements  causes  them  to  continue  in 
the  solid  state,  and  the  separation  of  the  metal  from 
them  is  thus  effected. 

Al’hen  metals  are  reduced  by  heat  to  the  liquid  form 
and  are  mixed  together,  chemical  affinities  are  brought 
into  play  in  the  same  manner  as  hap]>ens  with  bodies 
which  commonly  exist  in  tlie  liquid  state.  The  atoms 
of  the  different  metals,  combining  so  as  to  form  mole- 
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cules  of  the  new  compound,  possess  properties  distinct 
from  those  of  the  constituent  parts.  The  metals  thus 
formed  are  called  alhiis;  and  it  is  remarkable,  that, 
besides  differing  in  other  properties,  their  jioints  of 
fusion  are  totally  different  from,  and  apparently  inde- 
pendent of,  the  points  of  fusion  of  their  constituent' 
elements.  It  frequently  happens  that  an  alloy  of  two 
or  more  metals  thus  formed  fuses  at  a much  lower  tem- 
jierature  than  any  of  the  metals  of  which  it  is  composed. 
An  alloy  of  lead,  tin,  and  bismuth,  in  the  proportions, 
by  weight,  of  two,  three,  and  five,  fusils  at  the  tem- 
perature of  while  the  melting  point  of  lead  is 

59+“,  that  of  bismuth  and  that  of  tin  442°. 

Another  alloy  of  the  same  metals,  in  the  proportion,  by 
weight,  of  five,  three,  and  eight,  fuses  at  210°. 

An  alloy  aln>ady  alludeil  to,  called  “ Rose’s  fusible 
metal,”  composed  of  bismuth,  lead,  and  tin,  in  the  pro- 
portion, by  weight,  of  two  parts  of  bismuth  to  one  of 
lead  and  one  of  tin,  fuses  at  200y°,  being  nearly  12° 
below  the  temperature  of  boiling  water. 

When  bodies  which  attract  t>ach  other  come  into 
close  proximity,  effects  are  produced,  depentling  on  the 
figure  or  shape  of  the  attractive  Iwdies,  which  are  not 
observable  when  their  distances  from  each  other  is  con- 
siderable, compared  with  their  magnitude.  The  reason 
of  this  will  be  cwsily  comprehentled.  Let  us  suppose  a 
body  formed,  like  the  earth,  in  the  shajx'  of  what  is 
calletl  an  oblate  s])heroid,  having  a redundancy  of  matter 
collected  about  its  e(|uator,  and  a deficiency  or  flatness 
at  its  jwles.  If  a body  attracted  by  this  he  placed  at 
an  immense  distance  from  it,  compared  with  its  own 
diameter,  all  parts  of  the  earth  will  be  at  nearly  cijual 
distances  from  the  Ixidy  in  question  ; for  although  the 
diameter  of  the  earth  may  lx*  considerable,  yet  it  Ixxomes 
a mere  point  compared  with  the  distance  of  the  body 
attracted.  'I'he  whole  mass  of  the  earth,  therefore,  will 
aet  on  the  body  by  its  attraction,  in  the  same  manner 
as  if  it  were  concentrated  into  a single  point.  If  the 
attracted  body  approach  nearer  to  the  earth,  then  the 
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different  parts  of  its  mass  will  begin  to  produce  very 
ilifterent  effects.  The  redundant  matter  collected  round 
the  equator  will  produce  an  attraction  to  which  there  is 
no  corresponding  effect  to  be  found  at  the  poles.  The 
attracted  body  will,  tlierefore,  suffer  a change  in  its 
motion,  in  conformity  with  such  modified  force  ; and  if 
the  attracted  body  itself  have  the  same  shape  as  the 
earth,  it  will  exert  on  the  earth  a similar  effect,  and  the 
two  bodies,  in  approacliing  each  other,  will  so  adjust 
themselves,  in  obedience  to  the  force  thus  peculiarly 
modified,  as  to  present  to  each  other  those  sides  which 
are  influenced  by  the  strongest  attraction,  and  they  will 
always  meet  and  come  into  contact  in  one  particular 
position.  But  if  two  such  bodies  were  jierfectly  regular 
spheres,  of  uniform  constitution  throughout  their  di- 
mensions, then  all  sides  would  jiresent  equal  attractions; 
and  it  would  be  a matter  of  indifference  in  what  position 
such  bodies  would  come  into  contact. 

Now,  if,  instead  of  supjiosing  two  bodies  of  a peculiar 
shape,  so  as  to  present  different  degrees  of  attraction  at 
different  points  of  their  surfaces,  we  supj)ose  a vast 
number  of  such  bodies,  placed,  in  the  first  instance,  at 
great  distances  asumler,  exerting  on  each  other  mutual 
attractions,  these  bodies  will,  at  first,  ajiproach  each 
other  so  as  to  collect  within  a more  limited  space;'  but, 
as  yet,  their  mutual  distances  may  be  so  great,  that  the 
peculiar  modifications  of  attraction  depending  on  their 
figure  will  not  be  called  into  action.  As  they  come  into 
a state  of  greater  proximity,  their  magnitudes  begin  to 
bear  a sensible  proportion  to  their  mutual  distances,  and 
the  attractions  depending  on  their  j)eculiar  figures  begin 
to  produce  their  pro}>er  effects.  "J'he  sides  of  the  bodies 
at  which  their  mutual  attraction  is  strongest,  begin  to 
turn  towards  each  other,  and  at  length,  when  they 
coalesce,  they  will  all  arrange  themselves  regularly  side 
by  side,  in  accordance  with  the  principle  by  which  their 
common  figure  regulates  their  common  attractions. 

Under  such  circumstances,  it  wUl  be  easily  con- 
ceived that,  in  arranging  themselves  in  tliis  peculiar 
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manner,  their  mass  may  fill  a pfreater  space  than  it 
would  till  if  mixed  together  according  to  other  arrange- 
ments. If  a numlier  of  solid  bodies,  all  of  the  same 
shape,  be  built  or  arranged  one  beside  and  over  another, 
so  that  each  shall  be  placed  in  some  detenninate  position, 
tliey  may  thus  occupy  a much  larger  space  than  if  they 
were  shaken  together  so  as  to  compel  them  to  take  that 
position  in  which  they  would  fill  the  smallest  possible 
volume. 

What  is  true  of  bodies  is  also  true  of  their  component 
particles.  If  the  molecules  of  a body,  therefore,  be 
supposed  to  have  peculiar  forms,  all  the  molecules  of 
the  same  Ixidy,  however,  having  the  same  form,  it  will 
follow,  that  their  cohesive  force,  so  long  as  their  mutual 
distances  are  considerable,  compared  with  their  mag- 
nitudes, will  produce  a ditferent  effect  from  that  which 
will  attend  it  when  they  come  into  closer  proximity. 
'I’hese  peculiar  modifications  of  the  cohesive  force  may 
tlien  come  into  action  on  the  principle  which  has  been  just 
explained  ; the  sides  of  the  molecules  which  have  the 
greatest  attraction  will  present  themselves  towards  each 
other,  and  the  molecules  will  arrange  themselves  according 
to  a regular  and  fixed  principle,  depending  u{>on  their 
shape  and  mutual  attractions.  These  effects  will  be  na- 
turally lookeil  for  when  the  liody  is  passing  from  the  state 
of  liquid  to  the  state  of  solid  ; and  we  accordingly  fintl 
anomalous  circumstances  respecting  their  dilatation  and 
contraction  at  these  critical  points.  M’^ater,  as  we  have 
seen,  lK»gins  to  expand  at  alxiut  8°  above  the  temperature 
at  which  it  solidifit*s.  It  is  consistent  with  the  prt'sent 
reasoning  to  suppose,  that,  at  this  point,  the  molecules 
begin  to  be  aflected  by  the  attraction  depending  upon 
their  peculiar  configuration,  and  that,  in  turning  towards 
tJte  positions  determined  by  this  attraction,  they  are 
caused,  by  their  figure,  to  occupy  a larger  space  than 
liefore,  and  that,  as  the  liciuid  approaches  the  freezing 
temperature,  turning  more  and  more  into  this  position, 
they  occupy  a still  increasing  space.  At  the  moment 
of  solidification,  a sudden  and  considerable  increase  of 
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volume  takes  place  ; for,  at  that  moment,  the  particles 
all  arrange  themselves  perfectly  side  by  side  in  the  jio- 
sition  determined  by  their  mutual  attractions. 

These  views  are  further  confirmed  by  the  fact,  that, 
when  liquid  bodies  are  cooled  below  the  freezing  point 
before  they  solidify,  the  dilatation  which  commenced 
above  the  freezing  point  continues,  the  particles  still 
turning  more  and  more  towards  the  position  in  which 
they  finally  adjust  tliemselves  ; but  this  dilatation  which 
is  produced  below  the  freezing  point,  while  the  body 
still  continues  in  the  liquid  state,  is  found  to  be  a part  of 
that  dilatation  which  would  take  place  if  the  body  so- 
lidified at  its  freezing  point.  This  argument  appears  to 
be  conclusive  in  establishing  the  fact,  that  the  dilatation, 
while  liquid,  is  the  same  physical  effect,  and  arises  from 
the  same  physical  cause,  as  tlie  dilatation  which  takes 
place  in  the  act  of  solidification. 

To  say  that  there  are  some  bodies  which  undergo  no 
dilatation,  either  in  solidifying  or  previously,  and  that 
others  actually  contract  in  that  j)rocess,  is  no  objection 
to  this  reasoning.  W'e  have  shown  that  the  molecules, 
which  attract  each  other,  may  have  such  a figure,  that, 
when  they  coalesce,  neitljer  expansion  nor  contraction 
can  be  expected.  Such  would  happen,  for  example, 
with  sphericJfl  molecules.  Again,  it  is  possible  that  the 
arrangement  produced  by  the  presentation  of  their  sides 
of  greatest  attraction  to  one  another  is  that  arrangement 
which  would  cause  the  particles  to  be  collected  in  the 
smallest  possible  volume.  In  such  a case,  the  effects  of 
solidification  would  be  a sudden  contraction,  which  we 
find,  in  fact,  to  take  place  in  mercury  and  most  other 
metals. 

Dr.  Thomson  considers  that  the  force  of  this  reason- 
ing is  somewhat  weakened  by  circumstances  attending 
Uie  cooling  of  water  containing  salt  in  solution.  If 
small  quantities  of  salt  be  dissolved  in  water,  its  freezing 
point,  as  well  as  its  point  of  greatest  density,  is  lowered; 
but  the  point  of  greatest  density  appears  to  be  more  low- 
ered than  the  freezing  point.  AVhen  one  part,  by  weight. 
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of  salt  is  dissolved  in  36  parts  of  water,  the  point  of 
greatest  density  is  said  to  be  below  the  freezing  point ; 
and  it  would,  therefore,  be  necessary  to  suppose  the 
change  of  position  in  the  constituent  particles,  which 
has  been  assumed  in  the  above  reasoning,  to  continue 
after  solidification  has  commenced.  This,  however, 
does  not  seem  to  me  to  be  at  all  difficult.  It  seems  as 
easy  to  imagine  a change  in  the  position  of  the  compo- 
nent particles  of  a solid,  as  a change  in  their  mutual 
distances  ; the  latter  of  which,  undoubtedly,  takes  place 
by  change  of  tem^'erature.  The  case  of  Rose  s fusible 
metal,  which  has  its  extreme  density  considerably  below 
Its  point  of  fusion,  is  likewise  adduced  by  Dr.  Thomson, 
as  throwing  a doubt  upon  the  same  reasoning. 
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VAPORISATION. 

IVhev  a liquid  is  in  a state  of  ebullition^  every  jiart  of 
it  is  brought  to  that  temperature  at  which  it  is  ca- 
pable of  passing  into  vapour ; and  steam  being  produced 
throughout  all  its  dimensions,  but  especially  at  those 
points  to  which  beat  is  more  immediately  applied,  rises 
through  it  like  bubbles  of  air,  and  escapes  at  its  surface. 
This,  however,  is  not  the  only  state  in  which  liquids 
pass  into  vajiour.  At  all  temperatures  whatever,  a liquid 
placed  in  an  open  vessel  will  produce  vapour  from  its 
surface  ; and  this  vapour  will  be  produced  the  more  ra- 
pidly the  higher  the  temperature  of  the  liquid,  and  the 
less  exposed  its  surface  is  to  external  pressure.  This 
cause,  however,  of  the  production  of  vapour  (bffers 
from  ebullition,  inasmuch  as  the  vapour  is  here  pro- 
duced at  the  surface  only,  whereas  in  the  process  of 
ebullition,  it  was  produced  throughout  every  part  of  the 
dimensions  of  the  liquid.  The  production  of  vapour  in 
this  manner,  at  the  surface  of  a liquid,  we  shall  call  by 
tlie  name  vapor  bud  ion. 

M'hen  a liquid  is  exposed  to  a free  atmosphere,  va- 
pour rises  continually  in  this  manner  into  the  air,  and 
is  dissipated  by  currents  of  wind ; the  liquid  is  thus  gra- 
dually wasted,  and,  if  not  replenished,  it  will  at  length 
disappear.  This  process  is  called  evaporation..  We 
shall  consider  these  two  imjiortant  processes  in  the  pre- 
sent and  succeeding  chapiters. 

M’hen  the  vapour  rises  from  the  surface  of  a liquid, 
if  the  space  which  it  enters  be  previously  filled  with 
air,  the  tension  of  the  vapour  becomes  confounded  with 
tliat  of  the  air  with  which  it  is  mixed.  It  would  be  a 
matter  of  some  difficulty  to  examine  the  properties  of 
the  vapour  when  thus  combined  with  anotlier  fluid  of  a 
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different  nature.  But  another  source  of  difficulty  which 
w'ould  tlms  present  itself,  arises  from  the  fact  that  the 
air  sometimes  contains  suspended  in  it  other  vapours, 
the  effects  of  which  w’ould  be  likewise  blended  with  the 
phenomena.  In  order,  therefore,  to  examine  with  ex- 
actness these  several  effects,  it  is  necessary,  first,  to 
determine  the  properties  of  vapour  raised  from  liquids, 
separated  altogether  from  air  or  other  gases,  as  well  as 
from  all  other  vapours.  Having  already  determined  the 
effect  produced  by  heat,  upon  air  or  pure  gases,  it  will 
he  easy,  when  the  properties  of  pure  vapour  are  deter- 
mined, to  examine  the  effects  produced  by  the  mixture 
of  these  with  gases. 


J'aporisation  of  Liqiiid.s  in  a Vacuum. 

The  discovery  and  analysis  of  the  properties  of  vapour 
raiscil  from  liquids,  at  all  temperatures,  are  due  to  the 
labours  of  our  illustrious  countryman  Dalton,  to  whom 
physical  science,  in  other  respects,  stands  so  deeply 
imlehted. 

'1  he  manner  in  which  this  eminent  person  investi- 
gated this  subject  was  equally  remarkable  for  its  sim- 
plicity and  precision.  Let  a glass  tube,  like  those*  used 
for  barometers,  alxnit  .‘10  inches  in  length,  be  filleil  with 
jmre  mercury,  well  purged  of  air,  and  prepared  in  all 
respects  as  it  would  lie  for  a barometer.  This  being 
held  with  its  open  end  upwards,  and  nearly  filled  with 
mercury,  let  the  remainder  be  filled  with  a small  film 
of  the  liquid  whose  vapour  is  to  fx>  examineil.  This 
done,  let  the  finger  be  ajiplied  so  as  to  confine  the  liquid 
in  the  tube  above  the  mercury,  and  let  the  tube  he  thus 
inverted,  and  its  open  end  plunged  in  a cistern  of  mer- 
cury; let  the  finger  fx*  now  removed;  the  small  film  of 
liquid,  by  its  comparative  lightness,  will  ascend  in  the 
glass  tube,  and  will  settle  at  the  top  of  the  mercury.  It 
will  thus  be  separatcil  altogether  from  the  influence  of 
air,  and  will  have,  in  space  above  it,  no  other  fluid  except 
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Its  own  rapour.  That  such  vapour  does  exist  in  the  tube 
above  the  surface  of  the  liquid,  will  he  easily  perceive<l 
by  comparing  the  height  of  the  mercury  in  this  tulxi 
with  its  height  in  a good  barometer.  It  w'ilJ  be  fouiul 
tliat  the  column  in  this  tube  stands  lower  than  in  the 
barometer.  This  effect  is  produced  by  the  va[)our  of  the 
liquid  above  the  mercury  occupying  the  upper  ]>art  of 
the  tube.  '1  he  elastic  force  of  this  va])our  depresses  the 
mercury  in  the  tube  below  the  height  at  which  the 
atmosi)heric  pressure  sustains  it  in  the  barometer.  If  it 
fall  one  inch  below  that  height,  then  the  tension  of  the 
vapour  abov'e  will  he  expressed  by  1 inch  of  mercury  ; 
and  if  the  pressure  of  tlie  atmosj)here  sustain  a column 
of  SO  inches,  it  will  follow  that  the  tension  of  this  va- 
pour is  equal  to  the  .SOth  part  of  the  tension  of  atmo- 
spheric air. 

Above  the  mercury  the  tube  may  he  surrounded  by 
a vessel  containing  water  at  any  proposed  temperature, 
and  by  this  means  the  liquid  may  be  heated  successively 
to  all  required  temperatures,  and  the  depression  of  the 
mercury  produced  by  its  vapour  at  each  temperature 
being  observed,  the  exact  tension  of  the  vapour  will  l>e 
obtained.  A thermometer  immersed  in  the  surrounding 
vessel  of  water  will  give  the  temperature  of  the  vapour. 

It  will  be  evident  that  when  the  tension  of  the  vapour 
in  the  tube,  in  the  above  experiment,  becomes  equal  to 
tlie  atmospheric  pressure,  the  column  of  mercury  in  the 
tube  will  be  depressed  to  the  level  of  the  mercury  in  the 
cistern  ; and  if  the  vapour  acquired  any  higher  tension, 
it  would  be  depressed  below  that  level,  and  the  degree 
of  depression  could  not  be  observed.  Such  an  apparatus 
was  ■ therefore  necessarily  limited  to  the  determination 
of  the  tension  of  vapour  not  exceeding  the  atmospheric 
prcs.su  re. 

I'o  measure  the  tension  of  vapour,  whose  elasticity 
exceeds  the  atmospheric  pressure,  Dalton  used  the 
following  apparatus  : — A B 1)  24.)  is  a tube  in 

tile  form  of  a syphon,  the  extremity  1)  of  the  shorter 
leg  being  closed,  and  the  extremity  A of  the  longer 
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lep  open.  The  curved  part  of  the  tube  is  filled 
witli  mercury  having  above  it,  at  tlie  top  D of  the 
shorter  leg,  a small  quantity  of  the 
liquid  whose  vapour  is  under  exam- 
ination. Let  F be  the  surface  of  the 
mercury  in  the  shorter  leg,  and  Cl  its 
surface  in  the  longer.  The  surface  F 
is  pressed  upwards  by  the  weight  of 
the  column  Cl  E of  mercury,  wliich  is 
above  the  level  of  F in  the  longer 
leg,  in  addition  to  the  atmospheric 
pressure  acting  on  the  surface  Cl.  If 
Cl  E,  then,  be  equal  to  the  height  of 
the  mercury  in  the  barometer,  F will 
be  pressed  upwards  by  a force  equal 
to  twice  the  atmospheric  pressure. 
Again,  if  Cl  E In?  equal  to  twice  the 
height  of  the  barometer,  F will  be 
pressed  upwards  with  the  force  of 
tliree  atmospheres,  and  so  on.  There- 
fore, by  increasing  the  column  of 
mercury  in  die  longer  leg  of  the  tube,  we  can  increa.se  the 
pressure  by  which  the  liquid  is  confined  at  1)  without  limit. 
Let  us  now  suppose  that  the  leg  C 11  is  surrounded  by  a 
vessel  containing  a liquid,  such  as  mercury,  which  is  ca- 
pable of  being  heated  to  any  required  tempeiature.  This 
liquid  will  impart  its  heat  to  the  liquid  included  in  D, 
and  will  cause  it  to  produce  vapour,  die  tension  of  which 
will  corresjiond  to  the  temperature  of  the  surrounding 
liquid.  'I’liis  tension  will  cause  the  mercury  to  rise  in 
the  tube  11  A,  until  a column  is  sustained  above  the 
level  K,  wliich,  added  to  the  atmospheric  jiressure, 
will  bidance  the  tension  of  the  vapour.  By  measuring 
accurately  the  difference  of  the  levels  G and  E for  dif- 
ferent temperatures,  the  pressure  corresponding  to  each 
temiierature  may  be  accurately  obtained. 

By  these  means  Dalton  determined  with  accuracy, 
and  tabulated  the  tension  of  die  vapour  of  water  for  all 
temperatures,  from  32°  to  320°.  Below  32°,  he  com- 
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puted  the  tcnsion_,  by  analogy^  from  the  variations  above 
that  point. 

A table  will  be  found  at  the  end  of  this  volume,  ex- 
hibiting the  tension  of  the  vapour  of  water  corresponding 
to  various  temperatures,  so  far  as  these  tensions  have 
been  determined  by  accurate  experiment.* 

The  elasticity  of  the  vapour  of  water  being  thus  ac- 
curately determined,  through  an  extensive  range  of 
thermoinetric  temperatures,  J)alton  next  directed  his 
attention  to  the  vapours  of  other  liipiids.  Suljihuric 
ether,  alcohol,  liquid  ammonia,  a solution  of  the  mu- 
riate of  lime,  sulphuric  acid,  and  mercury,  were  succes- 
sively brought  under  examination.  From  the  result  of 
his  experiments  he  inferred,  that  the  temperatures  and 
corresponding  pressures  of  the  vapours  of  different 
liquids  had  a relation  which  may  be  expressed  as 
follows : — 

Tint  .smue  irirreane  of  (he  temperature  of  a liquid  will 
alwni/n  iuermse  the  elastic  force  of  its  vapour  in  the 
same  ]>roportion  ; and  this  is  true  of  different  liquids, 
as  veil  as  of  the  same  liquid. 

Thus,  for  exainjile,  the  tension  of  the  vapour  of 
water  at  212°,  and  that  of  pure  alcohol  at  173°,  are 
equal, — being  both  expressed  by  a column  of  thirty 
inches  of  mercury  ; the  difference  of  these  temperatures 

is,  therefore,  3.0°.  The  vapour  of  water  at  1H0°  has  a 
tension  expressed  by  a column  of  fifteen  inches  of  mer- 
cury. If  3.9°  be  subtracted  from  180°,  we  shall  have 
a remainder  of  141°,  at  which  temperature,  therefore, 
alcohol  would  produce  vapour  also  having  a pressure 
equal  to  fifteen  inches  of  mercury  ; and,  in  general,  if 
the  pressure  of  the  vapour  of  water  at  any  given  tem- 
perature be  known,  the  pressure  of  the  vapour  of  al- 
cohol, at  the  temperature  of  3.9°  less,  will  be  equal  to 

it.  Jn  like  manner,  if  the  pressure  of  the  vapour  of 
alcohol  at  any  given  temperature  be  known,  the  pres- 
sure of  the  vapour  of  water,  at  a temperature  of  39° 
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higher,  will  be  equal  to  it.  In  fact,  the  difference  be- 
tween the  temperatures  of  vapours  whose  tension  is 
equal,  will  always  be  equal  to  the  ibfference  between 
the  boiling  points. 

If  this  generalisation  were  admitted,  it  would  appear 
that  when  the  variation  of  the  tension  of  the  vapour  of 
water  through  any  range  of  temperature  is  known,  the 
variation  of  the  tension  of  all  other  liquids,  whose  boiling 
points  are  determined  through  an  equal  range  of  tem- 
perature on  either  side  of  their  boiling  points  respect- 
ively, will  be  likewise  known. 

It  likewise  furnishes  an  easy  means  of  determining 
the  tension  of  the  vapours  of  liijuids  which  boil  at  very 
high  temperatures  by  those  which  boil  at  low  temper- 
atures, provided  the  boiling  points  of  each  be  accurately 
detennined.  'I'bus,  for  example,  if  ether  boil  at  100°, 
tlie  difference  lietween  its  boiling  temperature  and  that 
of  water  will  be  112°.  Now,  if  the  tension  of  the 
vapour  of  ether,  at  200°,  be  observed,  we  shall  have  the 
tension  of  the  vapour  of  water  at  312°;  and  if  the 
tension  of  the  vapour  of  ether  be  observed  at  2.50°,  we 
shall  know  the  tension  of  the  vapour  of  water  at  .31)2°. 
Thus  the  elasticity  of  steam,  of  very  high,  and  somei- 
times  unattainable,  temperatures,  may  be  determined  by 
experiment  on  another  liijuid,  at  temperatures  consitler- 
ably  lower. 

From  this  law  it  also  follows,  that  liquids  which  boil 
at  very  high  temperatures  produce,  at  ordinary  Umiper- 
atures,  no  vapour  of  any  sensible  pressure,  i'ulphuric 
acid  boils  at  the  temperature  of  (>20°,  which  exceeds 
the  temperature  of  boiling  water  by  1-0S°.  Suliihuric 
acid,  therefore,  at  440°,  will  have  a va|)our  of  the 
same  tension  as  water  at  32°.  Now  the  tension  of  the 
vapour  of  water  at  32°  is  equivalent  to  two  tenths  of  an 
inch  of  mercury ; it  follows,  therefore,  that  sulphuric 
acid,  at  ordinary  temperatures,  emits  no  appreciable  va- 
pour. 

'1  his  liquid,  as  well  as  some  oils,  was  examined  by 
MM.  Uerthollet  and  Biot,  with  the  view  to  test  the  law 
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discovered  by  Dalton  ; and  it  was  found  that,  except 
at  very  hif'h  temperatures,  the  tension  of  their  vapour 
was  perfectly  inappreciable. 

Since  mercury  boils  at  a temperature  of  about  4.50° 
above  the  boiling  point  of  water,  it  follows,  for  the 
same  reason,  that  the  tension  of  its  vajiour  at  all  ordinary 
temperatures  must  be  insensible.  'I'his  is  a fact  of 
great  importance  as  affecting  the  result  of  barometric 
observation,  since  there  are  unequivocal  indications  of 
tile  presence  of  a vapour  from  mercury  above  the  liquid 
in  the  barometric  tube.  If  the  tension  of  this  vapour 
were  appreciable,  the  barometric  column  would  not  be 
a true  measure  of  the  atmospheric  pressure. 

Solid  bodies,  which  fuse  and  boil  only  at  very  high 
temperatures,  for  the  same  reason  produce  no  vapour  of 
sensible  pressure  ; nevertheless  the  odours  which  exhale 
from  many  of  them  afford  convincing  evidence  that 
tliey  do  emit  vapours.  Many  metals  have  a distinct 
(xlour,  as  tin,  lead,  and  brass  ; also  other  solids,  as  cam- 
phor, &c. ; nevertheless,  the  vapours  which  these  solids 
emit  have  no  appreciable  degree  of  elasticity. 

Notwithstanding  the  corroboration  derived  from  the 
researches  just  mentioned,  the  law  of  Dalton  has  been 
called  in  question  by  other  philosophers  ; and  subsequent 
experiments  made  by  Dalton  himself  have  induced  him 
to  think  that  the  law  should  be  somewhat  modified. 
From  the  law,  as  originally  announced,  it  would  follow, 
tliat  the  same  increase  of  temperature  would,  in  all 
cases,  be  necessary  to  double  the  force  of  the  vapour 
produced,  whatever  might  be  the  liquid  under  observ- 
ation. Dalton  is  now  of  opinion,  that,  to  double  the 
force  of  the  vapour  of  different  liquids,  different  in- 
crements of  temperature  will  be  necessary,  although,  in 
tlie  same  liquid,  the  same  change  of  temperature  will 
be  necessary  to  double  the  force  of  the  vapour.  The 
subject  is  one,  however,  on  which  we  do  not  yet 
possess  sufficient  grounds  to  form  any  certain  con- 
clusions.* 

• See  Halton’s  New  System  of  Chemistry  vol.  ii.  part  i.  p.  298. 
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A small  quantity  of  salt  of  any  kind  dissolved  in 
water,  causes  the  boiling  point  to  rise  higher  than  that 
of  pure  water.  The  steam,  tlierefore,  of  such  a so- 
lution, at  the  same  temperature,  would  have  a less  de- 
gree of  elasticity  than  the  steam  of  pure  water;  and  this 
is  found  to  be  the  case.  Now,  it  is  a curious  circum- 
stance tliat  tliis  steam  does  not  contain  a single  particle 
of  the  salt  dissolved  in  the  water,  nor  any  substance  but 
pure  water  itself,  which  may  be  made  manifest  by  car- 
rying it  off,  and  condensing  it  in  a separate  vessel. 

Even  when  the  vapour  of  water  is  already  formed, 
its  tension  will  be  attected  by  the  presence  of  salt, 
tliough  not  combined  witli  it.  Let  the  vapour  of  water 
be  formed  at  the  top  of  a barometric  tube,  as  in  Dalton’s 
experiments,  and  let  a small  particle  of  sotia  be  intro- 
duced at  tlie  mouth  of  the  tube,  and  allowed  to  ascend, 
by  its  comparative  levity,  to  the  top.  This  soda,  though 
it  remains  enveloi)ed  in  tlie  liquid,  and  not  a particle  of 
it  passes  into  the  vapour  above,  will,  nevertheless,  in- 
stantly cause  tlie  tension  of  that  vapour  to  decrease ; 
which  will  be  manifested  by  the  ascent  of  the  mercury 
in  the  tube ; and  tliis  diminution  of  tension  will  con- 
tinue, until  tile  tension  arrives  at  that  point  which  cor- 
responds to  the  vapour  of  water  combined  with  soda. 
Not  only  is  there  in  this  case  not  an  atom  of  soda  con- 
tained ill  the  vapour  in  the  tulx*,  but  the  vapour  itself  is 
even  removed  from  direct  contact  with  the  soda  im- 
mersed ill  the  liquid. 

This  singular  effect  may  be  easily  accounted  for,  on 
the  principle  that  pure  water  ami  water  charged  with 
soila  have  difierent  affinities  for  aqueous  vajiour. 

hen  the  water  under  the  vapour  becomes  charged 
with  soda,  its  affinity  for  aqueous  vapour  is  increased, 
ami  the  force  with  which  it  dismisses  that  vapour  from 
its  surface  is  therefore  diminished.  The  aqueous 
vapour  immediately  in  contact  with  the  surface  will 
then  press  on  the  solution  with  more  force  than  the 
solution  itself  emits  vajiour,  and  consequently  a portion 
of  that  vapour  will  be  immediately  condensed.  I’his 
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condensation  will  continue  until  the  vapour  above  the 
solution  in  the  tube  is  rarefied  so  that  its  pressure  has 
become  equal  to  the  force  with  which  the  solution 
dmits  the  aqueous  vapour.  'J'hen  all  further  condens- 
ation will  cease.  It  appears,  therefore,  that  the  aqueous 
vapour  emitted  from  the  solution  of  salt  differs  from 
tlie  aqueous  vapour  emitted  from  jiure  water  at  the 
same  temperature  in  pressure  and  in  density : it  is 
less  dense,  and  has  in  the  same  proj)ortion  a less 
tension. 

It  might  naturally  be  supposed  that  a body  would 
bo  capable  of  vaporising  only  wdien  in  the  liquid  state, 
and  tliat  all  transition  into  the  state  of  vapour  would 
cease  \vhen  a liquid  is  congealed  or  solidified.  This, 
however,  is  not  consistent  with  experience ; and  we 
find,  on  the  contrary,  that  certain  substances,  among 
which  water  is  one,  continue  to  produce  vapour  even  at 
temperatures  below  their  freezing  point.  In  fact,  solids 
themselves  vajioriso ; and  not  only  do  so,  but  it  has 
been  ascertained  that  the  same  relation  subsists  be- 
tween the  tension  of  the  vapours  and  the  temperature 
of  the  solid  producing  it,  as  was  determined  by  Dalton 
to  subsist  between  these  physical  effects  at  temperatures 
above  the  freezing  point.  This  curious  fact  has  been 
determined  by  experiments  instituted  by  M.  (Jay- 
Lussac  in  the  following  manner : — 

Let  All  25.)  be  a barometer  tube  filled  in  the 
usual  ■way  with  mercury,  so  as  to  give  exact  indica- 
tions of  the  atmospheric  pressure.  In  the  same  mer- 
curial cistern.  A,  let  another  barometric  tube,  DII,  be 
inserted,  curved  at  the  top,  and  having  a branch  bend- 
ing slightly  downwards  to  C,  where  the  tube  is  closed. 
Let  a small  quantity  of  water,  or  whatever  other 
liquid  may  be  under  examination,  be  introduced  above 
the  mercury  at  IT,  in  the  same  manner  as  in  Dalton’s 
experiment,  so  that  air  and  every  other  gas  or  vapour, 
except  that  of  the  liquid  under  consideration,  shall  be 
excluded  from  the  space  II  G C.  The  vapour  produced 
by  the  liquid  above  II  will  by  its  tension  depress  the 
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mercury  below  the  level  of  the  mercury  in  the  baro- 
i'/t'.  ‘Jo-  meter  H A.  An  accurately  ilivideil 
] scale,  1’  K,  is  placed  in  front  of  the 

V n provided  with  a micro- 

r scope,  E which  may  be  moved  up 
y wards  and  do'vnwards  on  the  scale 
nlr-  and  screwed  at  any  position.  '1  his 

’ microscope  is  furnished  with  a tine 
wire  which  crosses  the  Held  of  view 
horizontally,  and  which  may  be 
brought  to  concide  exactly  willi  the 
surface  of  the  mercury  in  either 
tube  when  st>e  tlmnigh  tlie  micro- 
seojK".  The  position  of  this  wire 
is  shown  by  a correspouiliug  index 
which  moves  on  a graduated  scale 
In  this  manner  the  position  of  the 
surface  of  mercury  in  either  tube 
may  be  observed  with  tlie  utmost  degree  of  precision, 
and  the  ditference  between  the  elevations  of  the  two 
surfaces  of  mercury  will  always  give  the  column  ol’ 
mercury  the  pressure  of  which  corresponds  to  thi 
tension  of  the  vapour  in  lIlK.  Let  the  Ixmt  arm 
(ir  be  now  immersed  in  the  vessel  m,  containing  a 
freezing  mixture,  and  containing  also  a thermometer,  t. 
The  Umpeiature  of  this  mixture  will  be  indicated  by 
the  thermometer,  t,  and  the  same  temjHjrature  will  be 
communicated  to  Uie  v.apour  condensed  in  C-.  At  first 
Jiis  vapour  will  be  comlensed  into  a liquid,  and  the 
vapour  in  11,  by  its  elastic  force,  will  impel  a fresh 
portion  into  C,  which  will  likewise  be  condensed.  If 
this  be  the  vapour  of  ])ure  water,  and  the  freezing  mix- 
ture in  m have  a temj)erature  below  ,'5‘J  , the  vapour 
thus  condensed  in  ('  will  lx*  frozen,  and  will  collect  in 
the  solid  form  in  the  tube.  This  process  of  congelation 
will  continue  until  the  tensitin  of  the  vapour  emitted 
by  the  ice  in  C will  balance  the  tension  of  the  rarefied 
vapour  in  11.  Thus  the  tulx*  11  (i  C will  contain  in 
diff(.*ent  parts  vapour  of  different  temperatures  ; but,  as  a 
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Iwlance  must  necessarily  be  maintained  lx*tween  them, 
their  U*nsions  must  he  equal.  The  tension,  therefore,  of 
the  va|)our  in  H G,  whatever  he  its  temperature,  must 
he  equal  to  the  tension  of  the  vapour  emitted  hy  the  ice 
in  C ; consi*quently,  it  is  apparent  that  tlie  difterence  of 
tlie  columns  of  mercury  in  tlie  two  tubes  will  exhibit 
the  tension  of  the  vapour  emitted  hy  the  ice  in  C,  at 
the  temperature  indicated  hy  tlie  thermometer,  ^ 

Jn  this  way  the  tension  of  vapour  proceeding  from 
ice  or  any  other  congealed  liquid,  at  all  temjieratures 
which  can  be  obtained  hy  freezing  mixtures  or  other 
means,  may  he  easily  measured. 

Jly  such  experiments  M.  Gny-Lussac  determined  the 
tension  of  the  vaiiour  of  ice  at  various  Uunperatures 
Ih-Iow  the  freezing  point.  'I’he  result  of  Ids  observ- 
ations coincide  with  wonderful  precision  with  the  ten- 
sions comjmted  according  to  the  laws  deduced  from 
Jlalton’s  table,  and  expressed  hy  the  formula  of  Hiot. 
Kor  examiile,  it  was  found  hy  M.  Gay-Lussac  that,  at  a 
temperature  of  below  the  freezing  point,  the  tension 
of  a vapour  jiroceeding  from  ice  was  exjiressed  hy  a 
column  of  mercury  the  height  of  which  was  ()‘0.)d2 
inches.  Now,  the  tension  of  vaijour  at  this  temperature, 
com})Uted  hy  lliot’s  formula,  should  he  eipd valent  to  a 
column  of  mercury  whose  height  is  ()'0.')2fl.  The 
ditterence  between  these  numbers  may  fairly  he  con- 
sidered within  the  limit  of  the  errors  of  observation. 

In  all  these  investigations  respecting  the  tension  and 
temperature  of  vapour,  it  is  of  the  utmost  ini|)ortance 
to  hear  in  mind  that  it  is  understood  that  no  heat  is 
communicated  to  the  vapour  after  vaporisation  ; and, 
consequently,  that  the  va|iour  contains  no  heat  except 
that  which  it  carries  with  it  from  the  liquid.  If  any 
heat  were  communicaU'd  to  it  after  the  form  of  vajiour 
had  hevn  assumed,  this  heat  would  affect  its  tension,  or 
produce  its  dilatation  in  a manner  altogether  different 
from  what  has  been  here  explained.  In  fact,  after 
having  assumed  the  form  of  vapour,  the  body  would 
comport  itself  in  the  same  manner  as  a permanent  gas. 


CHAP.  IX. 


VAPOniSATION. 


211 


These  effects  are,  however,  in  the  present  case,  left 
altogether  out  of  view,  and  the  vajKiur  is  supposed  to 
contain  no  heat  I’xcept  that  which  it  received  from  the 
liquid.  It  is  also  important  to  observe  that  the  liquid 
ir,  supj)Osed  to  be  allowed  to  produce  as  much  vapour  as 
the  space  which  includes  the  vapour  is  capable  of  con- 
taining at  the  pro]H)sed  temperature.  'I’hus,  the  li<)uid 
placed  alxive  the  mercury  in  the  tube,  in  Dalton's  ex- 
periments, when  raised  to  a given  temperatim*,  emits 
va|)our  for  a certain  time  ; the  vapour  collects  in  the 
tube  al)ove  tlie  litpiiil,  and  as  it  collects  its  tension  in- 
creases, until  at  length  the  pressure  which  it  exerts 
on  the  surface  of  the  liquid  stops  the  further  pro- 
duction of  va])Our,  unless  the  temperature  of  the  li(|uid 
l)e  increased.  It  is  in  this  state  the  vapour  is  under- 
stood to  he  ])laced  when  its  tension  and  temj)erature  are 
examineil  and  tabulated. 

A given  space  is  said  to  Ik*  ao^iim/edwith  the  vapour 
of  li(|uid  at  a given  tempi  rature,  when  it  contains  such 
a quantity  of  that  vapour  that  its  tension  will  stop  the 
further  vaporisation  of  the  liquid.  'I’hus,  snipj)ose  a 
sjiace  to  exist  in  a close  vessel  above  the  surface  of  the 
liquid  contaiueil  in  it,  and  that  this  space  is  a perfect 
vacuum.  If  the  licjuid  be  raised  to  a given  U-mpei- 
ature,  as  11)0°,  it  will  produce  vapour,  which  will  col- 
lect in  the  siiacx*  above  the  surface  of  the  liquid,  and 
the  protluction  of  this  vapour  will  continue  until  its 
tension  is  so  increased  by  its  cotii])ression  in  the  cor- 
finetl  space,  that  it  will  exert  on  the  liquid  such  a ])res- 
.sure  as  will  resist  the  tendency  to  vaporise  further. 
This  tension  is  that  which  is  said  to  correspond  to  the 
temperature  of  the  liquid  ; and  in  all  the  experiments 
instituted  with  a view  to  determine  the  relation  between 
the  tension  and  temperature  of  vapour,  it  is  sup])0sed 
that  the  space  including  the  vapour  of  a given  tension 
shall  always  lie  tilled  with  as  much  va])onr  as  the  liquid 
at  the  given  tension  is  capable  of  giving  to  it. 

It  is  held  by  all  who  have  hitherto  directed  their 
attention  to  this  subject,  that  where  a space  is  saturateil 
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l)y  vapour  at  a given  temperature,  any  attempt  at  me- 
chanieal  compression  of  the  vapour,  by  pressing  it  into 
a (liminislied  space,  would  be  immediately  attended  with 
the  conversion  of  a portion  of  the  vapour  into  the  lif|uid 
form,  the  remainder  of  the  vapour  retaining  its  former 
temperature  and  pressure.  For  e.xample,  let  it 
he  supposed  that  a glass  tube.  Jit/.  2().,  C A,  such 
"1C  as  that  used  in  Dalton’s  e.xperiment,  contains  a 
quantity  of  vapour  above  the  mercury  in  the 
y space  lie,  having  a given  temperature  and 
I tension.  If  the  tube  be  sunk  to  a greater  depth 
1 in  tile  cistern  of  mercury,  it  is  said  that  the 
I column  of  mercury.  All,  above  the  level  of  the 

BflH  mercury  in  the  cistern,  will  remain  the  same, 
and  the  effect  will  be,  that  a jiortion  of  vapour 
contained  in  II C will  return  to  the  liquid  form, 

■ and  collect  on  the  surface  of  the  mercury  at  II, 
Avhile  the  remainder  will  continue  in  the  vaporous  form, 
having  the  same  temperature  and  jiressure  as  before. 
Thus,  if  the  tube  be  jjlunged  to  a depth  in  the  vessel 
greater  than  its  present  depth  by  half  the  length  of 
lie,  then  half  the  vapour  in  11  C will  be  converted 
into  liipiid,  the  level  II  C will  remain  exactly  where  it 
was,  and  the  remaining  vapour  will  occujiy  a portion 
of  the  tube  above  II  equal  to  half  the  length  IIC’.  In 
fact,  the  to])  of  the  tube  C will  approach  the  surface 
H of  the  mercury,  through  a space  equal  to  half  of 

lie. 

From  this  conclusion  I cannot  refrain  from  exjiress- 
ing  my  dissent.  I conceive  that,  under  the  circum- 
stances here  described,  the  first  effect  of  the  increased 
depth  of  the  tube  would  be  to  produce  a momentary 
compression  of  the  vapour  contained  in  IIC;  the  con- 
sequence of  which  would  be,  that  its  temperature  would 
rise  to  that  which  corresponds  to  its  increased  tension  ; 
but  immediately  the  surface  of  the  tube  surrounding  it  on 
every  side,  having  a lower  temperature  than  the  vapour 
it  contains,  would  subtract  heat  from  the  vajiour  so  as  to 
cause  it  to  be  condensed  into  a liquid,  'rhe  temperature 
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of  botli  the  remaining  vapour  and  the  liquid  produced  by 
tlie  condensation  would  immediately  fall  to  the  temper- 
ature of  the  tulk’  and  of  the  external  air,  and  conse- 
quently  the  li(|uid  would  be  deposited  above  the  mercury 
at  II,  and  the  remaining  vapour  would  have  the  same 
Umsion  as  before.  But  here  the  circumstances  are  very 
different  from  those  supposed  ; for  an  actual  loss  of  heat 
has  been  sustained.  Indeed,  without  thi.s,  it  would  lx* 
impossible  to  imagine  the  condensation  of  any  portion 
of  the  vapour  into  a liquid  ; for  such  condensation  must 
needs  be  followed  by  the  subtraction  of  all  the  latent 
heat,  which  maintained  so  much  of  the  liipiid  in  the 
vaporous  form.  'I'lie  heat  thus  abstracted  must  then 
be  withdrawn  by  the  surface  of  the  tuhe,  or  otherwise 
it  would  be  impossible  for  the  va]iour  to  return  to  the 
liquid  form.  If,  therefore,  means  were  contrived  by 
which  the  escape  of  the  heat  contained  by  the  vapour 
above  in  the  space  11  ('  were  rendereil  impossible,  I 
hold  it  to  be  evident  that,  in  that  case,  the  compression 
of  the  vapour,  by  the  tube  being  immersed  more  dt'eply 
in  the  mercury,  would  not  cause  any  portion  of  it  to  1h* 
condensed  into  a liijuid,  but  that  such  comjiression 
would  develop  heat,  which  would  rais*-  the  temperature 
of  the  vapour  to  that  which  com'S]>onds  to  the  increased 
jiressure  produced  by  its  increased  density. 

It  is  admitted,  on  all  hands,  that  the  analogous  case 
of  the  rarefaction  of  vajunir  would  be  attended  by 
effects  corresponding  to  these.  If  the  tube  .\C,  in- 
stead of  being  more  ilwply  immersed  in  the  mercury, 
were  raised,  the  space  II  ("  being  supposed  to  be  com- 
pletely tilled  with  vapour,  then  the  vapour  in  Ilf' 
would  expand  into  an  enlarged  space,  and  it  would 
obey  exactly  the  same  laws  as  those  whiih  regulate  the 
expansion  of  air  umler  the  same  circumstances.  In 
ox])anding,  however,  its  temperature  would  fall,  heat 
iK’ing  absorbed  by  its  rarefaction  ; and  with  each  di- 
minished tension  produced  by  this  rarefaction,  it  would 
acquire  the  same  temperature  as  vapour  immediately 
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raised  from  the  liquiil,  under  the  same  pressure,  would 
have. 

I am  not  aware  that  experiments  liave  ever  been 
made  to  decide  these  points;  but  it  must  be  apparent 
tliat  the  condensation  into  a liquid,  which  is  commonly 
said  to  take  jilace  by  the  mere,  comfyrensmu  of  vapour  in 
a saturated  space,  does  not  and  cannot  take  place  owing 
to  mere  compresnimi,  but  that  it  happens  in  consequence 
of  the  esca]>e  of  the  heat  developed  by  that  compression. 

Having  explained  the  methods  by  which  the  tensions 
of  vapours  at  different  temperatures  may  be  determined, 
it  now  remains  to  complete  the  development  of  the 
physical  character  of  vapours,  by  showing  how  the  volume 
and  actual  weight  of  vapour  included  in  it  vary  ; in 
other  words,  to  exhibit  the  si)ecific  gravity  of  the  vapours 
whose  tension  and  temperature  have  been  already  de- 
termined. 'I’he  solution  of  this  problem  is  due  to  the 
labours  of  M.  (lay-Lussac. 

'I'he  great  expansion  which  all  liquids  undergo  %vhen 
converted  into  vajmur,  at  ordinary  pressures,  renders  the 
exact  determination  of  the  specific  gravity  of  vapour  a 
matter  of  considerable  difficulty.  If  a vapour  could 
be  completely  reconverted  into  a liquid,  and  that  liquid 
accurately  weighed,  the  specific  gravity  of  the  vapour 
would  be  known  by  the  i>revious  determination  of  its 
volume,  which  might  be  accurately  measured  ; but  it  is 
not  po.ssible  to  accomplish  this  perfect  condensation  ; 
and,  therefore,  in  order  to  elude  this  obstacle,  M.  (iay- 
Lussac  attacked  the  jiroblem  in  the  other  direction,  and 
weighed  the  liquid  before  converting  it  into  vapour. 

He  formed,  by  means  of  a lamp  and  blowpipe,  small 
Fi;:.  21.  thin  glass  bubbles,  represented  at  27., 


0 nearly  spherical,  but  furnished  with  a small 
Ix'ak,  having  a minute  tubular  aperture. 
One  of  these  bubbles  was  first  very  accu- 


rately weighetl,  when  filled  with  air.  It  was  then  ex- 
posed to  the  flame  of  a lamp,  .so  as  to  produce  a high 
degree  of  rarefaction  in  the  air  which  it  contained,  and 
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was  plunged  in  a vessel  of  the  liquid  to  be  examined. 
The  cold  now  condensing  the  rarefied  air  in  the  bubble, 
the  liquid  rushed  in  through  the  beak,  on  the  same 
principle  as  that  which  we  have  already  mentioned  in 
the  method  for  filling  the  hulhs  of  thermometers.* 
M’hen  the  bubble  was  completely  filled  with  liquid  in 
this  manner,  the  extremity  of  the  beak  was  exposeil  to 
the  flame  of  the  blouq)i|)e,  and,  being  slightly  melted, 
the  liquid  became  hermetically  sealed  in  die  bulb.  The 
bulb  was  again  weighed,  aiul  its  former  weight  lieing 
subtracted  from  that  now  obtained,  the  weiglit  of  tlie 
included  liquid  became  accurately  known.  glass 
cylinder,  of  greater  diameter  than  the  bidh  H,  closed  at 
one  end,  and  open  at  the  other,  was  then  tilled  with 
pure  mercury,  and,  lieing  inverted,  its  ojHii  enil  was 
plunged  in  a cistern  of  that  hijuid.  The  pressure  of 
the  atmosphere  sustained  the  mercury  in  the  glass  cy- 
linder in  the  same  manner  exacdy  as  it  does  in  the  re- 
ceiver in  a pneumatic  trough. + 'I'lie  bulb  containing 
the  liquid  to  be  examined  was  now  introiluced  lielow 
the  mouth  of  the  cylinder  in  the  mercury,  and  lieing 
disengaged,  it  asifiided  to  the  top  of  the  cylinder  by 
reason  of  its  comparative  lightness.  'I'lie  cylinder  was 
then  surrounded  by  another,  containing  water  of  the 
temperature  to  which  it  was  proposed  to  raise  the  liipiid 
in  thebulh  ; and  the  expansion  of  this  liiiuid,  produced 
by  the  increased  temperature  to  which  it  was  thus  ex- 
posed, caused  the  bulb  to  burst,  and  .sot  the  litiuid  free 
in  the  top  of  the  cylinder.  \'apour  was  next  produceil 
from  the  li(|uid,  and  the  evaporation  continued  until 
the  whole  of  the  liquid  was  converted  into  vapour. 
The  size  of  the  bulb  was  so  adjusted,  that  the  heat 
apjilied  to  the  cylinder  was  always  more  than  sufficient 
to  vaporise  the  whole  of  the  liquiil  contained  in  the 
bulb,  so  that  the  space  above  the  mercury  in  the  cydin- 
der,  occupied  by  the  vapour  of  the  liiiuid,  first  became, 
saturated,  aiul  continued  to  he  so  until  the  whole  of  the 

• Sec  page  90. 
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liquid  was  vaporised.  The  additional  heat  imiiarted 
after  tliis  vaporisation  was  completed  acteil  on  the 
vapour  according  to  tlie  laws  by  which  the  permanent 
gases  expand  by  heat,  explained  in  Chapter  1 11.  AV'hen 
the  temperature  of  tlie  vapour  became  equal  to  that  of 
the  surrounding  water,  its  further  exiiansion  ceased, 
and  tlie  surface  of  the  mercury  in  the  cylinder  became 
stationary. 

The  cylinder  being  accurately  graduated,  the  volume 
of  the  vapour  contained  in  it,  in  this  state,  was  observed. 
The  temperature  of  the  same  vapour  was  determined 
by  that  of  the  surrounding  water.  Its  pressure  was 
found  by  measuring  the  height  of  the  surface  of  the 
mercury  in  the  cylinder,  above  the  surface  of  the 
mercury  in  tlie  cistern  in  which  the  cylinder  was  im- 
mersed. The  ditterence  between  tliis  height  and  the 
height  of  the  barometer  at  the  same  period,  allowance 
being  made  for  the  difference  between  the  tempera- 
tures of  the  mercury  in  the  barometer  and  the  mercury 
in  the  cistern,  gave  the  jiressure  of  the  vapour  with 
the  greatest  exactness.  'I'lie  actual  weight  of  the  liquid 
converted  into  vapour  having  been  previously  deter- 
mined all  the  necessary  qualities  of  this  vapour  be- 
came known,  namely,  its  temperature,  volume,  tension, 
and  weight;  and  hence  its  specific  gravity  was  easily 
obtained. 

Hut,  in  this  case,  the  vajiour  was  not  in  that  state  of 
density  which  it  assumes  when  it  jiasses  immediately 
from  the  liquid  to  the  vaporous  form.  In  the  process 
above  described,  the  liquid  was  first  vaporisid,  and 
then  expanded  by  heat  in  the  manner  of  permanent 
gas.  It  is  necessary,  therefore,  to  determine  the 
specific  gravity  which  the  vapour  would  have  if  the 
space  occupied  by  it  at  the  jiresent  temperature  were 
saturated  ; that  is,  if  it  contained  all  the  vapour  which 
a liquid  raised  to  the  proposed  temjierature  could  sup- 
ply to  it  'I’lie  determination  of  this  point  offers  no 
difficulty,  when  we  recollect  the  result  of  Dalton’s  in.^ 
vesiigations.  By  these  we  have  obtained  the  tensions 
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of  the  vapour  at  which  a liquid  at  the  temperature  of 
die  water  surrounding  the  cylinder  in  the  present  in- 
stance would  saturate  the  space  above  the  mercury  in 
the  cylinder.  Now,  this  vapour,  having  the  same  tem- 
perature as  the  vapour  in  the  space,  must  have  a density 
Ix-aring  to  the  density  of  that  vapour  the  same  pro- 
portion as  their  jiressure,  since  they  enjoy  the  same 
|>roperties  as  a permanent  gas  existing  in  the  same 
space  at  the  same  temperature  in  different  degrees  of 
density.  ^Ve  have  only,  therefore,  to  increase  the 
specific  gravity  already  found  for  the  vapour  actually 
contained  in  the  cylinder  above  the  mercury  in  the 
proportion  of  its  tension  anrl  the  tension  of  vapour 
which  would  saturate  that  space  at  the  same  temper- 
ature. Hence,  the  specific  gravity  of  vapour  raised 
immediately  from  the  licjuid  at  a given  temperature, 
under  a given  pressure,  will  be  obtained. 

Hy  such  a process,  M.  (I’ay-Lussac  determined  the 
sjH'cific  gravities  of  the  vapour  of  water  and  several 
other  li(]uids.  'I'he  following  table  includes  the  result 
of  his  investigations,  as  well  as  some  others:  — 


Spr»  ilic  sravitj ; 
air  1. 

Hxilinn  points 

<;tMerT«r. 

Water 

0-fi‘.>3o 

21 2 

r r 1 

I Cf.iv-  Lii'-snc.  ’ 

0-i;-250 

■ Despretz. 

Hydrocyanic  vapour 

t)  <H76 

79-7 

(iiiy-  I.iissac. 

.Alcohol 

1 -6030 

173 

. (iav- I.ussac. 

Alurintic  ether 

2-2I9 

52 

riicnard. 

Sidphiiric  ether 

96 

fiiv-  l.ussac. 

2 -.5808 

D.-spretz. 

Hisidphuret  of  carhon 

1 16 

( rav- 1 .u»-sac. : 

De'pieiz- 

Oil  of  tmpentiiie  - 

5-OUi 

.311 

j ( iav-Lie-sac. 

Ilydriodic  ether 

5 -17  19 

118 

1 Gay-Lussac. 

The  unit  to  which  these  specific  graiities  are  re- 
ferred is  the  specific  gravity  of  air  at  ti  e same  teiu- 
jierafure  as  that  at  which  the  Hijuids  respectively  boiled. 


218 


A TREATISE  ON  HEAT. 


CRAP.  IX. 


The  specific  gravities^  therefore,  are  not  comparable, 
since  they  are  not  all  referred  to  the  same  unit.  Dr. 
1 homson  has  calculated  the  following  table,  exhibiting 
the  actual  specific  gravities  of  the  vapour  of  each  re- 
ferred to  the  specific  gravity  of  air  at  ()0°  as  the  com- 
mon unit. 


S|>eclfic  gravity  at 
boiling  iioiiu ; alfi 
at  go'',  being  1. 

.Steam 

- 0-481 

Hydrocyanic  vajiour 

- 0-912 

Alcohol 

- i-:m 

IMuriatic  ether 

- 2-255 

Sul|)luiric  ether 

- 2-115 

llisulphuret  of  carbon 

- 2 -.‘176 

Oil  of  turpentine 

- :5-:i42 

11  ydriodic  ether 

- 4 -600 

The  specific  gravities  of  the  liquids  from  which  these 

vapours  are  produced  are,  at 

the  temperature  of  f)0°. 

as  follows : — 

S|>eciftc  gravity. 

Water  - 

- 1-000 

Hydrocyanic  acid 

- 0-70.'19 

Alcohol 

- 0-798 

Muriatic  ether  at  41° 

- 0-874 

' Sulphuric  ether 

- 0-6.82 

Hisulphuret  of  carbon 

- 1 -272 

Oil  of  turpentine 

- 0-792 

H ydriodic  ether  at  72°  - 

- 1 -9206 

The  increase  of  dimension  which  liquids  suffer  in 
passing  into  the  form  of  vapour,  is  in  the  same  pro- 
portion as  the  diminution  of  their  specific  gravity.  This 
increase  of  dimension  may,  therefore,  be  computed  from 
their  change  of  specific  gravity.  The  following  table 
exhibits  the  increase  of  volume  which  each  of  the  pre- 
ceding liquids  undergoes  in  passing  from  the  state  of 
liquid  to  the  state  of  vapour,  the  volume  of  the  liquid 
being  taken  at  its  boiling  point*: — 


• Thomson  on  Heat,  p.  220. 
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Increa-se  of  rolumo 
vhtm  converted  into 

Increase  of  rolume ; 
that  of  tur|irntine 

ra)>our. 

rai>our  being  1. 

Water 

- 1689 

- 8-79 

Hydrocyanic  acid 

- 62o  -7 

- 3-25 

Alcohol 

- 49:3  5 

- 2-57 

Muriatic  ether 

- .TN-IS  - 

- 1-6 

Sulphuric  ether 

- 212-18  - 

- 1 -1 

llisulphuret  of  carhon 

- ■1:54 -06' 

- 2 -26 

Oil  of  turpentine 

- 192-15  - 

- 1 

Ilydriodic  ether 

- 13:53 -74 

- 1-7 

It  appears,  from  the  preceding  results,  that  the  vapours 

of  different  liciuids  raised  under  the  same  j»res.sure  ha^t‘ 
no  relation  Ixtween  tlieir  specific  gravities  at  all  cor- 
responding to  the  relation  between  the  specific  gravities 
of  the  liejuids  from  which  they  are  raised.  It  fre- 
quently happens  that  the  lightest  vapours  are  those 
raised  from  the  heaviest  liquids,  and  the  heaviest 
vapours  those  raised  from  the  lightest  li(]uids.  I'hus 
we  find  that  the  relative  weights  of  sulphuric  ether 
and  water  are  in  the  proportion  of  f).32  to  1000,  while 
the  vapour  of  the  former  is  to  that  of  the  latter  in  the 
proportion  of  1 .5  to  481.  I n like  manner,  the  weight 
of  alcohol  is  to  that  of  water  in  the  proportion  of  7.08 
to  1000,  while  those  of  their  vapours  are  in  the  pro- 
portion of  1 .‘1 1 1 to  48 1 . 

M.  (lay- Lussac  observed  the  specific  gravity  of  the 
vapour  produced  by  the  mixture  of  alcohol  with  water 
in  different  proportions,  and  he  fouiul  that  the  volume 
of  vapour  was  the  same  as  it  would  he  if  the  two  liiiuids 
had  heen  se])arately  acted  upon  by  heat.  He  found, 
in  fact,  that  vaporisation  destroyed  the  effect  of  the 
feeble  affinity  with  which  the  two  licjuids  were  com- 
bined. 'fhe  same  circumstance  was  found  to  attend 
mixtures  of  alcohol  and  ether,  and  probably  is  common 
to  all  combinations  in  wliich  the  affinity  is  weak  enough 
to  be  overcome  by  the  repulsive  energy  of  heat  at  tlie 
temperature  of  212°. 
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Vaporisation  of  TJquuls  in  Spares  filled  with  Air  or 

Gases. 

I'lie  common  jmeumatical  jirincipio,  that  the  tension 
of  air  is  increased  in  proportion  as  the  space  into  which 
it  is  com])ressed  is  diminislied,  may  be  viewed  as  the 
immediate  consequence  of  anotlier  property,  viz.,  that 
one  portion  of  air  loses  none  of  its  tension  when  forced 
into  a space  occujjied  by  anotlier  portion  of  the  same 
air.  If,  tlien,  we  have  two  equal  volumes  of  atmo. 
spheric  air,  each  exerting  a j>re.ssure  of  1 Ihs.  on  th.e 
square  inch,  and  that  one  of  these  two  volumes  he 
forced  into  the  space  occupied  by  the  other,  in  that 
space  it  will  exert  the  same  pressure  as  it  exerted  when 
occujiying  a separate  space,  and  in  so  doing  will  not  in 
anywise  rob  of  its  tension  the  air  which  was  jireviouly 
and  is  still  contained  in  that  space.  Hence,  tlic  jiressure 
which  will  he  exerted  on  the  surface  which  now  con- 
tains the  tw'o  masses  of  air  will  be  at  the  rate  of  .‘10  lbs. 
on  each  square  inch.  'I'o  suppose,  that  it  would 
be  less  or  greater  than  this,  would  he  equivalent  to  an 
assumption  that,  by  the  mixture  of  tlie  two  masses  of 
the  same  fluid,  wlien  forced  into  one  space,  some  effect 
would  he  produced  by  them  one  upon  another  which 
would  mutually  alter  their  meclvanical  projierties,  or  in- 
crease or  diminish  their  se]>arate  tensions.  Such  an  effect 
would  bt“  somewhat  analogous  to  chemical  combination, 
whicli  is  known  never  to  take  place  hetw'een  two  masses 
of  the  same  body.  Hence,  the  well  known  law  of 
Mariotte,  that  the  tension  of  a gas  increases  in  the  same 
proportion  as  its  density,  ajipears  to  be  an  obvious  and 
necessary  inference  from  tbe  admitted  fact  that  com- 
pression cannot  exercise  any  chemical  effect  in  modifying 
its  qualities. 

\Vhcn  different  gases  are  forced  into  the  same  volume 
tlie  same  effects  exact'y  will  ensue,  jirovided  that  they 
do  not  combine  chemically.  Thus,  if  two  equal  volumes 
of  different  gases  in  such  states  of  density  as  to  have 
equal  pressures  be  forced  into  the  space  occupied  by 
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one  of  thein,  their  mixture  will  exert  a pressure  equal 
to  twice  tile  previous  pressure  of  eiilier  of  tlie  gases ; 
and  in  general  if  ]>,  p',  p" , &c.,  be  tlie  jiressures 
exerted  by  several  gases,  then  equal  volumes  of  these 
forced  into  the  space  occupied  by  any  one  of  them 
will  exert  a pressure  equal  to  the  sum  of  the  prc*ssures 
]!,  p' , p”,  i^c.  'I'he  pre.ssure  of  the  mixture  will  in  I'act 
be  p p'  4-  p"  itc. 

'I'his  fact,  combined  with  the  pneumatical  law  of 
.Mariotte,  and  the  law  by  which  ga.ses  change  their  ten- 
sion, or  dilate  by  change  of  temjrerature,  explained  in 
('hapter  III.,  will  be  sufficient  to  enable  us  to  solve 
all  problems  respecting  the  mixture  of  gases  at  any 
temperature,  and  under  any  pressure. 

'file  remarkable  property  just  exjilained  respecting 
the  mixture  of  gases,  is  found  to  l>e  likewise  true  with 
respect  to  the  mixture  of  vapours  with  each  other  and 
with  gases.  'I' wo  distinct  vapours  occupying  the  same 
sjiace  have  a tension  equal  to  the  sum  of  their  st'parate 
tensions ; and  a vapour  and  gas  occujiying  the  same 
space,  in  like  manner  have  a tension  equal  to  the  ten- 
sion of  the  gas  added  to  that  of  the  vapour.  This  fact 
has  been  made  manifest  by  the  following  exjieriment  of 
M.  fiay-Lussac  : — bet  A H.  A'//.  2S.,  hi*  a glass  cylinder, 
graduated  so  as  to  mark  portions  of  equal  capacities,  and 
having  stopcocks  II  and  II'  placed  in  tubes  screwed 
into  the  bottom  and  top.  From  the  stopcock  U pro- 
ceeds a bent  tube,  in  the  siphon  form.  A little  above 
the  bottom  of  the  cylinder,  at  'I',  another  glass  tube 
proceeds,  which  is  turned  upwards  to  T',  and  which 
communicates  with  the  cylinder  at  'I'.  'I'his  tube  has 
a diameter  much  smaller  than  the  cylinder.  'I'he 
apparatus  being  well  dried  before  a fire,  so  as  to  expel 
from  it  all  moisture,  the  stojicock  II  is  closed,  and  the 
stopcock  IV  is  ojiened,  and  the  apparatus  is  tilled  with 
mercury  through  the  tube  IV,  and  the  mercury  rises  to 
the  same  level  in  the  tulie  'I’T'as  in  the  tube  IV 
'Fhe  cock  11' is  now  closed,  and  the  globe  <»,  con- 
taining the  gas  under  examination,  furnished  with 
a stopcock  r,  is  screwed  on  the  top  of  the  tube  R . 
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The  two  stopcocks  II'  and  r are  now  openedj  so  as 
to  leave  a free  communication  between  the  gas  in 
Fis-  28.  mercury  in  IT.  If  the  gas, 

as  is  usually  the  case,  have  the  same 
temperature  and  pressure  as  the  atmo- 
S])here,  the  mercury  in  R'  will  maintain  its 
level  undisturbed,  the  pressure  of  the 
gas  u])on  it  balancing  the  ])ressure  of  the 
atmosphere  in  the  tube  T 'V'.  Let  the 
stopcock  R be  now  opened,  the  mercury 
will  flow  through  the  bent  tube  below  by 
its  own  weight,  and  it  will  descend  in  the 
cylinder  A II,  and  in  the  tube  T T': 
the  gas,  meanwhile,  will  flow  through 
the  tube  IT,  and  will  expand  into  the 
upper  part  of  the  cylinder  A R,  which 
the  mercury  has  deserted.  When  a suf- 
ficient quantity  of  gas  has  entered  the 
cylinder  A li,  let  the  sto])Cock  Rbe  closed, 
so  as  to  prevent  the  further  escape  of  the 
mercury.  Let  the  stopcock  R'  be  also 
closed,  and  the  globe  G unscrewed  from 
the  apparatus.  A quantity  of  the  gas 
will  now  be  enclosed  in  the  space  A II  above  the 
mercury ; but  this  gas,  ha\ing  expanded  from  the 
globe  through  an  enlarged  space,  will  have  a less 
tension  than  the  atmosphere,  and,  consequently,  the 
level,  H,  of  the  mercury  in  AB  will  be  higher  than  the 
level  fi  of  the  mercury  in  T T'.  In  order  to  bring  these 
levels  to  coincidence,  let  mercury  be  poured  into  the  tube 
'V',  until  by  its  pressure  the  gas  in  A II  shall  be  con- 
densed, and  acquire  a tension  equal  to  that  of  the  atmo- 
sphere. 'When  this  takes  ]dace,  the  level  of  the  mercury 
in  A B and  T T'  will  coincide. 

Let  IT',  ,/r^.  29.,  be  another  stopcock,  furnished  Avith 
Fig.  29.  a screAv  to  fit  the  tube  R',  and 

V having  attached  to  it  a small  funnel 

'V  to  contain  a liquid.  The  plug 
^ Avhich  turns  in  this  stopcock  is 
b not  pierced,  as  usual,  but  is  fur- 
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nislifd  with  a small  hole,  O,  in  one  side  only,  and 
wliich  is  not  carried  quite  through  it.  M’hen  is 
turned,  so  that  the  mouth  of  this  hole  is  under  the  funnel 
V,  the  hole  will  become  filled  with  liquid  from  the  funnel. 
Mdien  11"  is  turned  half  round,  tlie  mouth  of  the  hole 
will  1)0  presented  downwarils  over  the  tube  11';  and  if 
tlie  stop-cock  R'  l)e  opened,  the  drop  of  liquid  in  the 
hole  O will  fall  into  the  cylinder  A R.  The  stop- cock 
R"  being  again  turned,  another  drop  will  be  received 
into  it  from  the  funnel,  which  may,  in  like  manner,  be 
discharged  into  the  cylimler  A R ; and  this  process  may 
lie  continued  until  as  much  liquid  as  is  necessary  shall 
1)0  jiassed  into  the  cylinder  A R. 

The  liquid  which  is  thus  collected  at  H on  the  sur- 
face of  the  mercurv  will  vaporise,  and  the  vapour  which 
it  proiluces  will  increase  the  tension  of  the  gas  in  A H, 
and  will  cause  the  level  of  the  mercury  to  fall ; but  a 
remarkable  dirterence  will  be  observed  in  tliis  case,  when 
compared  with  that  in  which  the  liquid  was  vaporised  in 
a vacuum.  In  the  latter  case,  the  production  of  vapour 
was  instantaneous,  and  it  arrived  at  its  full  tension  the 
moment  it  received  the  requisite  temperature;  but  here  a 
considerable  time  elapses  before  the  liquid  in  II  gives  out 
as  much  vapour  as  tlie  space  A II  is  capable  of  contain- 
ing. Hence  we  see  that  the  pressure  of  tlie  gas  on  the 
liijuid  retards  the  process  of  vaporisation. 

After  some  time,  however,  the  liquid  collected  on  H 
gives  out  as  much  vapour  as  the  space  above  it  can  con- 
tain, ami  it  ceases  to  va])orisc.  The  level  II  then  be- 
comes stationary  ; and  since  at  the  commencement  of 
tile  process  it  coincided  with  the  level  of  the  mercury  in 
tile  tube  r r’.  it  must  now  be  below  that  level.  The 
two  levels  mav,  however,  be  brought  to  coincide  once 
more  by  opening  the  stop-cock  R,  and  allowing  the  mer- 
cury to  How  from  the  tube  below  it ; the  gas  and  vapour 
in  11  will  then  expand.  The  liquid  resting  upon  H,  as 
it  is  relieved  from  jiressure,  giving  out  more  vapour,  so 
as  to  maintain  the  tension  of  the  vapour  in  A II  at  that 
jioint  which  restrains  the  further  production  of  vapour 
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from  the  lujuid.  AVhen  the  level  of  the  mercury  in  TT' 
and  in  A B are  observed  to  coincide,  let  the  stop-cock  II 
he  again  closed.  'I'he  mixture  of  vapour  and  air  in- 
cluded in  A II  will  now  have  a tension  equal  to  the 
atmospheric  pressure.  The  tension  of  the  air  included 
in  All  may  easily  he  computed;  for,  since  it  had  the 
tension  of  the  atmospheric  pressure  at  the  moment  the 
liquid  was  first  introduced  through  IT,  it  will  have  a 
tension  less  than  that,  in  exactly  the  same  proportion  as  . 
tile  space  it  fills  is  increased.  This  increase  being 
accurately  observed,  its  present  tension  will  he  disco- 
vered. If  this  tension,  then,  be  subtracted  from  the 
atmospheric  pressure  at  the  time  of  the  experiment,  the 
remainder  must  be  the  tension  of  the  vapour  which  is 
mixed  with  the  gas  in  the  space'A  II.  Now,  it  is  found 
by  observation,  that  this  tension  is  exactly  that  which 
airresponds  to  the  tension  of  vapour  produced  in  a 
vacuum  by  the  same  liijuid  at  the  same  temperature ; 
and  hence  we  arrive  at  this  curious  fact, — that  die  liquid 
resting  upon  II  gives  to  the  space  A 11  as  much  vapour, 
and  of  the  same  tension,  as  it  would  give  if  the  space 
A II,  instead  of  being  filled  with  the  gas,  were  a vacuum. 
The  only  difference  in  the  two  cases  is,  that  if  A II  were 
a vacuum,  it  would  be  instantaneously  filled  with  vapour 
of  a tension  due  to  the  temperature  of  the  liquid ; whereas, 
in  the  present  case,  the  vaporisation  takes  place  more 
slowly,  and  it  is  filled  with  the  same  quantity  of  the 
same  vapour  gradually. 

In  the  preceding  process  it  has  been  supposwl  that  a 
sufficient  quantity  of  the  liquid  is  introduced  into  the 
cylinder  A B,  to  sujiply  to  the  space  above  the  liquid 
as  much  vapour  as  it  is  capable  of  containing,  at  the 
j)roposed  temperature  of  the  liquid  : but  if  less  than 
this  quantity  be  introduced,  the  effect  will  be  different. 
Let  us  suppose  that  a single  drop  of  the  liquid  is  allowed 
to  pass  into  A II,  and  that  this  quantity  is  insufficient 
to  saturate  the  space  containing  the  gas.  The  liquid 
will  be  presently  completely  vaporised.  If,  in  this  case. 
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the  mercury  in  the  cylinder  A B,  and  in  the  tube  TT', 
be  brought  to  the  same  level,  by  allowing  a sufficient 
quantity  to  How  from  the  stop-cock  K,  the  tension  of 
the  mixture  of  vapour  and  gas  in  .V  II  will  be  found 
to  be  exactly  e<)ual  to  that  which  it  would  have  if  two 
gases  were  mixed  in  A H.  The  liquid  vaporised  with- 
out saturating  the  space  above  the  mercury  will,  in 
tliis  case,  ])ossess  all  the  characters  of  a permanent 
gas ; its  tension  will  be  diminished  in  proportion  as  the 
space  it  occupies  is  increased,  and  this  property  will 
belong  eijually  to  the  gas  with  which  it  is  mixed,  and 
to  the  mixture  itself,  'riuis  we  see  that  so  long  as  no 
part  of  the  vapour  mixerl  with  the  gas  is  condensed  into 
a liquid,  it  will  possess  the  same  properties  as  a gas  of 
equal  tension,  and  the  mixture  will  undergo  the  same 
changes  of  tension  as  if  it  were  composed  of  two  equi- 
valent permanent  cases. 

In  the  third  chapter  of  this  volume  it  was  shown, 
that  ail  permanent  gases  for  equal  changes  of  temper- 
ature, under  a given  pressure,  undergo  e([ual  dilatations, 
or,  if  not  suffered  to  dilate,  receive  equal  increments  of 
tension.  Kroin  experiments  similar  to  the  above,  it 
follows,  that  this  property  rigorously  extends  to  vapours, 
so  long  as  no  part  of  them  is  allowed  to  pass  into  the 
Liquid  form,  and  that  it  applies  with  equal  exactness  to 
mixtures  of  gases  and  vapours. 

hen  a space  is  tilled  with  a mixture  of  gas  and  va- 
jiour,  these  two  bodies  comport  themselves  under  all 
changes  of  volume,  by  compression  or  rarefaction,  in 
exactly  the  same  manner  as  they  would  if  each  .sepa- 
rately occupied  the  same  space.  The  gas  dilates  and 
contracts,  changing  its  pressure  and  temperature  with 
its  density.  I'lie  vapour  obeys  the  same  law  so  long  as 
no  part  of  it  is  condensed  into  a liquid  ; hut  as  com- 
pression renders  such  condensation  more  easy,  by  the 
more  rapid  development  of  heat,  it  will  in  practice  ge- 
nerally happen,  tliat  when  much  compresshni  is  used,  a 
jwrtion  of  that  quantity  of  heat  will  escape  which  is 
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necessary  to  maintain  the  vapour  in  the  aeriform  state. 
In  that  case  a corresponding  quantity  of  the  vapour  will 
become  liquid,  and  the  remainder  will  be  mixed  with 
the  gas,  having  the  same  tension  which  it  would  have 
if  the  gas  were  not  present. 
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EVAPOU.XTION. 

It  was  long  supposed  that  the  vapour  produced  from 
tlie  surface  of  liquids  exposed  to  the  atmosphere,  was  the 
consequence  of  an  affinity  between  the  particles  of  air 
and  the  particles  of  the  liquid,  by  virtue  of  which  a com- 
bination was  formed,  and,  consequently,  a constant  ab- 
sorption took  place  by  the  air,  of  liquids  exposed  to  it. 
The  properties,  of  vapour,  however,  which  have  been 
discovered  by  the  labours  of  modern  philosophers,  and, 
above  all,  by  those  of  our  distinguished  countryman 
Dalton,  have  proved  the  fallacy  of  this  supposition,  and 
have  shown,  that  all  the  phenomena  of  evaporation  may 
1k‘  accounteil  for  without  supposing  any  affinity  whatever, 
or  other  attraction,  to  exist  between  the  particles  of  at- 
mospberic  air  and  those  of  liquids. 

The  explanation  of  evaporation  on  the  principle  of 
chemical  combination  of  the  vapours  with  air,  was  first 
suggested  by  Halley,  and  supported  by  many  succeeding 
philosophers.  According  to  this  theory,  air  was  con- 
sidered as  having  the  same  effect  on  water,  as  water  wouhl 
have  on  salt,  or  any  other  substance  which  it  might  hold 
in  solution.  'I'he  theory  was  rendered  plausible  by 
the  facility  which  it  offered  in  explaining  some  of  the 
most  obvious  phenomena  of  evaporation,  such  as  the 
circumstance  of  its  being  promoted  by  winds,  and  by 
increase  of  temperature,  ('urrents  of  air  removing  the 
solvent  as  fast  as  it  became  saturated,  brought  a fresh 
portion  of  it  to  receive  vapour,  and  so  the  process  was 
continued  and  stimulated.  Heat,  also,  was  supposed  to 
increase  the  solvent  power  of  the  air  on  water,  in  a 
manner  analogous  to  that  by  which  it  was  known  to  in- 
crease the  solvent  power  of  water  on  other  substances. 

Cl  2 
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Vapour,  however,  at  low  temperatures,  was  considered 
to  possess  no  elasticity,  and  the  discovery  of  the  false- 
hood of  this  supposition  was  the  first  step  towards  re- 
moving tlie  hypothesis  of  Halley ; but  this  theory  reeeived 
its  death-blow  from  the  fact,  that  vapour  is  not  only 
formed  in  a space  where  no  air  is  present,  but,  that  in 
that  space  it  possesses  the  same  elasticity,  and  occupies 
the  same  volume,  as  if  the  same  space  were  filled  with 
the  supposed  solvent ; nay  more,  that  it  is  not  only  pro- 
duced in  such  a space,  but  that  it  is  produced  instanta- 
neously ; whereas,  if  the  supposed  solvent  were  present, 
its  production  would  be  considerably  retarded.  Thus 
it  appeared,  that  the  solution  would  proceed  with  greater 
facility  in  the  absence  of  the  solvent  than  in  its  presence. 

It  has  been  already  shown,  that  liquids  dismiss  va- 
pour, whether  the  space  above  their  surface  be  an  actual 
vacuum,  or  be  filled  with  air  or  other  gas;  and  that,  if 
such  space  be  confined  within  certain  limits,  it  will  be 
capable  of  receiving  from  the  liquids  a different  quan- 
tity of  vapour,  (lej)ending  solely  on  the  temperature  of 
the  liquid  ; and  that  the  quantity,  which  will  saturate 
a given  space,  will  be  the  same,  whether  that  space  be  a 
vacuum,  or  be  occupied  by  atmospheric  air,  or  other 
aeriform  bodies.  The  difference  in  the  phenomena  in 
the  two  cases  will  only  consist  in  the  rate  at  which  the 
saturating  vapour  is  produced  from  the  liquid.  In  the 
case  of  a vacuum  it  is  produced  almost  instantaneously ; 
but  if  air  be  present  its  production  is  retarded,  and  a 
considerable  time  may  elapse  before  the  space  above  the 
liquid  is  saturated. 

All  masses  of  water  placed  on  the  surface  of  the 
globe  have  above  them  a mass  of  atmospheric  air, 
which  at  all  times  maintains  suspended  in  it  a quan- 
tity of  aqueous  vapour,  raised  by  the  process  of 
evaporation  from  the  surfaces  of  this  liquid.  If  the 
quantity  sustained  in  the  atmosphere  be  such  as  to  satu- 
rate the  air.  then  it  is  obvious  that  no  further  evapor- 
ation whatever  can  take  place  at  the  surface  of  the 
water.  This,  however,  does  not  usually  occur.  Most 
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commonly  the  vapour  suspemletl  in  the  atmosphere  is  in- 
sufficient for  its  saturation  ; and  in  this  case  evaporation 
will  take  place.  It  is  the  object  of  the  present  chapter 
to  explain  the  laws  which  attend  this  process  of  evapor- 
ation in  the  open  air. 

Dalton,  to  whose  labours  we  are  indebted  in  this  as 
in  every  other  part  of  the  theory  of  vapours,  investigated 
this  subject,  and  may  be  said  to  have  nearly  exhausted 
it.  He  commenced  by  determining  the  circumstances 
which  attend  the  evaporation  of  water  at  high  temper- 
atures. In  such  cases,  the  tension  of  the  vapour  actu- 
ally suspended  in  the  air  would  produce  an  inappreciable 
affect  on  the  jihenomena,  because  its  tension  would  be 
inconsiderable,  when  compared  with  that  of  the  vapour 
of  water  at  high  temperatures.  In  this  first  experiment, 
therefore,  he  regarded  the  atmosphere  as  perfectly  dry  ; 
and  considered  the  phenomena  to  proceed,  as  they  would 
in  a receiver,  subject  to  the  presence  and  pressure  of 
jrorfectly  dry  air.  A small  vessel,  containing  boiling 
water,  was  suspended  from  the  arm  of  a balance,  and 
accurately  poised.  lamp  was  placeil  under  it,  which 
maintained  it  at  the  boiling  point,  and  its  loss  of  weight 
in  a given  time  by  evaporation  was  accurately  deter- 
mined. 'I’he  same  experiment  was  repeated  with  the 
same  vessel,  at  various  temperatures,  from  2 1!2°  to  1 .‘18°; 
and  the  following  results  were  obtained  : — 


Tempcrntiir«  in  I)i-groe« 
of  I'alirenhcit. 

Klafitic  Korre  of 
Vapour  in  Inches. 

Kvajior.'Uinn  |ior 
Minute  111  (irjiiis. 

O J o O 

.ffO-OO 

30 

ISO 

15-15 

15 

! 1(U 

lO-Il 

10 

1 152 

7-81 

8-5 

m 

6-37 

6 

1.‘18 

5-14 

5 
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From  this  table  it  is  a|)parent,  that,  at  each  temper- 
ature between  the  above  limits,  the  rate  of  evaporation 
is  proportional  to  the  tension  of  the  vapour.  It  will 
easily  be  conceived,  however,  that  the  same  law  cannot 
extend  to  evaporation  at  low  temperatures ; because,  as 
Ute  temperature  of  the  evaporating  Ii()uid  approaches  the 
temperature  of  the  vapour  suspended  in  the  air,  the 
tensions  will  apj)roach  more  nearly  to  ecpiality,  and  the 
resistance  of  the  vajiour  already  suspended  in  the  air 
will  speedily  begin  to  produce  a sensible  effect  on  the 
rate  of  evaporation. 

In  order,  therefore,  to  detect  the  law  by  which  eva- 
poration took  j)lace  at  lower  temperatures,  it  became 
necessary  first  to  determine  the  actual  tension  of  the 
a(|ueous  vapour  suspended  in  the  atmosphere  at  the  time 
of  the  experiment.  The  properties  of  vapour  previously 
discovered  by  Dalton,  led  him  to  an  elegant  and  simple 
solution  of  this  problem. 

'I'he  aqueous  vapour  suspended  in  the  atmosphere, 
not  being  in  a state  of  saturation,  must  be  regarded  as 
having  received  a quantity  of  heat  which  dilated  it,  and 
raised  its  temperature  according  to  the  laws  for  the  di- 
atation  of  the  permanent  gases  after  it  had  passed  from 
the  liquid  to  the  vaporous  state.  Now,  if  all  the  heat 
w'hich  has  been  imparted  to  it,  after  it  had  passed  into 
the  vaporous  state,  be  taken  from  it,  it  will  undergo  a 
diminution  of  temperature,  but  will  not  pass  from  the 
vaporous  to  the  liquid  form.  The  smallest  abstraction 
of  heat  beyond  this  point  w’ill,  however,  cause  a depo- 
sition of  moisture,  and  a partial  condensation  of  the 
vapour.  This  will  be  easily  understood  from  what  has 
iK'en  explained  in  the  preceding  chapters.  If,  there- 
fore, a body  at  a temperature  considerably  lower  than 
that  of  the  atmosphere  be  exposed  to  the  air,  it  will 
first,  by  abstracting  heat  from  the  vapour  in  contact 
with  it,  lower  its  temperature,  until  it  arrives  at  that 
temperature  which  it  had  when  it  passed  from  the 
liquid  to  the  vaporous  state.  If  the  body  be  at  a lower 
temperature,  then,  though  it  can  no  longer  lower  the 
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temperature  of  the  vapour,  it  will  condense  it,  and 
the  vapour  will  deposit  itself  in  the  form  of  dew  on 
tlie  sides  of  the  body.  If  the  body  be  actually  or 
nearly  at  that  temperature  at  which  the  vapour  passed 
from  the  liquid  to  the  aeriform  state,  then  the  com- 
mencement of  the  condensation  will  be  just  indicated 
by  a slight  dulness,  produced  on  the  surface  of  the  body 
by  the  condensation  of  the  smallest  possible  quantity  of 
vapour.  Led  by  such  reasoning,  Dalton  adopted  tlie 
following  means  of  determining  the  temperature  at 
which  the  vapour  suspended  in  the  atmosjihere  had 
passed  from  the  liquid  to  the  aeriform  state ; — He  pouretl 
water,  at  a temperature  below  that  of  the  atmosphere, 
into  a thin  glass  tumbler,  and  exposed  it  to  the  air.  If 
he  observed  an  immediate  and  rapid  deposition  of  dew 
upon  its  surface,  he  then  wipetl  the  vessel  dry,  and 
exposed  it  at  a somewhat  higher  temperature.  He  thus 
continued  to  expose  the  vessel  at  increasing  temper- 
atures, until  he  found  that  temperature  at  which  a de- 
position of  moisture  would  just  take  place  on  its  surface, 
and  such,  that  1°  higher  in  temperature  would  prevent 
such  a condensation  of  vapour.  This,  then,  he  assumed 
to  be  the  temperature  at  which  the  vapour  suspended  in 
the  atmosphere  had  passed  from  the  liquid  to  the  aeriform 
state;  and  the  elasticity  or  tension  corresponding  to  this 
temperature  was  found  from  the  table  of  elasticity  re- 
sulting from  his  former  experiments.  Now,  the  vapour 
actually  suspended  in  the  air  ha»l  a higher  temperature 
than  this,  and  was  raised  to  that  temperature  by  heat 
communicated  to  it  after  it  had  assumed  the  va])orous 
form.  The  additional  tension  imparted  by  this  increase 
of  temperature,  was  easily  computed  by  the  rules  for  the 
dilatation  of  gases  and  vapours  by  heat,  explained  in 
('hapter  111.  Hence  he  computed  the  actual  tension 
of  the  vapour  suspended  in  the  atmosphere. 

'I'lie  water  used  by  Dalton  in  this  experiment  was 
taken  from  dec|)  wells  at  Manchester,  the  temperature 
of  which  was  from  10°  to  13°  colder  than  the  atmo- 
sphere. 'I'his  served  the  purpose  when  the  temperature 
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of  tlie  air  was  not  very  low ; but  in  winter,  when  the 
temperature  was  near  tlie  freezing  point,  it  became  ne- 
cessary to  cool  the  water  by  means  of  ice,  or  a mixture 
of  snow  and  salt,  or  other  freezing  mixtures. 

The  deposition  of  condensed  vapour  with  the  appear- 
ance of  dew,  on  the  external  surface  of  a glass  vessel, 
containing  iced  water,  is  a fact  of  familiar  occurrence.  A 
decanter  of  iced  water,  placed  on  a table,  always  exhibits 
tliis  effect ; and  in  summer,  a decanter  of  fresh  spring 
water  will  be  observed  to  have  a similar  deposition  on 
its  surface. 

He  now  exposed  to  the  air  a vessel  of  water  at  various 
low  temperatures,  and  noted  its  rate  of  evaporation;  using, 
however,  *a  larger  surface,  in  order  to  obtain  a quicker 
evaporation  than  in  the  former  case.  Upon  examining 
the  rates  of  evaporation  resulting  from  these  experi- 
ments, he  found  that  they  were  accurately  proportional 
to  the  difference  between  the  tension  of  vapour,  which 
would  saturate  the  atmosphere  at  the  tcmperattire  of  the 
water,  and  the  tension  of  the  vapour  actually  suspended 
in  it. 

'it  thus  follows,  that  the  rate  of  evaporation  from  the 
surface  of  water,  in  all  states  of  the  atmosphere,  will  be 
proportional  to  the  tension  of  vapour  which  would  satu- 
rate the  air,  diminished  by  the  tension  of  the  vapour 
which  is  actually  contained  in  the  air. 

The  investigations  of  Dalton  were  next  extended  to 
other  liquids  ; and  as  the  portion  of  the  vapours  of  these 
which  would  be  suspended  in  the  atmosphere  would 
be  altogether  insignificant,  the  ])roblern  became  some- 
what more  simple.  The  atmosphere  was  regarded  as 
perfectly  dry  with  respect  to  these  liquids ; and  it  was 
found  that  their  rates  of  evaporation  were,  in  conformity 
with  the  law  already  obtained  for  water  in  a dry  atmo- 
sphere, always  proportional  to  the  tension  of  the  vapour 
of  the  liquid  Avhich  would  saturate  an  empty  space  at 
the  proposed  temperature. 

All  the  preceding  results  have  been  obtained  on  the 
supposition  that  tlie  air  above  the  surface  of  the  eva- 
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poratinjT  liquid  is  perfectly  calm,  so  that  the  same  stra- 
tum shall  always  remain  in  contact  with  the  air,  and 
the  successive  strata  above  it  shall  continue  undisturbed. 
^^hon  this  is  not  the  case,  the  rate  of  evaporation  must 
needs  undergo  a corresponding  change,  and  this  change 
is  generally  one  which  accelerates  it.  .As  tlie  liquid 
imparts  its  vapour  to  the  stratum  immediately  above  it, 
luid  tliat  vapour  passes  from  stratum  to  stratum  uj>- 
wards,  the  evaporation  will  be  slower  in  proportion  to 
tJie  quantity  of  vapour  suspended  in  its  strata ; but  if 
tlie  air  be  agitated,  and  especially  if  a current  of  wind 
pass  across  the  surface  of  the  liquid,  then,  as  fast  as  the 
vapour  is  deposited  in  the  strata,  it  is  carried  oft’,  and 
fresh  portions  of  air  not  impregnated  with  vapour 
take  their  ])lace.  'I'he  evaporation  may,  in  this  case, 
1)0  as  rapid  as  it  would  be  in  perfectly  dry  air,  inas- 
much as  the  air  above  the  liquid  is  never  allowed  to 
accumulate  in  it  any  quantity  of  vapour.  It  may  there- 
fore be  assumed  as  a general  })rinciple,  that  a draft 
maintained  across  the  surface,  or  winds,  or  any  agitation 
of  the  air,  has  a tendency  to  accelerate  the  process  of 
evaporation. 

In  the  experiments  of  Dalton  on  the  vaporisation 
of  boiling  water,  he  found  that  the  rate  of  vapor- 
isation, in  a space  j)erfectly  sheltered  from  currents, 
was  slower  than  when  exposed  to  a draft  j)roduced  by 
open  windows  and  doors,  in  the  proportion  of  2 to  3. 
I'he  evaporation  in  still  air  was  at  the  rate  of  30  grains 
of  water  per  minute;  and  in  a draft,  45  grains  per 
minute. 

Since  the  evaporation  of  different  liquids  is  propor- 
tional to  the  tension  of  their  vapours,  it  follows  that 
liquids  which  boil  at  high  temperatures  must  evaporate 
very  slowly  at  ordinary  temperatures ; for  the  tension 
of  the  vapours  of  such  licpiids  are  insensible  at  all  ordi- 
nary pressures.  Indeed,  sul[)huric  acid,  mercury,  and 
other  like  liquids,  which  boil  at  very  high  temperatures, 
may  be  regarded  as  fixed,  or  having  no  evaporation 
whatever. 
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The  evaporation  of  bodies  whose  boiling  point  is 
high  on  the  thermometric  scale  being  inappreciable  at 
all  moderate  temperatures,  a question  arises,  whether 
the  vaporising  principle  is  subject  to  any  limit  what- 
ever. As  the  diminution  in  the  rate  of  evaporation  is 
subject  to  the  law  of  continuity,  or  undergoes  a slow, 
gradual,  and  continued  diminution  ; the  determination 
of  its  actual  limit,  if  it  has  one,  by  experiment  or  observ- 
ation, must  obviously  be  exceedingly  difficult,  if,  indeed, 
it  be  widiin  the  bounds  of  possibility.  Such  a limit, 
therefore,  if  it  exist,  must  rather  be  sought  for  by 
the  operation  of  the  reason  on  facts  known,  than  by 
tlie  operation  of  the  senses  on  facts  to  be  observed.  A 
system  of  reasoning,  applied  with  great  ingenuity  by 
Dr.  W'ollaston,  to  fix  the  limits  of  the  atmosphere,  has 
been  applied  by  Faraday,  to  show  that  an  actual 
limit  must  exist,  for  a similar  reason,  to  the  operation  of 
the  evaporating  princijde.  Dr.  A\^ollaston  argued,  that 
the  tendency  of  the  molecules  of  the  atmospheric  air  to 
repel  each  other  being  known,  by  direct  observation,  to 
be  subject  to  a continual  diminution,  in  proportion  as 
the  distances  between  the  molecules  increased,  or,  in 
other  words,  in  proportion  to  the  rarefaction  of  the  air ; 
and  the  same  molecules  being  admitted,  in  common  with 
all  other  matter,  to  be  subject  to  the  laws  of  gravitation  ; 
it  follows  inevitably,  that,  when  the  actual  weight  of 
the  molecules  becomes  equal  to  their  mutual  repulsion, 
then,  these  two  forces  balancing  one  another,  the  mole- 
cules will  rest  altogether  like  the  particles  of  a liquid. 
This  must  happen,  therefore,  on  the  top  of  the  atmo- 
sphere, where  it  is  possible  to  conceive  a body,  whose 
specific  gravity  is  less  than  the  specific  gravity  of  air 
in  that  state  of  rarefaction  in  which  the  repulsion  of  its 
molecules  equals  their  weight,  to  float  on  the  surface, 
exactly  in  the  same  manner,  and  for  the  same  reason,  as 
a ship  floats  on  water ; or,  to  come  to  a closer  analogy, 
for  the  same  reason  that  we  see  a balloon  float  between 
two  strata  of  air,  when,  bulk  for  bulk,  it  is  lighter  than 
that  on  which  it  presses,  and  heavier  than  that  imme- 
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(liatcly  above  it.  Now,  admitting  that  the  tendency 
to  evaporation  depends  on  the  energy  of  tlie  repelling 
force  produced  by  the  presence  of  lieat  having  a ten- 
dency to  drive  off  tlie  stratum  of  particles  which  rest 
on  the  surface  of  the  licjuid,  it  will  follow,  that  gravity 
will,  at  length,  balance  or  ])revail  over  the  repulsive 
force,  and  will  prevent  the  particles  from  flying  off  or 
evaporating.  Immeiliately  before  the  liquid  attains  this 
state,  the  repulsive  principle  exceeds  the  gravitating  one 
by  so  exceedingly  small  an  amount,  that  the  quantity  of 
evaporation,  though  not  exactly  nothing,  may  l>e  con- 
ceived to  be  so  extremely  small  as  to  lie  utterly  in- 
appreciable by  any  tlirect  sensible  observation.  Such 
is  Faraday’s  reasoning,  to  prove  that  there  exists 
a limit  in  all  bo<lies  to  the  action  of  the  evaporating 
principle ; and  that  this  limit  is  very  low  in  those  bodies 
that  fuse  at  low  temperatures,  and  that  it  may  be  high 
in  bodies  which  fuse  at  very  high  temperatures. 

If  it  be  admitted  that  the  cvajiorating  principle  has 
no  limit  of  this  nature,  it  will  follow,  that  the  atmo- 
sphere must  always  be  impregnated  with  the  vapours  of 
all  bodies,  whether  solid  or  liquid.  It  is  difficult  to 
imagine  this  to  be  the  case,  without  supposing  a great 
variety  of  chemical  effects  to  be  produced  by  such  a con- 
fusion of  substances,  having  such  an  indefinite  variety 
of  physical  relations  one  to  another.  It  seems  much 
more  probable,  that  the  less  vaporisablc  substances  at 
common  temperatures  are  below  the  va|)orising  limit, 
and  that  the  atmosphere  contains  suspended  in  it 
chiefly  the  vapour  of  water,  with  slight  and  occa- 
sional admixtures  of  the  vapours  of  the  more  volatile 
boilies. 

'fhe  elevation  of  the  average  temperature  of  the  air 
has  a double  effect  on  the  rate  of  evaporation.  Hy 
raising  the  temperature  of  water,  it  has  a tendency  to 
increase  the  rate;  but,  by  causing  an  increased  quantity 
of  vapour  to  be  suspended  in  the  air,  it  has,  on  the 
other  hand,  a contrary  effect,  'fhe  difference  between 
the  extreme  tension  due  to  the  temperature,  and  the 
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tension  of  the  vapour  actually  suspended,  is,  perhaps, 
greater  in  warm  tlian  in  cold  weather  ; because  in  cold 
weather  the  atmosphere  is  nearer  its  point  of  saturation 
than  in  warm  weather.  Hence  the  rate  of  evaporation 
is  probably  greater  in  summer  than  in  winter. 

The  method  adopted  by  Dalton  for  determining  the 
tension  of  vapour  suspended  in  the  atmosphere  at  any 
given  time,  is,  perhaps  in  skilful  hands,  more  exact 
titan  any  which  has  since  been  discovered  ; especially  if 
tlie  glass  vessel  used  be  sufficiently  thin.  Dr.  Thomson 
states,  that  he  has  submitted  to  experiment  other  in- 
struments for  the  same  jturpose,  and  this  simple  one; 
and  that  he  is  satisfied  that  the  results  obtained  by  tlve 
la.st  are  susceptible  of  the  highest  degree  of  accuracy. 

Other  instruments,  however,  have  been  contrived 
for  determining  the  quantity  of  vapour  suspended  in 
the  atmosphere,  and  are  called  hygroineterft,  or  measures 
of  the  moistness  of  the  air.  Such  instruments  are 
generally  constructed  from  some  substance  which  has 
a power  of  absorbing  moisture,  and  which  gives  some 
external  indication  of  the  quantity  which  it  absorbs. 

The  hygrometer  of  iM.  De  Luc  consists  of  an  ex- 
tremely thin  piece  of  wdialebone,  which  is  stretched 
lietween  two  points,  and  acts  on  the  shorter  arm  of  an 
index  or  hand,  which  ]>lays  on  a graduated  scale  like 
tlie  hand  of  a clock.  The  effect  of  the  whalebone  ab- 
sorbing moisture  is  to  cause  it  to  swell,  and  its  length  » 
increases  ; and,  on  the  contrary,  when  it  dries,  its  length 
is  contracted.  The  index  is  moved  in  the  one  direction 
or  the  other  by  these  effects,  and  the  space  it  moves 
over  gives  the  change  in  the  hygrometric  state  of  the 
atmosphere. 

The  hygrometer  of  M.  Saussurc  consists  of  a hu- 
man hair,  previously  prepared  by  boiling  it  in  a caustic 
ley.  It  then  becomes  a highly  sensible  absorbent  of 
moisture.  One  extremity  is  suspended  from  a hook, 
and  the  other  extremity  carries  a small  weight  which 
keeps  it  stretched.  It  is  turned  once  round  a grooved 
wheel,  which  moves  an  index  playing  on  a graduated 
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arch.  As  the  hair  contracts  ami  expands  by  the  effect 
of  absoibing  moisture,  the  wheel  is  turned  iu  die  one 
direction  or  the  other;  and  the  index  shows  this  effect 
by  moving  through  a corresponding  portion  of  the 
arch. 

'I'hat  this  instrument  may  indicate  tlie  absolute 
quantity  of  vapour  supended  in  the  air,  it  was  neces- 
sary that  some  fixed  jioints  upon  it  should  be  deter- 
mined analogous  to  the  boiling  and  freezing  point  of 
water  on  a common  thermometer.  To  effect  this  is, 
however,  more  difficult  in  the  present  case,  inasmuch 
as  the  instrument  is  influenced  at  once  by  two  causes  ; 
namely,  by  heat,  and  by  the  quantity  of  vajiour  sus- 
pended in  the  hair.  .M.Saussure  first  considered  the 
application  of  the  instrument  when  exposeil  to  an 
invariable  temperature.  Me  placed  it  in  a vessel  which 
contained  perfectly  diy  air  at  the  proposed  temperature. 
He  thus  obtained  the  jioint  of  extreme  ilryness.  He 
then  successively  introduced  into  the  receiver  several 
small  known  (juantities  of  water.  This  he  accomplished 
by  depositing  the  licjuid  on  small  pieces  of  linen,  which 
he  weighed  exactly,  and  determined  the  quantity  of 
liquid  thus  introiluced.  M’hen  each  successive  portion 
of  the  liiiuid  was  vaporised,  he  observed  and  marked 
the  indication  of  the  hygrometer.  He  then  withdrew 
them  and  weighed  them  again,  thus  determining  ex- 
actly the  (luanlity  of  liquid  evaporated  on  each  occasion. 
Having  rejieated  very  often  the  experiment  at  the  same 
temperature,  lie  found  that  whatever  variation  the 
hygrometer  hail  previously  undergone,  it  always  returned 
to  the  same  jioint  when  the  quantities  of  water  vaporised 
in  the  receiver  were  equal.  He  found  the  same  result 
at  various  temperatures  ; the  indications  at  the  same 
temperature  being  always  the  same  ; but  the  absolute 
quantity  of  water  necessary  to  be  vaiiorisul  in  the  space, 
in  order  to  move  the  hygrometer  through  the  same 
numberof  degrees,  was  different  at  different  temperatures. 
To  obtain,  therefore,  the  actual  quantity  of  water  sus- 
pended in  the  form  of  vapour,  it  is  necessary  at  tlic 
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same  time  to  observe  tlie  indications  of  the  thermometer 
and  liygrometer.  'I'hese  two  indications  are  always 
sufficient  for  the  exact  solution  of  the  question. 

The  hygrometer  of  Leslie  is  an  instrument  hy  which 
tlie  hygrometric  state  of  the  air  is  indicated  hy  the  rate 
at  which  water  evaporates.  'I'he  hulb  of  an  air  ther- 
mometer is  covered  with  silk  or  hihulous  paper,  which  is 
moistened.  The  moisture  evaporating,  ])roduces  cold 
in  the  bulb,  and  immediately  affects  the  thermometer. 
I'he  rapidity  of  the  evaporation  thus  indicated,  depends 
on  the  temperature  of  the  air,  and  the  quantity  of 
moisture  it  contains.  This  instrument,  however,  is  a 
very  imperfect  indicator  of  the  hygrometric  state  of  the 
atmosj)here. 

'I’he  beautiful  theory  of  evaporation,  the  details  of 
which  we  have  attemjited  to  explain  in  the  present  and 
preceding  chapters,  and  for  the  principal  j)art  of 
which  the  world  is  indebted  to  the  genius  of  Dalton, 
affords  a full  and  satisfactory  elucidation  of  innumerable 
phenomena  which  present  themselves  in  atmospheric 
and  meteorological  effects,  and  in  all  the  processes  of 
science  and  art. 

It  has  been  already  explained,  that  when  two  liquids, 
such  as  water  and  alcohol,  which  combine  with  a weak 
affinity,  are  mixed  together,  their  combination  is  de- 
stroyed by  the  process  of  vaporisation,  and  each  liquid 
vaporises  at  a given  temperature,  in  the  same  manner 
tiiat  it  would  do  if  it  were  vaporised  independently  of 
tlie  other.  'I'he  process  of  the  distillation  of  spirits  de- 
pends on  this  principle.  Let  us  suppose  that  a liquid, 
composed  principally  of  water  and  alcohol,  is  placed  in 
a boiler  or  sti//,  which  communicates  hy  a tube,  with  a 
refrigeratory  or  cooler,  which  is  capable  of  condensing 
into  a liquid  the  vapour  which  passes  from  the  still 
til  rough  it.  If  this  mixture  be  raised  to  a temperature 
nearly  as  high  as  that  at  which  the  alcohol  would  boil, 
a vapour  will  rise,  composed  of  the  vapour  of  water  and 
the  vapour  of  alcohol,  mixed  mechanically.  Now,  it 
will  he  recollected,  that  the  specific  gravity  or  density 
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of  the  vapour  of  alcohol  at  its  boiling  point  is  about  3^ 
times  that  of  the  vapour  of  water  at  212°  ; and  again, 
die  density  of  the  vapour  of  water  at  212°  is  double 
the  density  of  tlie  vapour  of  water  at  180°.  Hence  it 
follows,  that  the  density  of  the  vapour  of  alcohol  at  its 
boiling  temperature,  1 80°,  will  be  about  seven  times  tbe 
density  of  the  vapour  of  water  at  the  same  temperature. 
'I’hus,  in  tlie  steam  jiroduced  from  the  mixture  of  equal 
parts  of  water  and  alcoliol,  we  shall  have  the  proportion 
of  alcohol  to  water  in  the  ratio  of  7 to  1.  'I’his,  when 
condensed  in  the  refrigeratory,  will  give  a strong  spirit. 
By  repeating  the  process  of  distillation,  the  mixture  may 
be  more  and  more  separated  from  the  water  which  it 
contains. 

If  the  distillation  be  conducted  under  a diminished 
pressure,  or  in  a vacuum,  the  liquiil  will  boil  at  a much 
lower  temperature ; and  the  portion  of  aqueous  vapour 
which  will  be  disengaged,  will  be  of  such  a small  degree 
of  density  as  at  length  to  become  insensible. 

I’he  princi])le  on  which  the  jirocess  of  distillation  in 
general,  therefore,  depends,  is,  that  the  constituent  part-s 
of  the  mixture  boil  at  different  temperatures ; and  that, 
if  the  mixture  be  caused  to  vaporise  by  heat,  that  part 
of  it  which  boils  at  the  lower  temperature  will  vaporise 
in  greater  quantities  than  that  which  boils  at  the  higher. 
When  the  vapour  is  condensed  in  the  refrigeratory,  a 
new’  mixture  will  then  he  obtained,  containing  a much 
greater  quantity  of  that  constituent  part  which  boils  at 
tlie  lower  temperature;  and,  on  the  other  hand,  the 
liquid  which  remains  in  the  boiler  will  contain  a greater 
portion  of  that  which  boils  at  the  higher  temperature. 
In  general,  by  conducting  the  process  in  vacuo,  or  under 
diminished  pressure,  this  object  is  more  effectually 
attained,  because  less  in  projiortion  of  the  liquid  which 
Iwils  at  the  higher  pressure  will  be  vaporised  in  the 
process. 

In  some  cases  it  hajipens,  that  the  temperature  ne- 
cessary to  boil  the  liijuid  under  ordinary  jiressure  may 
lie  such  as  to  decompose,  or  otherwise  injure,  some  con- 
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stituent  part  of  the  niixture  which  it  is  important  to 
preserve.  For  this  reason,  tlie  above  method  is  said  to 
have  been  adopted  with  advantage  in  the  distillation  of 
vinegar,  which  it  is  impossible  to  distil  in  the  ordinary 
way  witliout  giving  it  a peculiar  burned  flavour;  but, 
by  distilling  it  in  vacuo,  the  vapour  is  raised  at  tlie 
temperature  of  1.30°,  and  this  effect  is  avoided. 

In  the  process  of  sugar-reflning.  It  was  found,  that  by 
raising  the  syrup  to  the  necessary  temperature,  a risk 
was  incurred  of  burning  or  decomposing  it  by  too  much 
lieat.  'File  method  of  boiling  in  vacuo  was  adoj)tcd  by 
Mr.  Edward  Howard,  to  remove  this  inconvenience. 
The  syrup  is  thus  concentrated  to  the  granulating  point, 
without  risk  of  decomposition.  This  method  is  now 
generally  followed. 

W hen  vaj'our  was  produced  from  a liquid  by  ebuU- 
lition,  we  have  observed,  that  a large  quantity  of  heat 
was  absorbed  in  the  transition  from  the  liquid  to  the 
gaseous  form.  'Fhe  same  effect  attends  the  produc- 
tion  of  vapour  from  the  surface ; and,  in  fact,  it  is 
an  indispensable  consequence  of  the  transition  of  a body 
into  the  vaporous  form,  at  whatever  temperature  that 
transition  takes  place.  In  the  formation  of  vapour, 
tJierefore,  a quantity  of  heat  must  be  supplied  to  the 
vapour  formed,  and  must  become  latent  in  it,  and  this 
heat  must  be  supplied,  either  by  the  body  itself,  or  by 
surrounding  objects.  By  whatever  means  it  is  sup])lied, 
tlie  object  which  communicates  it  must  undergo  a cor- 
responding depression  of  temperature  ; and  hence,  vapor- 
isation becomes  a means  for  the  production  of  cold, 
on  a principle  precisely  analogous  to  that  of  freezing 
mixtures,  explained  in  Chapter  VI. 

This  principle  is  illustrated  by  the  method  used  to 
cool  water  for  domestic  purposes  in  hot  countries.  The 
water  is  placed  in  certain  porous  vessels,  called  in  the 
E,ist  alcaynitas ; and  these  are  suspended  in  a current 
of  air ; as,  for  example,  between  two  open  doors.  The 
vessel  allows  fhe  water  to  penetrate  it,  and  thus  exposes 
it  more  effectually  to  evaporation,  as  well  from  the 
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surface  of  the  liquid  itself,  as  from  tlie  exterior  surface 
of  the  vessel  containing  it.  As  the  vapour  is  formed, 
a quantity  of  latent  heat  is  necessary  for  it ; and 
this  latent  heat  is  supplied  from  the  water  contained 
in  the  vessel,  which  undergoes  a corresponding  de- 
pression of  temperature. 

'J'he  same  effect  can  be  made  manifest  by  surround- 
ing the  bulb  of  a thermometer  by  a moist  sponge,  ami 
exposing  it  to  the  sun.  Let  another  thermometer  be  at 
tile  same  time  placed  near  it  in  the  shade,  and  the  ther- 
mometer surrounded  by  the  sj)onge  will  lx>  observed 
rapidly  to  fall,  while  the  thermometer  in  its  immediate 
neighbourhood  is  stationary.  This  effect  is  evidently 
produced  by  the  rapid  evaporation  of  the  water  witli 
which  the  sponge  is  saturated,  and  a corresponding  de- 
pression of  temperature  jiroduced  in  the  litpiid  remain- 
ing in  the  sponge,  arising  from  the  heat  supplied  by  it 
to  the  vai)our. 

The  depression  of  temperature  produced  by  evapor- 
ation will  be  more  ])erceptible  the  more  rapid  is  the 
evajjoration,  because  then  the  body  from  which  the  heat 
is  abstracted  has  not  time  to  receive  a supply  of  heat 
from  surrounding  objects,  to  replace  that  which  it  has 
given  out.  Hence,  by  conducting  the  jirocess  of  evapor- 
ation in  a vacuum,  where  the  evajroration  is  almost 
instantaneous,  the  cooling  effect  is  more  cons])icnous. 
If  a quantity  of  water  included  in  the  bulb  of  a 
thermometer  tulx>  f>e  surrounded  with  a sjtonge  mois- 
tened with  ether  and  placed  under  the  nceiver  of 
an  air-jnimp,  the  nioinent  the  air  is  withdrawn  the 
ether  suddenly  evaporates ; and  if  a sufficient  (juan- 
tity  of  ether  be  supplied,  the  water  in  the  bulb  will  be 
frozen. 

The  same  fact,  may  be  exhibited  in  a still  more 
striking  manner,  by  pouring  some  ether  on  the  surface 
of  water  iu  a flat  vessel.  M'hen  the  receiver  placed 
over  these  is  exhausted,  the  ether  will  boil  in  conse- 
(juence  of  the  removal  of  the  atmospheric  j)ressure,  and 
its  rapid  evaporation  will  presently  cause  the  water 
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under  it  to  freeze.  "W^e  shall  thus  have  the  singular 
exhibition  of  two  liquids,  one  resting  upon  the  other, 
the  one  boiling  ami  the  other  freezing  at  the  same 
moment ; and,  after  the  lapse  of  a few  minutes,  one  al- 
together disappearing  in  the  form  of  vapour,  while  tlie 
other  solidifies  in  the  form  of  ice. 

A beautiful  experiment  was  contrived  by  Leslie,  in 
which  waU*r  is  frozen  on  this  princij)le.  A shallow 
vessel,  containing  water,  is  placed  under  the  receiver 
of  an  air-pump.  Under  the  same  receiver  is  placed 
a large  flat  dish,  containing  strong  sulphuric  acid.  The 
receiver  is  now  exhausted  as  raj)idly  as  ])ossible  by 
the  pump,  and  immediately  the  evaporation  of  tlie 
water  takes  ])lace.  If  the  sulphuric  acid  were  not 
])resent,  the  space  within  the  receiver  would  he  sa- 
turated almost  instantaneously  with  the  vapour  of 
the  water,  and  all  further  evaporation  would  be  stop- 
ped ; hut  the  sulphuric  acid,  not  being  itself  subject 
to  sensible  evaporation,  has  besides  a stiong  affinity 
for  water,  by  virtue  of  which  it  attracts  the  aqueous 
vapour,  and  causes  it  to  he  condensed  on  its  surface. 
As  fast,  therefore,  as  the  water  evaporates,  its  vapour  is 
seized  upon  by  the  suljdmric  acid  in  the  large  dish,  and 
the  space  within  the  receiver  is  still  maintained  a va- 
cuum, so  that  the  evaporation  of  the  water  continues  as 
rapidly  as  in  the  first  instance.  Now’,  the  heat  neces- 
sary to  give  the  vaporous  form  to  the  water  can  only  be 
received  from  the  water  itself,  which  remains  in  the 
dish;  and,  therefore,  it  must  undergo  a rapid  depression 
of  temperature.  It  will  speedily  fall  to  the  temj)erature 
of  32°,  and  in  a few  minutes  will  be  frozen.  By  this 
process,  conducted  under  favourable  circumstances, 
Leslie  w’as  not  only  able  to  freeze  water,  but  to  con- 
geal mercury,  and  it  is  said  that  he  even  produced  a 
cold  of — 120°.  The  property  on  w'hich  this  beautiful 
experiment  is  founded  is  not  recommended  alone  by 
the  surprise  and  pleasure  which  its  result  always  pro- 
duces; it  is  susceptible  of  useful  application  in  che- 
mistry, when  it  is  necessary  to  separate  water  from 
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liquids  which  heat  would  decompose,  and  to  dry  animal 
and  vegetable  substances  without  exposing  them  to  dis- 
organisation. 

By  the  same  method,  the  fact  that  ice  itself,  at  all  • 
temperatures,  is  subject  to  evaporation,  may  be  made 
manifest.  If  a few  ounces  of  ice  be  placed  under  the 
receiver  of  an  air-pump  over  a similar  dish  containing 
concentrated  sulphuric  acid,  and  the  receiver  be  exhaust- 
ed, the  ice  will  altogether  disap|)ear  in  about  24  hours. 
During  the  whole  of  this  time  the  temperature  will  be  con- 
siderably below  32°.  After  the  ice  has  disappeared,  the 
sulphuric  acid  will  be  found  to  be  combined  with  water, 
and  to  have  increased  its  weight  by  the  exact  weight  of 
the  ice. 

In  climates  where  the  tenijicrature  of  the  air  never 
falls  so  low  as  the  freezing  point,  and  therefore  where 
no  natural  ice  ever  exists,  ice  is  obtained  artificially  by 
a cold  produced  by  evaporation.  In  India  it  is  obtained 
by  making  extensive  shallow  excavations  in  large  open 
jilains.  In  these  water  is  exposed  to  evaporation  in  small 
earthen  pots  unglazed,  so  as  to  be  porous  and  penetrable 
by  water.  Soft  water,  previously  boiled,  is  placed  in 
these  vessels  in  the  evening  in  the  months  of  December, 
January,  and  February.  A part  of  it  is  usually  frozen 
in  the  morning ; when  the  ice  is  collected,  and  depositeil 
in  pits  surrounded  by  straw,  and  other  bodies  which 
exclude  heat.  Radiation,  also,  has  a part  in  producing 
tliis  effect,  as  will  lie  explained  hereafter. 

Kvaporation  being  extensively  used  in  the  arts  and 
manufactures,  it  has  become  a matter  of  considerable 
importance  to  conduct  it  with  as  much  economy  and 
expedition  as  possible.  The  circumstances  which  prin- 
cipnlly  promote  it  being  increase  of  temperature,  and  a 
constant  change  in  the  air  which  is  immediately  above 
the  evaporating  surface,  these  two  objects  have  received 
special  attention.  In  factories  where  evaporation  is 
used,  the  vessels  containing  the  liquid  to  be  evaporated 
arc  usually  placed  where  they  shall  be  exposed  to  a 
current  of  air  passing  over  their  surface.  In  cases 
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where  it  has  been  found  convenient  to  promote  tlie  eva- 
poration by  heating  the  liquid,  the  heat  is  frequently 
applied  only  to  the  surface,  instead  of  being  communi- 
cated by  fire  at  the  bottom  of  the  vessel.  In  fact,  the- 
current  of  air  which  is  made  to  pass  over  the  surface  of 
tlie  evaporating  liquid  is  previously  heated  by  forcing 
it  through  a fire.  The  fiame  of  the  fire  is  also  some- 
times made  to  play  over  the  evaporating  surface. 

The  coolers  in  breweries  are  large  shallow  vessels, 
exposing  a considerable  surface  with  a small  dej)th  of 
tlie  liquiil.  They  are  commonly  placed  at  the  top  of 
the  building,  and  are  open  on  every  side  to  the  air,  so 
that  in  whatever  direction  a wind  blows,  a current  of 
air  must  pass  over  them.  There  are  also  provided  a 
number  of  revolving  fans,  by  which  the  stream  of  air 
in  immediate  contact  with  the  evaporating  surface  is 
continually  kept  in  a state  of  agitation.  Tlie  evapor- 
ation has  a continual  tendency  to  saturate  the  stratum  of 
air  immediately  over  the  liquid,  and  by  these  expedients 
this  stratum  is  caused  to  undergo  a constant  change ; 
the  air  saturated  with  vajiour  being  driven  away,  and  a 
fresh  portion  supplying  its  place. 

AV'hcn  salt  is  held  in  solution  by  water,  the  process 
of  evaporation  aftects  only  the  water,  and  loosens 
tlie  connection  produced  by  the  affinity  of  its  jiarticles 
for  the  molecules  of  the  salt.  If  the  solution,  in  this 
case,  be  what  is  called  a sattirated  solution,  that  is,  if  it 
contain  as  much  salt  as  the  water,  at  the  given  temper- 
ature, is  capable  of  sustaining,  then  the  least  quantity 
of  evaporation  must  be  attended  with  a deposition  of 
crystals  of  salt  in  the  liquid;  and  if  the  evaporation 
be  continued,  the  water  will  at  length  altogether  dis- 
appear, and  nothing  but  a mass  of  crystallised  salt  will 
remain. 

This  principle  forms  the  basis  of  the  method  by  which 
salt  is  obtained  from  sea  water.  The  Avater  is  received 
into  a number  of  large  shallow  ponds  lined  with  clay, 
and  prepared  on  the  sea-shore.  The  water,  being  re- 
ceived into  these,  and  dammed  in,  is  left  exposed  to  the 
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w'eather  in  the  lieatof  summer.  If  the  weather  he  dry, 
tlie  quantity  of  evaporation  will  considerably  exceed  tlie 
(juantity  of  rain  ; and  large  surfaces,  being  exposed  in 
projiortion  to  the  depth  of  water  in  the  pits,  the  water 
will  be  gradually  dissipated,  and  will  at  length  altogether 
disappear,  and  a quantity  of  what  is  called  iMiy  mlt  will 
remain  behind.  This  salt  is  said  to  be  the  fittest  for 
the  purpose  of  curing  fish. 

When  ice  cannot  be  obtained,  wine  may  be  cooled  in 
various  ways  by  the  process  of  evaporation.  If  a moi^t 
towel  be  wrappeil  round  a decanter  of  wine,  and  ex- 
posed to  the  sun,  the  towel  in  the  process  of  drying  will 
cool  the  wine ; for  the  wine  must  supjily  a part  of  the 
latent  heat  carried  off  by  the  vapour  in  the  process  of 
drying  the  towel,  ^\’ine  coolers  constructed  of  porous 
earthenware  act  on  a similar  principle.  The  evapor- 
ation of  water  from  the  i)orous  material  reduces  tlie 
temperature  of  the  liquid  immediately  surrounding  the 
wine,  fravellers  in  the  Arabian  deserts  keep  the  water 
cool  by  wrapping  the  jars  with  linen  cloths  which  are 
kej)t  constantly  moist. 

Historians  mention,  that  the  Kgyjitians  applied  tlie 
same  principle  to  cool  water  for  domestic  purposes. 
1‘itchers  containing  the  water  were  kept  constantly  wet 
on  the  exterior  surface  during  the  night,  ami  in  tlie 
morning  were  surrounded  by  straw  to  intercept  the 
communication  of  heat  from  the  external  air. 

In  India,  the  curtains  which  surround  beds  are 
Ej)rinkled  with  water,  by  the  evaporation  of  which  the 
air  within  the  curtains  is  cooled. 

The  absorption  of  heat  in  evaporation  will  enable  us 
easily  to  com[)rehend  the  danger  arising  from  wearing 
damp  clothes,  or  from  sleeping  in  a damp  bed.  In  tlie 
animal  economy,  there  is  a source,  the  nature  and  ojier- 
ation  of  which  is  not  understood  by  us,  by  which  lieat 
is  generateil  in  the  system,  ami  is  contimially  given  out 
i)y  the  body.  If  any  cause  witlulraws  beat  faster  from 
tlie  liody  than  it  is  tlius  jiroduced,  a sensation  of  cold  is 
felt ; and  if,  on  the  contrary,  the  heat  be  not  withdrawn 
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a.s  fast  as  it  is  generated,  the  body  becomes  unduly 
warm.  A balance  sliould,  therefore,  as  much  as  pos- 
sible, be  maintained  between  tlie  natural  power  of  the 
body  in  the  j)ro<luction  of  heat,  and  the  faculty  of  re- 
ceiving that  heat  in  surrounding  objects.  In  cold 
weather,  all  surrounding  objects,  being  at  a much  lower 
temperature  than  the  body,  have  a tendency  to  receive 
heat  faster  than  the  body  can  supply  it;  and  in  this 
case,  artificial  sources  of  external  heat  are  sought,  by 
which  the  temperature  of  surrounding  objects  may  be 
raise<l,  so  as  to  accommodate  themselves  to  the  animal 
system.  In  very  hot  weather,  on  the  contrary,  tlie 
temperature  of  surrounding  objects  is  so  near  the  tem- 
perature of  the  body,  that  the  heat  ])roduced  in  the 
system  is  not  received  with  sufficient  facility  to  keep 
tlie  body  sufficiently  cool.  In  this  case,  artificial  means 
of  keeping  down  the  temperature  of  the  body  are  ne- 
cessarily resorted  to. 

If  the  clothes  which  cover  the  body  are  damp,  the 
moisture  whicli  they  contain  has  a tendency  to  evaporate 
by  the  heat  communicated  to  it  by  the  body.  In 
fact,  the  body,  in  this  case,  is  circumstanced  exactly 
in  the  same  manner  as  the  bulb  of  a thermometer, 
already  described,  surrounded  by  a damp  sponge ; in 
which  case  we  saw'  that  the  mercury  rapidly  fell. 
The  heat  absorbed  in  the  evaporation  of  the  moisture 
contained  in  the  clothes  must  be,  in  part,  supplied 
by  the  body,  and  will  have  a tendency  to  reduce 
the  temperature  of  the  body  in  an  undue  degree,  and 
thereby  to  produce  cold.  The  effect  of  violent  labour  or 
exercise  is,  to  cause  the  body  to  generate  heat  much 
faster  than  it  would  do  in  a state  of  rest.  Hence  we 
see  why,  when  the  clothes  have  been  rendered  Avet  by 
rain  or  by  perspiration,  the  taking  of  cold  may  Ix' 
avoided,  by  keeping  the  body  in  a state  of  exercise  or 
labour  until  the  clothes  can  be  changed,  or  till  they 
dry  on  the  person  ; for  in  this  case,  the  heat  carried 
off  by  the  moisture  in  evaporating  is  amply  supplied  by 
the  redundant  heat  generated  by  labour  or  exercise. 
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A (lamp  bed,  however,  is  an  evil  wliicli  cannot  be 
remedied  by  fliis  means ; the  object  of  bedclothes  lieing 
to  check  the  escape  of  heat  from  the  body,  so  as  to 
supply  at  night  that  warmth  which  may  be  obtained  by 
cncercise  or  labour  during  the  day.  This  end  is  not 
(Uily  defeated,  hut  the  contrary  effect  produced,  when  the 
(dothes,  by  which  the  body  is  surrounded,  contain 
moisture  in  them.  'I’he  heat  .supplied  by  the  body  is 
immediately  absorbed  by  this  moisture,  and  passes  off 
in  vapour ; and  this  effect  would  continue  until  die 
cJothes  were  actually  dried  by  the  heat  of  the  body. 

A damp  bed  may  be  frequently  detected  by  tlie 
use  of  a warming-pan.  The  introduction  of  the  hot 
metal  causes  the  moisture  of  the  bedclothes  to  be  im- 
mediately converted  into  steam,  which  issues  into  the 
open  space  in  which  the  warming-pan  is  introduced. 
^\'hen  the  wanning-qian  is  withdrawn,  this  vapour  is 
again  partially  condensed,  and  dei>ositcd  on  the  surface 
of  the  slieets.  If  the  hand  be  introduced  between  the 
.sheets,  tlie  dampness  will  be  then  distinctly  felt,  a film 
of  water  being  in  fact  dejiosited  on  their  surface. 

'file  danger  of  leaving  damp  or  wet  clothes  to  dry  in 
an  inhabited  apartment,  and  more  especially  in  a sleejiing 
room,  will  lie  readily  understood  from  what  has  been 
.just  explained.  The  evaporation  whiclt  takes  place  in 
the  process  of  drying  causes  an  absorption  of  heat, 
and  produces  a corresponding  depression  of  temperature 
in  tlie  apartment. 

A strikin.g  example  of  the  efi’ects  of  cold  produced 
by  evaporation,  is  exhibited  in  an  experiment  contrivetl 
by  l>r.  \V  cllaston,  and  made  with  an  instrument  which 
he  called  a rri/ojilwrutt.  'i’his  instrument  consisted  of  a 
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glass  tube  A B,  Jio.  30., 
furnished  w ith  two  bulbs 
('  1),  jilaced  on  short 
branches  at  rigid  angles 
to  it.  A small  (juan- 
tity  of  water  is  introduced  through  a short  tube  which 
proceeds  from  the  bottom  of  the  bulb  1)  at  O.  It  is 
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boiled  in  C until  the  space  above  C,  and  tube  A U,  and 
the  bulb  I)  is  completely  filled  with  aqueous  vapour  to 
the  exclusion  of  atmospheric  air.  The  tube  O is  then 
closed  by  melting  it  with  a blowpipe,  so  that  the  in- 
terior of  the  apparatus  now  contains  nothing  but  water. 
^\llen  the  instrument  cools,  the  vajtour  is  condensed  ; 
and  such  a vapour  only  subsists  in  the  instrumetit  as 
corresponds  to  the  temperature  of  the  water  in  C.  If 
the  bulb  I)  be  now  surrounded  by  a freezing  mixture, 
or  exposed  to  any  intense  cold,  the  vapour  ])roditced 
from  the  water  in  C will  be  coinletised  in  it,  so  that  the 
space  above  the  water  in  C,  and  in  the  tube  A 15,  will 
be  constantly  prevented  from  attaining  the  state  of 
saturation.  'I'he  evaporation  will  then  he  continued,  and 
tile  latent  heat  of  the  steam  must  be  chiefly  derived  from 
the  sensible  heat  of  the  water  remaining  in  C.  Tlie 
temperature,  therefore,  of  this  water  will  be  rapidly 
depressed,  until  it  reaches  the  freezing  point,  when  it 
will  be  solidified. 

AVhen  an  ink  bottle  has  a large  mouth,  the  surface  of 
tlie  liquid  in  it  will  be  exposed  to  a rapid  evaporation  ; 
and  as  this  evai>oration  affects  only  the  a(]ueous  part  of 
tlie  liquid,  the  effect  will  be,  that  the  ink  will  first  be- 
come thick  ; and  if  exposed  a longer  time,  the  whole  of 
tlie  liquid  jiortion  of  it  will  jtass  off,  and  nothing  but 
tlie  hard  colouring  matter  will  remain,  if,  however, 
the  mouth  of  the  bottle  be  contracted  to  a small  aper- 
ture, sufficient  to  receive  a pen,  the  rate  of  evaporation 
will  be  considerably  diminished,  for  although  the  sur- 
face of  ink  in  the  bottle  may  he  large,  yet  the  evapor- 
ation having  in  the  first  instance  saturated  the  space 
between  the  surface  of  ink  and  the  mouth  of  the  bottle, 
no  further  evaporation  could  take  place  if  that  mouth 
were  stopped;  but,  if  it  be  opened,  then  a iiortion  of  tlie 
vapour,  contained  in  the  bottle  above  the  surface  of  the 
licptid,  will  escape  from  it  into  the  stiata  of  air  immedi- 
ately above  ; hut  this  jiortion  will  he  less  in  proportion 
as  the  mouth  of  the  bottle  is  small.  It  wiil,  therefore, 
he  found,  that  ink  will  be  less  liable  to  thicken  in  ink 
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Iwttles  having  a small  aperture,  than  in  those  which 
have  a large  aperture ; but  tlie  thickening  of  ink  may 
be-  altogether  avoided  by  the  use  of  ink  bottles,  which, 
while  they  are  capable  of  containing  a considerable 
quantity  of  ink,  expose  a very  small  surface  to  evapor- 
ation. Such  bottles  are  constructed  like  bird-cage 
fountains.  SI.  is  a glass 

bottle,  completely  closed  at  the 
top,  and  having  a tube,  V,  pro- 
ceeding laterally  from  the  bottom 
turned  upwards,  where  there  is  a 
small  mouth  large  enough  to  re- 
ceive a pen.  The  bottl?  is  tillul 
hy  inclining  the  closed  part,  A 1$, 
slightly  downwards,  and  pouring 
the  ink  in  at  (',  held  in  a slanting  position.  A\'hen 
the  l)ottle  is  i>laced  in  the  upright  position,  the  surface 
of  the  ink  in  the  bottle  will  remain  above  the  surface 
ot  the  ink  in  C,  because  the  atmospheric  pressttre  act- 
ing in  (',  will  balance  the  weight  of  the  ink  in  ,\  H, 
together  with  the  j>ressure  of  the  air  confined  in  .\  H. 
'I’he  evaporation  from  the  surface  in  .V  1$,  having  satu- 
rated the  space  above  it,  will  cea.se,  and  the  only  e\a|>oi- 
ation  wliicii  will  have  a tenilency  to  thicken  the  ink, 
will  be  that  which  takes  ])lace  at  the  surface  in  (' ; but 
this  surface  being  very  small,  the  elfect  of  the  evapor- 
ation will  l)e  inconsideral)Ie.  In  such  an  ink-bottle,  ink 
may  remain  several  months  without  thickening. 

'1  he  reciprocal  processes  of  evaporation  and  conden.s- 
aiion,  are  the  means  whereby  the  whole  surface  of  that 
part  ot  the  globe  wliich  constitutes  land  is  sup]>lied  with 
the  fresh  moisture  and  water  necessary  to  sustain  the 
organisation  and  to  maintain  the  functions  of  the  animal 
and  vegetable  world.  Hence,  sap  and  juice  arc  supplied 
to  vegetables,  and  Huids  to  animals  ; rivers  and  lakra 
are  fed,  and  carry  back  to  the  ocean  their  waters,  after 
sn])plying  the  uses  of  tire  living  world.  The  extensive 
surface  ot  tlie  ocean  undergoes  a never-ceasing  process 
of  evaporation,  and  dismisses  into  the  atmosphere  a 
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quantity  of  pure  water,  proportionate  to  its  extent  of 
surface  am!  the  temperature  of  the  air  above  it,  and  to 
the  state  of  that  air  with  resjject  to  saturation.  Tliis 
vapour  is  carried  with  currents  of  air  tiirougli  every 
part  of  the  atmosphere  which  surrounds  tlie  globe. 
AV'hen  by  various  meteorological  causes  the  temperature 
of  tlie  air  is  reduced,  it  will  frequently  happen,  that  it 
will  come  below  that  limit  at  which  the  suspended  vapour 
is  in  a state  of  saturation.  A deposition  or  condensation 
will,  therefore,  take  place,  .and  rain  or  aqueous  clouds  will 
lx,*  formed.  If  the  condensed  vapour  collect  in  s])herical 
drops,  it  will  be  precipitated,  and  fall  on  the  surface  of 
tile  earth  in  the  form  of  rain  ; but,  from  some  unknown 
cause,  it  frequently  happens,  that  instead  of  collecting 
in  drops,  the  condensed  vapour  is  formed  into  hollow 
bubbles,  enclosing  within  them  a lluid  lighter,  bulk 
for  bulk,  than  the  atmosphere.  These  bubbles  are 
also  found  to  have  a re|mlsive  influence  on  each  other, 
like  that  of  bodies  similarly  electrified.  'I’bey  float, 
therefore,  in  the  atmosphere,  their  mutual  repulsion 
preventing  them  coalescing  so  as  to  form  drops.  In 
tliis  state,  having  by  the  laws  of  ojitics  a certain  degree 
of  opacity,  they  become  distinctly  visible,  and  form 
clouds. 

The  vapour  suspended  in  the  air  during  a hot  sum- 
mer’s day,  is  so  elevated  in  its  temperature,  as  to  be 
below  the  point  of  saturation  ; and,  therefore,  though 
the  actual  quantity  suspended  be  very  considerable,  yet 
while  the  air  is  cap.able  of  sustaining  more,  no  condens- 
ation can  take  nlace ; but  in  the  evening,  after  the  sun 
has  dejiarted,  the  .source  of  heat  being  withdrawn,  the 
temperature  of  the  air  undergoes  a great  depression,  and 
tlie  quantity  of  vapour  suspendeil  in  the  atmosphere, 
now  at  a lower  temperature,  first  attains,  and  subse- 
quently passes,  the  point  of  saturation.  A dejiosition  of 
moisture  then  takes  place  by  the  condensation  of  the 
redundant  vapour  of  the  atmosphere,  and  the  small 
particles  of  moisture  which  fall  on  the  surface,  co- 
alescing by  their  natural  cohesion,  form  clear  pellucid 
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drops  on  tlie  surface  of  the  ground,  and  are  known  by 
the  name  of  dew. 

Tlie  clouds  in  which  the  condensed  vesicles  of  vapour 
are  collected  are  affected  by  an  attraction,  which  dratvs 
them  towards  tlie  mountains,  and  highest  points  of  tlie 
surface  of  the  earth.  Collected  there,  they  undergo 
a change,  by  whicli  they  form  into  drops,  and  are 
deposited  in  the  form  of  min ; and  hence,  by  their 
natural  gravitation,  they  find  their  way  through  the 
pores  ami  interstices  of  the  earth,  and  in  channels  along 
its  surface,  forming,  in  the  one  case,  wells  and  springs 
in  various  parts  of  the  earth,  where  they  find  a na- 
tural exit,  or  where  an  artificial  exit  is  given  to 
them  ; and,  in  the  other  case,  obeying  the  form  of  the 
stirface  of  the  country  through  which  they  are  carried, 
they  wind  in  narrow  cliannels,  first  «leepening  and 
wiilening  as  they  proceed,  and  arc  fed  by  tributary 
streams  until  they  form  into  great  rivers,  or  spread  into 
lakes,  and  at  length  discharge  their  waters  into  the  sea. 

The  jirocess  of  evaporation  is  not  confined  to  the  sea, 
hut  takes  place  from  the  surface  of  the  soil,  and  from 
all  vegetable  and  animal  productions.  'J’hc  showers 
which  fall  in  summer,  first  scattered  in  a thin  sheet  of 
moisture  over  the  surface  of  the  country,  speedily  return 
to  the  form  of  vapour,  and  carry  with  them  in  the 
latent  form  a (juantity  of  heat  which  they  take  from 
erery  object  in  contact  with  them,  thus  moderating  the 
temperature  of  the  earth,  and  refreshing  the  animal  and 
vegetable  creation. 

A remarkable  example  of  evaporation,  on  a large 
scale,  is  supplied  by  that  great  inland  sea,  the  Mediter- 
ranean. 'I'hat  natural  reservoir  of  water  receives  an 
extraordinary  number  of  large  rivers ; among  which 
may  be  mentioned  tlie  Nile,  the  Danube,  the  Dnieper, 
die  Khone,  the  Kbro,  the  Don,  and  many  others.  It 
has  no  communication  with  the  ocean,  except  by  the 
Straits  of  Gibraltar ; and  there,  instead  of  an  outward 
current,  there  is  a rapid  and  never-ceasing  inward  fiow 
of  water.  A\’’e  are,  tlierefore,  compelled  to  conclude. 
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tliat  tlie  evaporation  from  the  surface  of  this  sea  carries 
off  the  enormous  quantity  of  water  constantly  supplied 
from  tliese  sources.  This  may,  in  some  degree,  be 
accounted  for  by  the  fact,  that  the  Mediterranean  is 
surrounded  by  vast  tracts  of  land  on  every  side,  except 
the  west.  The  wind,  whetlier  it  blow  from  the  south, 
tlie  north,  or  from  the  east,  has  passed  over  a consider- 
able extent  of  land  ; and  is  generally  in  a state,  with 
respect  to  vapour,  considerably  below  saturation.  These 
dry  currents  of  wind  coming  in  contact  with  the  sur- 
face of  the  Mediterranean,  draw  up  water  with  avidity, 
and,  passing  off,  are  succeeded  by  fresh  portions  of  air, 
which  repeat  the  same  process. 
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In  the  investip;ations  which  have  formed  the  subjects  of 
tlie  jireceding  chapters,  the  effects  of  heat  in  changing 
tile  dimensions  of  bodies,  and  in  causing  them  to  pass 
from  the  solid  to  the  liquid  state,  and  from  the  liquid 
to  the  vaporous  state,  and  vice  versa,  have  been  fully 
considered.  In  order,  however,  to  acquire  exact  notions 
(if  these  effects,  and  to  be  enabled  to  comjiare  one  with 
another  in  relation  to  their  common  cause,  it  is  neces- 
sary to  possess  some  means  by  whicb  we  may  express  the 
relative  quantities  of  heat  by  which  they  arc  severally- 
produced.  It  might  at  first  view  appear,  that,  being 
ignorant  of  the  nature  of  this  physical  principle  called 
heat,  it  would  be  a vain  task  to  attempt  to  estimate  its 
quantity,  much  less  to  reduce  such  an  estimate  to  exact 
arithmetical  expression.  This  objection  might  jiossibh- 
have  some  weight,  if  our  object  were  to  ascertain  the  ac- 
tual quantity  of  heat  which  any  given  body  contains,  or  to 
di.scover  how  much  it  must  part  with,  in  order  to  attain 
a state  of  absolute  cold  ; but  the  problem  Ix-comes  more 
easy  of  solution  when  we  seek  to  know,  not  tlie  absoluU 
quantity  of  heat  contained  by  diflerent  Inidies,  but 
the  relative  (juantity  which  must  be  communicated 
to  them  to  produce  upon  them  any  proposed  physical 
changes. 

Our  ignorance  of  the  nature  of  heat  offers  no  impe- 
diment to  such  an  emjuiry,  any  more  than  our  igno- 
rance of  the  essential  constitution  of  matter  prevents  us 
from  determining  the  specific  gravity  of  bodies.  A\  luit 
tile  cause  of  the  phenomenon  called  veiyht  may  lx*,  we 
are  altogether  ignorant ; but  we  know  that  its  invariable 
effect  is  to  produce  pressure  on  the  sustaining  sm  rfce ; 
and  we,  therefore,  possess  an  easy  test  for  the  deter- 
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mination  of  equal  or  unequal  weights  by  the  equality 
or  inequality  of  this  pressure.  Hence  we  confidently 
pronounce  not  only  on  the  equality  or  inequality  of 
weigh tSj  but  we  express  their  numerical  ratio.  It 
is  the  same  with  heat.  Among  its  various  effects,  some 
one  is  selected  which  takes  place  under  the  same  cir- 
cumstances in  an  invariable  manner,  and  to  this  one  all 
others  are  referred. 

The  selection  of  such  a standard  is  in  some  degree 
arbitrary,  and  accordingly  different  tests  have  been 
adopted  by  different  enquirers.  In  all,  however,  it  is 
assumed  as  an  axiom,  that  the  same  quantity  of  heat 
is  always  consumed  in  the  production  of  the  same  effect 
under  the  same  circumstances.  Thus,  to  raise  the  same 
weight  of  pure  water  from  50°  to  55°  of  the  common 
tliermometer  would  be  assumed  to  require  the  same 
quantity  of  heat  at  all  times  and  places.  But  it  could 
not  fairly  be  assumed  that  the  same  quantity  of  heat 
is  reijuisite  to  raise  the  same  weight  of  pure  water  from 
50°  to  55°,  as  to  raise  it  from  40°  to  45°;  because,  in  the 
two  cases,  the  water  submitted  to  the  action  of  heat  is  in 
different  states. 

To  measure  a quantity  of  heat,  therefore,  it  should 
be  caused  to  produce  identically  the  mine  effect  re- 
peatedly, until  the  quantity  to  be  measured  is  exhausted. 
Then  this  quantity  will  be  proportional  to  the  number  of 
times  which  it  is  capable  of  repeating  the  same  effect. 
Suppose,  for  example,  that  we  desire  to  estimate  the  quan- 
tity of  heat  necessary  to  convert  a given  weight  of  water 
into  steam.  Let  the  steam  be  compelled  to  part  with 
tlie  heat  which  it  contains,  and  to  return  to  the  state  of 
water  ; and  let  the  heat  so  dismissed  by  the  steam  be 
caused  successively  to  raise  a given  weight  of  water  from 
tlie  temperature  of  52°  to  the  temperature  of  56°. 
Mlien  it  is  ascertained  how  often  it  is  capable  of  doing 
tliis,  we  shall  be  able  to  say  how  many  times  more  heat 
is  consumed,  in  converting  the  given  weight  of  water 
into  steam,  than  is  consumed  in  raising  another  given 
weight  of  water  from  52°  to  S6°.  But  suppose  that  it 
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should  so  happen,  that,  in  exhausting  the  heat  to  lie 
nieasureil,  only  a traction  of  the  interval  between  32° 
and  3(j°  should  be  finally  consumed.  In  fact,  let  the 
last  portion  of  heat  applied  to  the  water  raise  it  from 
32°  to  3 t°.  Shall  we  then  be  warranted  in  assuming 
tl'.at  this  last  (|uantity  is  half  what  would  be  necessary 
to  raise  the  water  from  32°  to  3()°?  It  is  evident 
tliat  such  an  assumption  would  not  be  warranted,  be- 
cause it  would  take  for  granted  that  the  eflects  pro- 
duced by  heat  upon  water,  between  ^2°  and  S are 
identical  with  the  effects  produced  on  the  same  water  in 
a different  state' ; viz.,  from  31°  to  3(5°.  Our  standard, 
therefore,  should  be  one  which,  while  heat  acts  upon  it. 
must  nece.ssarily  continue  in  a uniform  state  ; and  no 
effect  of  heat  j)ossesses  this  character  so  perfectly  as  the 
fusion  of  a solid  body.  It  has  lieen  already  explained, 
that  during  this  process  the  temperature  of  a solid  re- 
mains unvaried ; and  it  may  be  assumed,  as  a self-evident 
principle,  that  eipial  ipiantities  of  heat  are  consumed  in 
the  liquefaction  of  equal  weights  of  any  given  solid. 
Thus,  the  weight  of  the  solid  li(juefied  becomes  an  exact 
measure  of  the  heat  consumed  in  its  fusion. 

Of  all  known  soliils,  ice  is  the  best  suited  to  thi.s 
[uirpose.  Ice  formed  of  pure  water  is  identical  at  all 
times  and  places,  and  is  a substance  always  easily  ob- 
tained. In  fact,  all  the  reasons  which  render  it  con- 
venient to  take  pure  water  as  the  stamiard  of  specific 
gravity,  combine  to  determine  us  in  the  si'lection  of  the 
fusion  of  ice  as  the  standard  for  the  determination  of 
the  measure  of  heat. 

An  instrument  for  measuring  heat,  founded  upon 
tliis  principle,  called  a cniorinu’ter,  was  invented  and 
applied  by  Lavoisier  and  Laplace. 

Two  similar  metallic  vessels,  V and  V''  32.),  arc 

placed  one  within  another,  so  as  to  have  an  empty  space, 
A,  between  them.  From  the  bottom  of  the  external 
vessel  proceeds  a pipe  of  discharge,  furnished  with  a 
stopcock,  represented  at  K.  From  the  bottom  of  tlit 
inner  vessel  \ ' proceeds  another  pipe,  which  passes 
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wall  iliii)ii{;li  an  a|U'Hiiiv  in  ihr  bt'lioni  ol  iln 

iMfinal  U'bbil,  and  inininuniiaUa  liy  a btop-i-oik  |\ 


witli  a i li)M‘  ii‘i'iivi'1'  |{,  Till'  oMfinal  vism  I \ la  tin 
nibht'd  will)  a ilnaf  rovi-r,  li)  wliiili  all  lonnnunii alion 
wnli  ilu'  rMt'i'iial  an  ib  I'lil  nil',  and  (lit;  iinu  r \t.sM'l  ih 
liki'wibc  I'nrniblu'd  with  a ilobi*  iiivfi,  liy  wliiili  all  I'nnu 
nmniialion  willi  ihc  apai't  A lit'lwicn  llu  Iwo  xcKM'lb  ib 
inli'iiV|itid.  It'  till'  bpaiv  A lu-iwii'n  ilu'  vihM-lh  In 
lillt'd  with  |iimndi'd  ict-,  and  plaiTtl  in  an  ainiob|ilim'  nt 
a uiniHiatinv  a litlli*  above  the  lee  will  pradnall) 
null,  and  the  water  |iiodiieed  by  itb  lii|netaelion 
will  Mow  otr  ibronpb  ibe  |ti|ie  of  di.sebaifre  when  the 
stop.eoek  K is  open.  It  ibe,  space  beiweeii  (be  \essels 
Ik'  kept  constantly  supplied  with  ice,  il  is  evident  ibal 
the  interior  Vt'ssel  \ w ill  be  inainiained  at  the  eonslani 
U'lnperature  of  ,'I'J°  ; and  ibe  air  included  in  il,  and  any 
objects  placed  in  it,  will  bi'  necessarily  redneed  to  ibis 
tiinperainre.  The  water  |irodnced  by  the  liipiefaction 
of  the  ice  should  be  constantly  discbai(>eil  at  K,  lest 
by  accninniatinp;  it  sbonlil  receive  a leniperainre  bipbei 
titan  .Stj A third  vessel,  is  now  placed  wiilnn  tin 
secouil,  and  the  s\iace  II  between  the  second  and  third 
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is  filled  with  pounded  ice,  in  the  same  manner  as  the 
space  A between  the  first  and  second  ; but  it  will  be 
obvious  that  the  ice  included  in  this  inner  space  cannot 
be  affected  by  the  temperature  of  the  external  air,  at 
least  so  long  as  the  cover  of  the  vessel  is  kept  closed  ; 
for  the  heat  proceeding  from  the  external  air  is  arrested 
by  the  melting  ice  included  in  the  space  A,  and  is  ren_ 
ilered  latent  by  the  process  of  liquefaction,  so  that  it 
cannot  reach  the  ice  in  the  space  11.  That  ice,  there- 
fore, so  far  as  the  effects  of  the  external  air,  or  any 
other  external  object,  is  concerned,  must  remain  in  the 
solid  state. 

If  any  object  at  a temperature  above  32^  Ix'  enclosed 
in  C,  that  object  will  gradually  fall  in  its  temperature, 
by  imparting  its  heat  to  the  surrounding  ice.  A portion 
of  this  ice  will,  therefore,  be  melted,  the  heat  abstracted 
from  the  body  in  C being  rendered  latent  in  the  lique- 
fied ice  in  H.  If  the  stop-cock  K'lie  openeil,  the  water 
produced  by  the  liquefaction  of  the  ice  will  flow 
through  the  tube  into  the  vessel  11 ; and  this  water  will 
always  be  proportional  to  the  quantity  of  heat  trans- 
ferred from  the  body  in  the  vessel  C to  the  ice. 

To  ensure  the  accuracy  of  such  an  experiment,  there 
are,  however,  several  conditions  to  be  attended  to.  The 
ice  introduced  into  H should  not  have  a Uunperature 
lower  than  32®  ; for  if  it  had  a temperature  below  this, 
a part  of  the  heat  transferred  from  the  body  placed  in  {’ 
would  be  consumed,  not  in  li()uefying  the  ice,  but  in 
raising  it  to  its  melting  point.  This  condition  may, 
however,  be  always  secured,  either  by  introducing  the 
ice  into  B in  a melting  state,  or  by  suspending  the  in- 
troiluction  of  the  body  into  C until  the  temperature  of 
the  ice  introduced  into  B has  risen  to  ."2®,  which  will 
be  known  by  -the  water  beginning  to  flow  through  K'. 

The  atmosphere  in  which  the  experiment  is  made 
should  have  a temperature  a few  degrees  above  32°, 
in  order  to  keep  the  ice  contained  in  A in  the  melting 
state  ; and  it  should  not  be  more  than  a few  degrees 
above  32®,  lest  it  might  produce  an  effect  on  the  ice  in 
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15.  Its  perfect  exclusion  from  that  vessel  cannot  be 
secured,  since  it  is  necessary  in  the  progress  of  the 
experiment  occasionally  to  remove  the  covers  of  the 
vessels.  Two  or  three  degrees  excess  in  the  temper- 
atureof  the  air  will  not  produce  a sensible  effect  on  the 
liquefaction  of  the  ice  in  B.  If  the  atmosphere  of  the 
apartment  in  which  the  experiment  is  conducted  were 
much  above  32°,  another  source  of  inaccuracy  would 
arise  from  the  circumstance  of  the  water  deposited  in  the 
vessel  R acciuiring  the  temperature  of  the  surrounding 
air.  This  water  would  produce  vapour  corres])onding 
to  its  temperature,  which  vapour  would  ascend  through 
tlie  open  stop-cock  K,  and  be  condensed  on  the  ice  in 
the  vessel  V'.  In  this  condensation  of  the  vapour,  heat 
would  be  extricated,  which  would  melt  a corresponding 
portion  of  the  ice.*  The  narrow  passage  allowed  by 
tlie  stop-cock  K'  would,  however,  render  this  effect  very 
inconsiderable. 

The  effect  of  these  errors  may,  however,  be  corrected 
in  the  following  manner  : — A\'hen  it  is  necessary  to  con- 
duct the  experiment  in  an  atmosjihere  of  a temperature 
much  higher  than  32°,  let  a second  calorimeter,  in  all 
respects  similar  to  the  first,  be  provided,  and  let  the 
body  under  examination  be  introduced  into  one,  while 
the  other  is  kept  empty.  During  the  experiment  let 
the  cover  of  each  be  removed  and  replaced  at  the  same 
moments,  so  as  to  expose  the  ice  which  they  respectively 
contain  in  the  same  manner  to  the  exterior  atmosphere. 
The  evaporation  from  the  receiver  11  will  be  the  same 
in  both  cases,  and  will  produce  the  same  effects  upon 
the  ice  contained  in  the  two  calorimeters.  Now,  in  the 
calorimeter  which  contains  the  body  under  examination, 
the  liquefaction  will  be  produced  partly  by  the  heat 
given  out  by  the  body,  and  jiartly  by  the  effect  of  the 
exterior  air,  but  in  the  calorimeter  which  does  not  con- 
tain the  body,  the  liquefaction  will  be  produced  by  the 
effects  of  the  external  air  alone.  ATater  will  be  depo- 

* I am  not  aware  that  Uiis  source  of  error  in  the  calorimeter  has  been 
before  noticed. 
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siti'd  in  both  the  receivers  : the  water  in  the  receiver 
attached  to  the  calorimeter  which  does  not  contain  the 
Ixidy  will  he  that  which  is  produced  hy  the  effects  of 
the  external  atmosphere,  and  hy  the  vapour  * rising 
from  the  receiver  ; while  the  water  collected  in  the  re- 
ceiver of  the  calorimeter  containing  the  hodv  will  lx- 
liroduced  by  the  combined  effect  of  the  exterior  atmo- 
sphere, and  vapour  from  the  receiver  and  the  heat  given 
mit  by  the  body  under  examination.  If  the  weight  of 
water  in  the  one  receiver  he  subtracted  from  the  weight 
of  water  in  the  other,  the  remainder  will  then  he  the 
actual  liquefaction  produced  hy  the  body  under  ex- 
ix*riment. 

It  may  he  objected,  that  the  whole  (piantity  of  ice 
liquefied  by  the  body  introduced  into  the  third  vessel, 
will  not  be  contained  in  the  receiver  R,  for  that  a con- 
siderable portion  will  adhere  to  the  particles  of  ice  in 
H,  which  will  not  fall  through  the  pipe  of  discharge. 
This  loss,  however,  is  compensated  by  the  circumstance, 
that  at  the  commencement  of  the  experiment  an  equal 
quantity  of  water  adheres  to  the  particles  of  ice  in  H,  so 
that  the  total  quantity  discharged,  though  not  identi- 
cally the  water  produced  hy  liquefaction  during  the 
experiment,  is  eipial  to  it. 

It  has  Ixxm  also  objected,  that  when  the  body  intro- 
duced in  C has  arrived  at  the  temperature  of  the 

last  portion  of  ice  melted  by  it  will  again  freeze  before 
it  reaches  the  vessel  R.  This  objection  can  only,  1 
ixinceive,  apply  to  a portion  equal  to  that  which,  at  the 
commencement  of  the  experiment,  was  contained  among 
the  ice  in  R in  the  liquid  state.  'I'he  condition  that 
the  ice  in  R shall  lx*  in  the  process  of  fusion  when  the 
experiment  commences,  is  tlierefore  necessary  for  the 
accuracy  of  the  result. 

'V  e shall  now  proceed  to  explain  the  method  of 
using  Ibis  ingenious  ajiparatus,  for  the  purpose  of  de- 
tennining  the  quantity  of  heat  necessary  for  the  pro- 
duction of  the  different  phenomena  which  have  been 
described  in  the  preceding  chapters. 
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A\'heti  it  is  required  to  determine  the  quantity  of 
lieat  necessary  to  raise  the  temperature  of  a solid  body 
to  any  given  point  on  the  tliermometric  scale  above  32°, 
to  any  other  given  point,  the  solid  body  is  first  raised  to 
the  higher  point  of  temperature,  and  then  introduced 
into  the  calorimeter.  lieing  jilaced  in  C,  and  the 
covers  closed,  it  imparts  its  heat  to  the  surrounding  ice, 
and  commences  its  fusion,  which  continues  until  the 
solid  has  fallen  to  the  temperature  of  32°.  The  water 
which  has  then  passed  into  the  receiver  11  is  accurately 
weighed.  The  solid  is  now  removeil,  and  raised  to  the 
lower  point  of  temperature,  and  again  introduced  into 
C.  It  is  in  like  manner  allowed  to  cool  in  the  calori- 
meter until  the  water  ceases  to  flow  into  the  vessel  R, 
when  it  will  have  arrived  again  at  the  temperature  of 
32°;  the  water  in  R is  then  iveighed.  3’he  two  quan-  ■ 
tities  of  water  thus  obtained  are,  respectively,  the  quan- 
tities melted  by  the  heat  %vhich  the  iron  gives  out  in 
cooling  from  the  two  proposed  points  of  temperature  to 
32°,  and,  therefore,  represents  the  quantity  of  heat 
which  would  be  necessary  to  raise  the  solid  from  32° 
to  the  two  temperatures  respectively.  3’he  difference 
between  these  two  quantities  of  water  will  therefore 
express  the  quantity  of  heat  necessary  to  raise  the  solid 
from  the  one  temperature  to  the  other.  Thus,  for  ex- 
ample, let  a mass  of  iron  be  introduced  into  the  ca- 
lorimeter at  100°  temperature,  and  in  cooling  to  32° 
an  ounce  of  water  is  discharged  into  the  receiver  R.  If 
the  same  mass  of  ice  is  again  introduced  at  the  temper- 
ature of  80°,  and  being  cooled  to  32°,  half  an  ounce  of 
water  is  discharged  into  the  vessel  R ; then  the  heat 
necessary  to  raise  the  iron  from  80°  to  100°  of  temper- 
ature will  be  that  which  would  melt  half  an  ounce  of  ice. 

If  the  calorimeter  be  used  to  determine  the  heat 
necessary  to  raise  a liquid  from  any  one  point  of  tem- 
perature to  any  other,  the  experiment  must  be  con- 
ducted differently,  since  a vessel  must  be  introduced 
containing  the  liquid.  In  this  case,  the  effect  of  the 
vessel  must  be  first  ascertained,  which  is  done  in  the 
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manner  above  stated.  Tlie  vessel  being  empty,  is  raised 
to  tlie  two  proposed  points  of  temperature,  and  the 
quantity  of  heat  necessary  to  raise  it  from  one  point  to 
the  other  is  ascertained  by  the  method  explained  above- 
The  liquid  is  now  introduced  into  the  vessel  at  the 
higher  point  of  temperature,  and  the  vessel  containing 
it  placed  in  the  calorimeter.  A\’hen  the  water  ceases  to 
flow  into  the  vessel  R,  it  is  weighed,  and  we  thus 
obtain  the  quantity  of  ice  melted  by  the  vessel  con- 
taining the  liquid,  and  the  liquid  itself  in  cooling  from 
the  higher  point  of  temperature  to  32^.  The  same 
experiment  is  repeated,  introducing  the  vessel  with  the 
liquid  at  the  lower  point  of  temperature  ; and  the 
quantity  of  heat  dismissed  by  the  vessel  in  cooling  from 
tliat  j)oint  to  32°  is,  in  like  manner,  obtained  by  weigh- 
ing the  water  discharged  into  11.  The  diflerence 
between  the  weights  of  the  water  discharged  in  the 
two  cases  gives  the  quantity  of  heat  necessary  to  raise 
the  vessel  and  the  liijuid  it  contains  from  the  one  point 
of  temperature  to  the  other.  If  the  heat  necessary  to 
raise  the  vessel  alone  through  this  range  of  temperature 
be  subilucled,  the  remainder  will  be  the  heat  consumed 
in  raising  the  liciuid  between  the  proposed  points  of 
temperature. 

W’e  have  here  proceeded  on  the  supposition  that 
the  point  of  congelation  of  the  liquid  is  not  contained 
between  the  two  proposed  points  of  temperature  ; for  if 
tliat  were  the  case,  then  the  quantity  of  heat  consumed  in 
raising  the  liquiil  from  the  one  point  to  the  other  would 
include  also  the  latent  heat  given  out  in  the  process  of 
congelation.  If,  however,  the  point  of  congelation  1k' 
below  the  lower  point  of  temperatura  in  (juestion, 
then  the  result  will  still  represent  the  (piantity  of  heat 
necessary  to  raise  the  liijuid  from  the  one  temperature 
to  the  other;  for  tlie  latent  heat  given  out  in  congelation 
will  equally  increase  the  quantity  of  ice  melted  in  both 
e.xperiments,  and  will  therefore  not  affect  the  difference 
of  these  quantities. 

If  the  freezing  point  of  a liquid  be  known,  and  that 
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it  be  above  32°,  the  quantity  of  latent  beat  consumed 
in  liquefaction,  or  given  out  in  congelation,  may  be 
determined  by  the  calorimeter.  Let  the  quantity  of 
heat  given  out  by  the  liquid  between  two  points  of 
temperature,  immediately  above  the  point  of  congelation, 
and  very  near  it,  be  determined  by  the  preceding 
method ; and  the  quantity  of  heat  given  out  in  cooling, 
from  any  proposed  temjierature  above  the  point  of  con- 
gelation, and  the  point  of  congelation  itself,  may  then 
be  calculated  by  proportion,  assuming  that  the  quan- 
tity of  heat  given  out  is  proportional  to  the  number 
of  degrees.  If  the  experiment  be  confined  to  a small 
number  of  degrees  above  the  point  of  congelation,  this 
a.ssumption  will  be  nearly  accurate.  In  like  manner, 
let  the  body  after  congelation  be  taken  at  the  temper- 
ature of  congelation,  and  let  the  quantity  of  heat  which 
it  gives  out  in  falling  from  that  temperature  to  32° 
lie  determined  by  the  method  already  explained  for 
solids.  Let  the  body  now  be  taken  in  a liquid  state,  a 
few  degrees  above  its  freezing  point,  and  jdaced  in  the 
calorimeter,  and  let  the  quantity  of  heat  which  it  gives 
out  in  falling  from  that  temperature  to  32°  be  ascer- 
tained. 'J’his  will  include  three  dictinct  portions  of 
heat:  1.  Of  heat  given  out  by  the  liquid  in  cooling 
from  the  proposed  temperature  to  its  freezing  point ; 
2.  The  latent  heat  dismissed  in  the  prowss  of  its 
congelation  ; 3.  The  heat  given  out  by  the  body  in 

cooling  from  its  point  of  congelation  to  .32°.  Tlie 
first  and  tliird  of  these  quantities  have  been  previously 
determined,  and  if  they  be  subtracted  from  the  sum  of 
tlie  three,  the  remainder  will  be  the  latent  heat  dis- 
missed in  the  process  of  congelation,  and  will  therefore 
be  the  quantity  which  becomes  latent  in  the  fusion  of 
the  solid. 

'I'he  calorimeter,  though  not,  perhaps,  the  best  and 
most  accurate  method  of  determining  the  heat  dismissed 
l)y  gaseous  bodies,  in  cooling  from  any  one  point  of 
temperature  to  any  other,  may  yet  be  applied  to  this 
purpose,  by  introducing  a tube  in  the  form  of  a worm 


CItAP.  XI. 


SPECIFIC  HEAT. 


2(3.3 


throup;h  the  vessel  B,  so  that  one  end  of  tlie  tulx?  may 
receive  the  gas  at  a known  temperature,  and  that  the 
gas  may  issue  at  the  other  end  after  passing  tlirough 
tile  calorimeter,  where  its  temperature  may  be  again 
observed.  The  difference  between  the  temperature  of 
tile  gas,  in  entering  at  one  end  and  issuing  from  the  other, 
will  give  the  number  of  degrees  of  heat  which  it  has 
jtiven  out  while  in  the  calorimeter  ; and  the  ijuantity  of 
ice  melted,  will  measure  the  quantity  of  heat  netx'ssary 
to  raise  the  gas  from  the  one  temperature  to  the  other. 
Other  and  more  accurate  methods,  however,  have  been 
adopted  for  the  detennination  of  such  questions  with 
respect  to  gases,  which  we  shall  hereafter  descrilK*. 

By  such  means,  the  (juantities  of  heat  necessary  to 
raise  difierent  bodies  through  the  same  range  of  tem- 
perature may  liexompared  ; and  such  a comparison  pre- 
sents the  remarkable  fact,  that  creri/  diffvmtt  Itodt/  re- 
quires a dijfvreut  quautitii  of  heat,  to  prwiure  in  it  ttte 
same  change  of  temperature.  'I’lius,  if  an  experiment 
Ik‘  instituted  on  equal  weights  of  iron  and  lead,  it  will 
lie  found  that  the  quantities  of  heat  necessary  to  raise 
them  from  any  one  point  of  temperature  to  another  will 
lie  difierent  ; the  iron  requiring  a greater  ipiantity  of 
heat  than  the  lead  to  produce  the  same  change  of  tem- 
perature, in  the  proportion  of  very  nearly  II  to  .S. 
if  a bar  of  iron,  in  falling  from  100  to  i).') melt 
1 1 grains  of  ice,  then  a bar  of  lead  of  equal  weight, 
under  like  circumstances,  woulil  melt  rather  less  than 
three  grains.  Heat,  therefore,  is  more  effective  in 
warming  lead  than  iron. 

Again,  if  an  ounce  of  mercury  and  an  ounce  of  water 
lx*  exposed  in  the  calorimeter,  it  will  be  found  that  in 
falling  from  (iO  to  55°  they  will  melt  (piantities  of  ice 
in  the  proportion  of  5.3  to  1 000,  or  very  nearly  1 to 
.30  ; that  is,  to  raise  water  from  55°  to  fiO^  retjuires 
a greater  quantity  of  heat  than  to  raise  an  equal  weight 
of  mercury  through  the  same  range  of  temperature,  in 
the  proportion  of  .30  to  1 . 

The  quantity  of  heat  necessary  to  produce  the  same 
s I 
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change  of  temperature  on  different  weights  of  the  same 
body  is  founds  as  might  be  expected,  to  be  proportional 
to  the  weights.  Thus,  to  produce  a given  change  of 
temperature  on  two  ounces  of  water  requires  twice  as 
much  heat  as  would  be  necessary  to  jiroduce  the  same 
cJiange  of  temperature  on  one  ounce  of  water  ; and  the 
same  principle  extends  to  all  bodies,  provided  that  the 
two  quantities  be  in  exactly  the  same  state. 

It  appears,  therefore,  that  to  produce  the  same  in- 
crease of  temperature  on  different  bodies  requires  tlif- 
ferent  additions  of  heat,  just  in  the  same  way  as  to 
produce  the  same  change  of  weight  in  different  bodies 
requires  different  additional  bulks  of  matter.  As  the 
comparative  weights  of  equal  hulks  of  matter  form  an 
important  physical  character,  by  which  different  species 
of  body  are  distinguished,  under  the  denomination  of 
specific  weight,  or  gpecifii)  f/ruvitji,  so  the  relative  quan- 
tities of  heat  necessary  to  produce  the  same  change  of 
temperature  in  different  bodies  forms  a like  distinctive 
physical  character,  and  is  expressed  by  the  analogous 
term,  Mpeeijit,  heat.  When  different  liodies  are  said  to 
have  different  specific  heats,  it  is  meant,  therefore,  that 
tliey  require  different  quantities  of  heat  to  he  commu- 
nicated to  them,  to  produce  in  them  the  same  change  of 
temperature.  If  the  specific  heat  of  one  body  be  double 
tlie  specific  heat  of  another,  that  body  will  require  double 
tlie  quantity  of  heat  to  fie  communicated  to  it,  to  cause 
it  to  undergo  the  same  increase  of  temperature. 

'I'he  expression,  capacit,/  for  heat,  is  also  commonly 
used  in  nearly  the  same  sense  as  specific  heat.  A body 
is  said  to  have  a greater  or  less  capacity  for  heat,  ac- 
cording as  it  requires  a greater  or  a less  quantity  of 
heat  to  produce  in  it  a given  change  of  temperature. 
Thus,  water  has  a greater  capacity  for  heat  than  mer- 
cury, iren,  or  lead. 

If  the  specific  heats  of  bodies  be  expressed  numeri- 
cally, and  tabulated  Uke  their  specific  gravities,  it  is 
generally  convenient  that  some  standard  should  be 
selected  to  form  the  unit  of  the  table.  The  standard 
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clioscn  for  this  purpose  is  the  same  as  that  which  is 
adopted  for  the  table  of  specific  gravity.  'I'he  specific 
heat  of  water  is  taken  as  the  unit  to  which  all  other 
specific  heats  arc  referred.  'I’he  quantity  of  ice  which 
water  would  melt  in  falling  through  of  temperature 
being  expressed  by  1,  then  the  quantity  which  other 
bodies  would  melt  in  falling  through  1°  of  temper- 
ature being  expressed  by  numbers  bearing  the  same 
proiiortion  to  1 as  the  quantities  of  ice  melted  do  to 
that  which  is  melted  by  water,  these  numlx-rs  will 
be  the  specific  heats  of  the  liody  ; or  if  the  quantity 
melted  by  water  lie  expressed  by  i ()()(),  then  the  quan- 
tities melted  by  other  bodies  may  be  generally  expressed 
by  whole  numbers. 

'I’he  specific  heat  of  water  being  itself  die  standard 
of  all  others,  it  is  important  that  it  should  lx*  deter- 
mined with  accuracy.  If  a pound  of  water  be  intro- 
duced into  the  calorimeter  at  the  unnpcrature  of 
it  will  be  found  to  liquefy  exactly  one  pound  of  ice  in 
falling  to  ‘12'^.  Hence  we  infer,  what  has  been  already 
explained  elsewhere,  that  as  much  heat  is  necessary  to 
raise  water  from  52°  to  as  is  sufficient  to  melt 

an  equal  weight  of  ice.  If  it  he  assumed  that  through- 
out this  range  of  temperature  the  quantity  of  heat 
necessary  to  raise  the  water  through  each  degree  of 
temperature  is  the  same,  then,  by  tlividing  the  whole 
quantity  of  ice  melted  by  1 40,  the  quantity  will  lx- 
found  which  is  melted  by  water  in  falling  through  1° 
of  temperature.  'I'liis  quantity  will,  therefore,  fie  the 
specific  heat  of  water,  and  will  be  the  unit  of  the  table. 

A table  of  the  specific  heats  of  different  bodies  will 
be  found  in  the  appendix.* 

One  of  the  most  striking  results  of  this  table  is  the 
very  small  specific  heat  of  mercury.  'I’his  circum- 
stance renders  that  liquid  eminently  fitted  for  a ther- 
mometer. It  appears  that,  compared  with  water,  the 
quantity  of  heat  necessary  to  raise  it  through  1°  is  in 
the  proportion  of  1 to  .50.  Since,  therefore,  a small 
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quantity  of  heat  j)roduces  so  great  a comparative  effect 
oil  the  mercury,  its  sensibility  is  proportionally  great, 
.and  a slight  change  in  the  energy  of  this  physical  agent 
produces  a considerable  effect  on  the  mercurial  ther- 
mometer. 

ater,  on  the  other  hand,  lias  a greater  specific  heat, 
and  a less  sensibility  to  heat,  than  almost  any  other 
substance  in  the  liquid  or  solid  form  ; the  animal  fluitLs 
come  nearest  to  it.  Of  acids  and  alkalies,  the  specific 
heat  of  vinegar  is  little  less.  The  specific  heat  of  .saline 
solutions  is  generally  high,  and,  in  some  cases,  very 
little  under  that  of  water  ; but  most  simple  substances 
in  the  solid  and  liquid  state  are  considerably  less  in  their 
specific  heat. 

Having  determined  that  different  liquids  havedifferent 
specific  heats,  we  are  next  led  to  enquire  whether  the 
same  body,  in  different  states,  has  the  same  capacity  for 
heat  ; because  this  (juestion  involves  another,  which 
affects  almost  all  experimental  enquiries  concerning  heat, 
viz.  whether  the  thermometer  is  equally  affected  by  heat 
tliroughout  the  whole  extent  of  its  scale. 

Recent  experiments  instituted  by  Du  Long  and  Petit, 
afford  a confirmation  of  the  more  early  conjectures  of 
Dalton,  that  all  bodies,  as  they  increase  in  temperature, 
increase  also,  in  a slight  degree,  in  their  capacity  for 
heat.  They  found,  for  example,  that  the  medium  spe- 
cific heat  of  mercury,  between  .32°  and  212°,  was  ex- 
pressed by  .3.3,  that  of  water  being  1000;  while  the 
medium  specific  heat  of  the  same  fluid,  between  212° 
aJtd  472°,  was  expressed  by  .3.3.  A similar  result  was 
obtained  for  various  other  substances  ; and,  so  far  a.s 
tliese  experiments  can  be  relied  upon,  it  may  be  as- 
sumed that  all  bodies  whatever  undergo  an  increase  in 
their  specific  heat  as  their  temperature  is  elevated. 

Alhthin  the  limits  of  the  common  thermometric  scale, 
the  specific  heat  of  mercury  may  he  regarded,  without 
sensible  error,  as  constant;  and  even  when  that  fluid  is 
raised  nearly  to  its  toiling  point,  its  specific  heat  un_ 
tlcrgoes  but  a very  slight  hicrease,  which  may  in  most 
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cases  be  neglected,  but,  if  necessary,  is  easily  alloweil 
for. 

Other  methods,  besides  that  which  has  been  already 
explained,  have  been  adopted  by  different  philosophers, 
to  determine  the  specific  heats  of  different  bodies,  ami 
to  decide  the  question  whether  the  same  body,  at  dif- 
ferent temperatures,  has  the  same  specific  heat. 

if  equal  weights  of  water,  at  different  temperatures, 
tx*  mixed  together,  the  mixture  will,  as  may  be  ex- 
pected, take  an  intermediate  temperature.  Let  us  sup- 
pose that  a ])ound  of  water  at  the  temperature  of  200'^' 
Ix'  mixed  with  a pound  of  water  at  the  temperature  of 
100° ; the  jiound  of  water  at  the  higlier  temperaturi- 
will  im|)art  a portion  of  its  heat  to  the  pound  at  tlx- 
lower  temperature;  and,  if  the  specific  heats  of  the  two 
portions  be  equal,  it  will  re()uire  exactly  as  much  heat 
to  raise  the  pound  of  water  at  100°  to  the  temperature 
of  150°,  as  would  be  necessary  to  raise  another  pound 
of  water  from  150°  to  200  . C onsequently,  the  pouml 
of  water  at  200°,  in  falling  to  1.50°,  will  lose  exactly  as 
much  heat  ns  would  be  necessary  to  raise  the  jiound  of 
water  at  100°  to  150°;  but  the  heat  which  it  thus  lost's 
is  im|)arted  to  the  pound  of  water  at  100  , and,  conse- 
quently, raises  that  to  150°.  Thus,  assuming  that  the 
specific  heats  of  the  two  pounds  of  liquid  are  the  same, 
tile  mixture  ought  to  have  the  temperature  of  1.50'’;  ami 
it  is  found  to  have  this  temperature,  very  nearly,  by  ex- 
periment. If  this  experiment  lx-  repeated  at  different 
tt'niperatures,  it  will  be  found  invariably  to  give  the 
same  result.  'I'hus,  equal  weights  of  water  at  180°  and 
140°  mixeil  together,  will  give  a temperature  of  HiO°, 
being  the  mean  between  the  two  former. 

Now,  let  us  suppose  that  these  results  had  been  dif- 
ferent. For  exainjile,  if  a pound  of  water.  A,  at  200°, 
mixed  with  a pound  of  water,  H,  at  100  , gave  a mi.x- 
ture  having  a temperature  of  140  , it  is  evident  that  tlx- 
pound  of  water,  A,  wouhl  have  lost  (i0°  of  its  temper- 
ature, and  must  have  imparted  to  the  pound  of  water, 
H,  as  much  heat  as  would  be  necessary  to  raise  tlx?  A 
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from  1 40  to  200°  ; yet  this  quantity  of  heat  has  only 
raised  the  other  pound  of  water,  li,  of  100°,  to  IdO'". 
It  would  therefore  follow,  that  the  specific  heat  of  water 
from  100'  to  140°  woidd  be  greater  than  the  specific 
heat  of  water  from  140°  to  200°,  in  the  proportion  of 
Go  to  40,  supposing  the  specific  heat  throughout  each 
range  of  temperature  to  be  uniform. 

M’hat  we  liave  here  sujiposed  to  take  j)Iace  with  two 
portions  of  water  at  different  temperatures,  does  actually 
happen  with  two  different  liquids.  Let  a pound  of 
water  at  the  temperature  of  l.‘b'5  ',-°,  be  mixed  with  a 
]K)und  of  mercury  at  the  temperature  of  32°,  and  let 
diem  be  agitated  together  in  the  same  vessel  until  they 
are  roduced  to  the  same  temperature.  'Phis  temperature 
will  be  found  to  be  1 .32° : thus,  the  pound  of  water  has 
lost  3 5°  of  its  temjierature,  and  the  mercury  has  re- 
ceived 100°.  It  follows,  therefore,  that  the  same  quan_ 
dty  of  heat  which  a pound  of  water  loses  in  cooling 
tl'.rough  3 1^°  of  the  thermometric  scale,  would  raise  a 
pound  of  mercury  through  100°  of  it.  Hence  the  same 
quantity  of  heat  which  will  raise  a pound  of  water 
dirough  3 ^°  of  temperature,  will  raise  a pound  of  mer- 
cury through  100°  ; and  the  specific  heats  of  these  two 
substances  are,  therefore,  in  the  ratio  of  3 \ to  100,  or 
of  1 to  30. 

'file  general  rule,  therefore,  deducible  from  this  rea- 
soning, by  which  the  specific  heats  of  betlies  may  be 
determined  by  mixing  equal  weights  at  different  tem- 
peratures, may  thus  be  expressed  : — “ Specific  heats 
are  to  each  other  in  the  same  proportion  as  the  dif- 
ferences between  the  common  temperature  of  a mixture, 
and  the  temperatures  of  the  two  substances  before  being 
mixed.” 

It  is  not  necessary,  however,  that  equal  weights  of 
die  substances  should  be  mixed  : by  a slight  modification 
of  the  rule,  requiring  some  additional  calculation,  the 
specific  heats  may  be  deduced  by  mixing  the  quantities 
together  at  different  temperatures  in  any  given  propor- 
tions. That  experiments  performed  by  this  method 
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should  give  accurate  results,  it  is  necessary  that  the 
quantity  of  heat  abstracted  or  communicated  by  the 
vessel  in  which  the  experiment  is  made  shoukl  be  al- 
lowed for.  If  the  temperature  of  the  vessel  before 
the  mixture  be  greater  than  the  common  temperature 
aftt‘r  it,  the  vessel  will  rise  to  the  same  temperature  as 
tliat  of  the  mixture,  and,  in  doing  so,  will  receive  heat 
from  its  contents  ; and  if  the  temperature  of  the  vessel 
lie  greater  than  that  of  the  mixture,  the  opposite  effects 
will  take  place : the  actual  temperature  of  the  mixturv 
will,  therefore,  in  the  one  case  be  lower,  and  in  the 
other  case  higher,  than  tliat  which  it  should  have,  and 
this  difference  must  be  allowed  for.  It  is  necessary, 
also,  to  take  into  account  the  heat  which  may  be  lost  or 
gained  in  the  progress  of  the  experiment  by  radiation. 
The  first  correction  may  be  made,  if  tlie  specific  heat  of 
the  vessel  containing  tlie  mixture  be  known ; but  the 
second  is  extremely  uncertain,  and  a source  of  inaccuracy 
not  easily  removed. 

'I'he  following  method  of  determining  tlie  specific 
heats  of  bodies  was  suggested  by  Dr.  Illack  and  pro- 
fessor .Meyer,  and  subseiiuently  practised  by  professor 
Leslie  and  others  : — Let  the  bodies,  whose  relative 
specific  heats  are  sought,  1k>  formed  into  equal  globes, 
and  raised  to  the  same  temperature  ; let  them  then  be- 
suspended  in  a cold  room,  and  let  the  times  he  observed 
in  which  each  will  cool  through  the  same  number  of 
degrees.  It  is  a.ssumed,  that  the  quantity  of  heat  which 
they  lose  is  proportional  to  the  time  in  which  it  is  lost ; 
and,  therefore,  that  if  one  body  takes  twenty  minutes 
to  cool  through  10'’,  while  the  other  cools  through  10° 
in  ten  minutes,  the  one  loses  twice  as  much  heat  as  the 
other  in  falling  through  the  same  number  of  degrees, 
and  would  require,  to  raise  it  through  the  same  range  of 
temperature,  a double  quantity  of  heat. 

Hut  the  two  bodies  in  this  case  will  necessarily  have 
different  weights  ; and,  therefore,  the  quantities  of  heat 
wliich  they  lose,  will  not  be  in  the  same  proportion  as 
their  specific  he.its.  It  will  be  necessary  to  determine 
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what  proportion  is  lost  hy  equal  weights  of  the  bodies : 
tliisj  however,  may  he  determined  by  calculation,  if  the 
specific  gravities  of  the  body  be  known  ; and  the  method 
will  be  easily  understood  by  the  following  example : — 

Suppose  that  one  of  the  equal  globes.  A,  weighs 
tliree  pounds,  and  the  other,  B,  four  pounds,  and  that 
A loses  twice  as  much  heat  as  B ; one  pound  weight  of 
tlie  body  A loses  one  third  of  the  heat  lost  hy  A itself, 
while  one  pound  weight  of  B loses  one  fourth  of  the  heat 
lost  by  the  body  B.  But  the  heat  lost  by  the  two  bodies 
are  in  the  proportion  of  two  to  one  ; and,  therefore,  the 
heat  lost  by  the  pound  of  A will  bear  to  the  heat  lost 
by  the  jiound  of  B the  proportion  of  tw'o  thirds  to  one 
fourth,  and  this  will  be  the  proportion  of  their  specific 
heats.  The  general  rule  is,  therefore,  to  divide  the 
numbers  representing  the  times  of  cooling  through  the 
same  number  of  degrees,  by  the  numbers  which  repre- 
sent the  specific  gravities  of  the  bodies,  and  the  quo- 
tients will  be  in  the  proportion  of  the  specific  heats. 

This  method  of  determining  the  specific  heats  of 
bodies  depends  altogether  on  the  assumption  that  heat 
is  disposed  to  quit  all  bodies  whatever  with  the  same 
velocity,  otherwise  the  time  of  cooling  would  not  be  a 
measure  of  the  heat  lost  in  comjiaring  two  different 
bodies  together.  Now,  this  assumption  is  far  from  being 
self  evident ; and,  accordingly,  the  method  of  deter- 
mining the  specific  heats  of  bodies  founded  on  it,  can 
only  be  received  as  a corroboration  of  the  specific  heats 
determined  by  other  methods.  In  this  respect,  however, 
the  experiments  on  cooling  are  useful  not  only  in  con- 
firming the  specific  heats  found  by  other  means,  but 
also  in  establishing  the  fact,  by  that  coincidence,  that 
different  bodies  under  the  same  circumstances  do  cool 
at  the  same  rate.  Experiments  to  determine  the  specific 
heats  of  metal,  wood,  and  liquids,  have  been  made  in 
this  way,  and  their  results  agree  with  those  obtained  by 
other  methods. 

The  extreme  slowness  with  which  bodies  in  the 
aeriform  state  receive  and  part  with  heat,  and  the  dif- 
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ficulty  of  exposing  sufficiently  large  masses  of  highly 
attenuated  fluids  to  the  uniform  action  of  any  regular 
and  measurable  source  of  heat,  greatly  obstructs  tlie 
solution  of  the  problem  for  the  determination  of  the 
specific  heats  of  gases.  One  of  the  earliest  experiment- 
ers on  this  subject  was  Crawfurd  ; hut,  although  the 
principles  which  he  adopted  in  his  investigations  were 
not  sulyect  to  objection,  yet  there  were  circumstances 
attending  the  details  of  them  which  must  remove  all 
confidence  in  their  results. 

'fhere  are  two  ways  in  which  the  specific  heats  of 
gases  may  be  considered  ; — 1st;  The  quantity  of  gas, 
having  a given  elastic  force,  being  confined  within  a 
given  volume  so  as  to  be  prevented  from  expanding  or 
enlarging  its  dimensions,  the  Aiiiecific  heat  of  the  gas 
may  be  defined  by  the  (juantity  of  heat  necessary  to 
raise  the  given  volume  of  gas,  under  such  circumstances, 
1°  of  the  thermometer.  2d.  A given  volume  of  gas 
may  be  enclosed  in  a vessel  under  a given  pressure,  ami 
when  heat  is  applied  to  it  it  may  be  allowed  to  expand 
under  that  pressure.  The  specific  heat  may,  in  this 
ease,  be  defined  to  be  that  quantity  of  heat  which  would 
lie  necessary  to  raise  tlie  mass  of  gas  1 ' in  temjieratnre, 
while  it  is  thus  allowed  to  exjiand  under  a given  pres- 
sure. Now  it  the  expansion  of  the  gas  did  not  change 
Uie  effect  which  heat  applied  to  it  would  proiluce  on  its 
temperature,  then  these  two  methods  would  be  attended 
with  the  same  results.  But  such  is  not  the  case,  at 
least  so  far  as  experiments  can  lie  relied  upon;  and,  at 
.all  events,  it  is  plain  that  we  cannot  assume  that  the 
quantities  of  heat  necessary  to  produce  these  two  effects 
are  equal : conseiiuently,  the  specific  heat  of  gases  has 
iK'cn  taken  in  two  senses,  and  has  been  e.xamined  by 
some  ex  fieri  men  ters  in  both  ways,  viz.  the  specific  heat 
of  gas  confined  within  a given  volume,  and  its  specific 
heat  under  a given  pressure. 

It  may  be  naturally  asked,  why  the  same  distinction  is 
not  ajiplicable  to  bodies  in  the  solid  and  liifuid,  as  well  as 
in  the  gaseous  form.  If  bodies  in  the  solid  and  liquid 
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states  admitted  .of  being  confined  by  any  attainable  pres- 
sure, so  as  to  be  prevented  from  e.\panding  or  en- 
larging their  dimensions,  while  their  temperature  is 
raised,  then  such  distinction  would  be  useful,  and  it 
would  probably  Imj  found  that  tlie  specific  heats  of  bo- 
<lies  in  these  states  would  be  different  under  the  two 
distinct  conditions.  Indeed  the  fact  that  solids  by  com- 
pression undergo  an  increase  of  Uunperature  would  lead 
us  to  expect  that  any  resistance  to  their  expansion  by 
heat  communicated  tvould  cause  that  heat  to  have  a 
greater  effect  on  their  temperature  than  if  their  expan- 
sion were  unresisted. 

M.  (.lay  Jjussac  made  experiments  with  a view  to 
determine  the  specific  heats  of  a few  of  the  gases  con- 
fined within  a given  volume,  and  he  was  led,  in  the  first 
instance,  to  the  inference  that  their  specific  heats  were 
equal.  This  conjecture,  however,  was  subsequently 
abandoned.  Leslie  examined  the  specific  heats  of  hy- 
drogen and  atmosj)heric  air,  and  inferred  their  equal- 
ity. Dalton  also  constructed  a table  of  the  specific  heats 
of  gases,  deduced  from  theoretical  views ; which,  how 
ever,  is  not  found  to  be  confirmed  by  experience. 

In  this  state  of  imcertainty  respecting  the  specific 
heats  of  gases,  the  French  Institute  j)roposed  a prize  for 
experiments  on  this  subject,  which  led  MM.  de  la  Roche 
and  Berard  to  undertake  a set  of  experiments,  the  re- 
sults of  which  were  published  in  181.'1.  These  experi- 
ments were  conducted  with  great  care,  in  the  laboratory 
of  tlie  celebrated  lierthollet.  The  method  adopted  by 
these  philosophers  to  determine  the  specific  heats  of  the 
gases  was  the  following  : — 

The  gaseous  body  under  examination  was  confined  in 
a gasometer,  and  maintained  there  at  the  temperature  of 
212°,  and  under  a given  pressure.  Equal  volumes  of 
the  several  gases  and  vapours,  at  this  temperature,  Averc 
forced  through  a worm,  the  spires  of  which  jrassed 
through  a vessel  containing  water  at  a knorvn  temper- 
ature. The  gases,  in  passing  through  the  Avorm,  com- 
municated the  excess  of  their  temperature  to  the  water 
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through  which  the  worm  circulated,  and  issued  into  the 
atmosphere  at  the  temperature  of  the  water.  Each  cur- 
rent of  gas,  therefore,  raised  the  water  to  a certain 
point,  where  it  at  length  remained  fixed.  'I'his  hap- 
pened as  soon  as  the  water,  at  each  instant,  received 
from  the  current  of  gas  passing  through  it  as  much 
heat  exactly  as  it  imparted  to  the  surrounding  air.  As 
tlie  experiments  were  conducted  within  the  limiLs  of  the 
thermometric  scale,  the  heat  thus  lost  was  proportional 
to  the  excess  of  the  temperature  of  the  water  above  that 
of  the  air  ; consequently,  the  heat  communicated  by  the 
gas  to  the  water  was  also  proportional  to  this  excess. 
Supposing  the  air  in  the  apartment  to  be  maintained  at 
a fixed  temperature,  the  exce.ss  of  the  temjierature  to 
which  each  gas  raised  the  water  above  the  fixed  temper- 
ature of  the  air  would  then  be  proportional  to  the 
quantity  of  heat  communicated  by  each  gas  to  the 
water,  and  consequently  proportional  to  the  specific 
heat  of  the  different  gases,  in  equal  volumes  and  under 
tlie  same  pressure. 

'I'here  are  many  minute  particulars  to  lie  attended  to 
in  order  to  ensure  the  accuracy  of  these  delicate  ex- 
periments. Hut  it  would  not  lie  consistent  with  the 
object  of  the  present  treatise  to  enter  into  any  statement 
of  these.  The  results  of  the  experiments  of  M.M.  de 
la  lloche  and  Herard  will  bt*  found  in  the  table  of  spe- 
cific heats  of  bodies  in  the  Appendix. 

One  obvious  source  of  error  in  the  experiments  of 
MM.  de  la  Roche  and  Herard  was  the  fact  that  the 
gases  which  they  examined  were  charged  with  vapour. 
If  the  ilifferent  gases  were  so  charged  with  vapour  as  to 
produce  like  effects  on  their  specific  heats,  this  source 
of  error  would  not  be  material  so  far  as  it  might  aflect 
the  relative  values  of  their  specific  heats  compared  one 
with  another  ; but  it  may  be  considered  as  certain  that 
the  gases  under  experiment  were  not  equally  charged 
witli  vapour ; and,  therefore,  so  far  as  this  was  a 
source  of  error,  the  results  of  these  experiments  must  be 
considered  inexact.  This  circumstance  led  Mr.  Ilay^ 
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iTaft  to  repeat  the  same  experiments  on  a certain  num- 
ber of  tlie  gases  in  a dry  state.  The  experiments  of 
Mr.  llaycraft  were  conducted^  for  the  most  part,  in  a 
manner  similar  to  tliat  adopted  by  MM.  de  la  Roche 
and  lierard,  and  the  result  of  them  shows,  that  the 
specific  heats  of  equal  volumes  of  the  gas  having  equal 
pressures,  and  confined  within  a given  space,  were  the 
same ; and  hence  it  would  follow  that  for  equal  weights 
the  specific  heats  are  inversely  as  the  specific  gravities. 
The  uncertainty  still  attending  this  subject  induced 
MM.  de  la  Rive  and  F.  Marcet  to  undertake  once  more 
these  experimental  investigations ; and  the  results  of 
their  en<iuiries  were  read  before  the  Genevese  society 
in  April,  18^7.  In  examining  the  process  adopted  by 
MM.  de  la  Roche  and  Reran!,  they  considered  it  to 
be  subject  to  several  sources  of  error.  AV'hen  the  gas 
was  passed  through  their  calorimeter  it  contracted  in 
die  process  of  cooling,  and  not  only  dismissed  the  heat 
by  which  its  temperature  was  previously  raised,  but  also, 
by  such  contraction,  disengaged  that  portion  of  heat 
which  exjierience  proves  that  compression  always  pro- 
duces in  gases.  The  quantity,  therefore,  which  MM. 
de  la  Roche  and  Rerard  took  to  represent  the  specific 
heats  was  a compound  quantity,  one  part  of  which  was 
the  true  specific  heat,  and  the  other  that  iiortion  of  heat 
developed  by  the  contraction  of  the  gas.  The  quantity 
of  heat  indicated  by  these  experiments  as  the  specific 
heat  also  depended  on  the  chfferent  conducting  powers 
of  the  different  gases;  and  a further  source  of  error 
arose  from  the  fact  that  the  thermometer  used  in  these 
experiments  was  as  much  affected  by  the  radiant  heat 
of  surrounding  bodies  as  by  the  temperature  of  the  gas 
in  which  it  was  placed. 

The  experiments  of  MM.  de  la  Rive  and  Marcet 
were  conducted  in  tne  following  manner  : — 

A thin  globe  of  glass  was  filled  with  each  of  the 
gases,  in  a dry  state^  and  with  the  same  elastic  force. 
The  neck  Of  this  globe,  having  a stop-cock,  communi- 
cated with  a mercurial  gauge,  by  which  the  change  in 
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the  pressure,  or  elastic  force  of  the  gas,  was  indicated 
by  the  change  produced  in  the  height  of  the  column  of 
mercury  which  was  interposed  between  it  and  the  at- 
mospheric pressure.  The  difference  between  the  heights 
of  two  such  columns,  one  pressed  upon  by  the  gas,  and 
the  other  by  the  atmosphere,  always  indicateil  the  differ- 
ence of  their  pressure.  The  temperature  of  the  gas, 
and  its  pressure  at  the  commencement  of  the  process, 
being  known,  its  change  of  temperature  was  thus  like- 
wise indicated  by  its  change  of  elastic  pressure,  and  it 
became  its  own  thermometer.  The  glass  gloln*  was 
surrounded  by  another  glolie  of  metal  considerably 
greater  in  size,  and  blackened  on  its  inner  surface  to  in- 
crease its  radiating  power.  The  space  lietween  these 
two  globes  was  well  exhausted  of  air  by  a good  pump, 
so  that  the  globe  containing  the  gas  received  heat  only  by 
radiation  from  the  black  sj)herical  surface  surrounding 
it  on  every  side.  The  metal  globe  was  now  immersed 
in  a bath  of  water,  at  a known  temperature,  and  which 
remained  for  the  space  of  five  minutes  thus  immersed, 
the  blackened  surfaa',  on  the  inside  of  the  globe,  ra- 
diating heat  during  that  time  on  the  body  of  gas  within 
it.  The  efiect  produced  on  the  column  of  mercury,  by 
the  increase  of  elasticity  in  the  gas,  was  noted.  This 
experiment  was  repeated  with  fourteen  different  gases, 
and  the  result  was,  that  all  the  gases  were  equally 
affected  by  the  same  source  of  heat,  acting  for  the  same 
time,  the  mercury  being  equally  depressed  in  the  tube 
in  every  experiment.  Hence  it  was  inferred  that  the 
specific  heat  of  the  same  volume  of  all  the  gases,  while 
under  the  same  pressure,  was  the  same  ; a result  which 
is  perfectly  in  accordance  with  that  previously  obtained 
by  Mr.  llaycraft,  for  a more  limited  number  of  gases. 
Hence  it  would  follow,  that  the  specific  heats  of  all 
ga.ses,  for  equal  weights,  are  inversely  as  their  specific 
gravities.* 

* riio  results  of  these  experiments  do  not  aiipear  to  me  to  establish  sa- 
tisfartorily  the  roiieliiHioiis  Mfhieh  have  been  drawn  from  them.  1 consider 
that  the  heat  is  imiiarteil  to  the  gases  alto;,’vther  b)  condiietion.  The  heat 
rad.ated  from  the  black  surface  of  the  surrounding  globe  of  cojrpcr  passes 
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I’he  method  adopted  by  Dr.  Black,  who  first  dis- 
covered the  fact  that  heat  was  absorbed,  or  became 
latent,  during  the  process  of  liquefaction,  for  the  deler- 
tcnnination  of  the  quantity  of  heat  which  was  thus 
absorbed  in  the  fusion  of  different  substances,  was 
analogous  to  the  method  of  mixture  already  explained 
for  the  determination  of  specific  heat.  A given  weight 
of  a solid  substance  was  mixed  with  an  equal  weight  of 
the  same  body,  in  the  liquid  state,  at  a higher  temper- 
ature ; and  it  was  ascertained  to  what  temperature  the 
liquid  should  be  raised,  in  order  that,  in  cooling  dow’ii 
to  the  freezing  point,  it  should  completely  melt  the 
solid.  The  number  of  degrees  through  which  it  was 
cooled  expressed  the  quantity  of  heat  which  became 
latent  in  the  process.  The  method  adopted  by  La- 
place, for  the  satne  purpose,  was  the  calorimeter  already 
descril)ed.  'I’lie  results  of  these  two  methods,  in  de- 
termining the  heat  which  became  latent  in  the  lique- 
faction of  ice,  afford  a strong  proof  of  the  accuracy  of 
each  by  their  near  correspondence.  According  to  the 
method  of  Dr.  lilack,  water  absorbs,  in  freezing,  about 
140°  of  heat,  and  other  philosophers  give  a greater 
quantity  ; but  the  experiments  on  this  subject,  which 
are  most  entitled  to  reliance  for  accuracy,  are  those  of 
Lavoisier  and  Laplace,  who  have  determined  that  the 
heat  absorlx'd  in  the  liquefaction  of  water  amounts  to 
1.3d°.  Dr.  Black  also  determined  the  heat  absorbed 
by  other  substances,  as  follows:  — Spermaceti  148°, 
bees’  wax  and  tin  600°.  The  melting  points  of 

these  bodies  are,  respectively,  13.8°,  140°,  and  442°. 

frcoly  through  the  p.ises  cnnt.iiiied  in  the  glass  tube,  but  is  partially  ab- 
■sorbeii  by  the  glass  funning  that  globa  When  the  glass  receives  an  ele- 
vation of  temperature  by  the  heat  thus  absorbed,  it  imparts  that  heat  to 
the  particles  of  gas  immediately  in  contact  with  it ; upward  currents  take 
place,  and  the  gas  occupying  the  lower  part  of  the  globe  ascends,  while  the 
portion  of  gas  heated  by  the  surface  of  the  up|)cr  hemisphere  maintains  its 
position,  and  thus  the  heat  is  communicated  through  tho  whole  mass  ot 
pas  contained  in  the  globe,  l)v  the  usual  system  of  currents  The  results  ol 
the  experiment,  therefore,  show  the  increase  of  tem]ierature  which  the 
didbroiit  gases  acf|uirc  in  this  way  in  a given  time  ; ami  this  inert  ase  will 
obviously  lie, tend  on  what  may  be  called  their  conducting  itower,  as  much 
as  it  depends  on  their  specific’ heats.  The  gas  which  has  tiie  greater  con. 
ducting  power  will  rise  in  temperature  faster  than  that  which  has  the  less 
conducting  power. 
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I'rom  these,  and  other  results,  it  appears,  that  the 
higher  the  point  of  fusion  is  on  the  thernionietric  scale 
the  greater  will  be  the  quantity  of  heat  absorbed  in 
liquefaction.  No  proportion  is,  however,  maintained 
between  these  effects;  for  it  is  fre  luently  observed 
that  the  distance  between  the  points  of  fusion  on  the 
scale  is  very  considerable,  when  the  difference  between 
the  quantities  of  heat  absorbed  in  fusion  is  very  small. 
Thus  ice  and  spermaceti  melt  at  32°  and  133',  yet  the 
quantities  of  heat  absorbeil  in  the  fusion  of  equal 
weights  of  these  substances  are  nearly  equal. 

.\s  the  specific  heats  of  all  solids  and  liquids  arc 
referred  to  that  of  pure  water  as  a standard,  so  the 
specific  heats  of  all  gases  are  rcferreil  to  that  of  atmo- 
s))heric  air,  under  the  same  jiressure.  lienee  to  lx* 
enabled  to  compare  the  specific  heats  of  gases  with 
those  of  liquids  and  solids,  it  will  be  ncces.sary  to  ex- 
press the  relation  between  the  specific  heats  of  the  two 
standards  to  which  each  class  of  bixlies  is  referred.  It 
has  been  ascertained  by  the  ex|)eriments  of  llerard  and 
De  la  Uoche,  that  the  specific  heat  of  water  is  3’8ffi 
limes  greater  than  that  of  air,  the  two  bodies,  as  usual, 
being  compared  in  eijual  weights,  'file  numlx.'r.s  in 
the  table  of  the  specific  heats  of  gases  must,  therefore, 
Ix'  severally  divided  by  3'8  Mi,  in  order  to  lx*  compared 
with  those  in  a table  of  the  specific  heats  of  solids  and 
liquids.  If  this  previous  reduction  be;  made,  then  the 
s]x*cific  heats  of  all  may  be  referred  to  that  of  water  as  a 
standard. 

'I'he  only  body  whose  specific  heat  has  lx*en  deter- 
mined in  all  the  three  states  of  solid,  liquid,  and  vapour, 
has  been  water.  The  specific  heat  of  water  Ix’ing  1 ()()(), 
that  of  ice,  according  to  Irvine,  is  800,  and  according 
to  t'rawfurd,  JjOO.  'I'he  experiments  of  l>e  la  lloche 
and  Herard  give  8-1-7  as  the  specific  heat  of  steam, 
'faking  a mean  of  the  results  of  Irvine  and  Crawfunl, 
it  would  then  follow,  if  these  experiments  can  be 
trusted,  that  the  specific  heats  of  water  in  the  solid  and 
vaporous  state  is  the  same,  being,  in  each  case,  fifteen 
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hundredths  less  than  its  specific  heat  in  the  liquid 
state. 

'I’he  specific  heat  of  water  is  greater  than  that  of  any 
other  known  liquid  ; and  it  is  generally  found  that,  in 
proportion  as  water  is  mixed  with  any  other  liquid,  the 
specific  heat  of  the  mixture  is  increased.  Metals  gene- 
rally have  a lower  specific  heat  than  other  bodies,  and 
therefore  have  a greater  degree  of  sensibility  as  measures 
of  temperature. 

A\'hen  the  density  of  a body  is  increased  by  me- 
chanical compression,  its  temperature  is  observed  to 
ri.se,  though  no  heat  is  imparted  to  it  from  any  external 
source ; and,  on  the  other  hand,  if  its  density  be 
diminished,  its  temperature  will  fall.  Such  effects  have 
been  generally  ascribed  to  a change  in  the  specific  heat 
of  the  body,  arising  from  the  change  of  its  density. 
After  compression,  the  body  contains  the  same  ab.so- 
lute  quantity  of  heat  as  before,  but  its  specific  heat  being 
diminished,  this  quantity  is  capable  of  raising  it  to  a 
higher  temperature  ; and,  on  the  other  hand,  when  it  is 
rarefied  by  being  allowed  to  expand  into  a larger  space, 
it  still  contains  the  same  quantity  of  beat;  but  its  spe- 
cific 'heat  being  increased,  this  quantity  is  not  capable 
of  raising  it  to  the  same  temperature,  consequently  its 
temperature  is  diminished.  'I'hese  effects  are  manifested 
in  bodies  of  different  forms,  according  to  the  facility 
which  they  afford  for  mechanical  compression  and  rare- 
faction. In  gases  the  temperature  may  be  increased  or 
diminished  to  a very  great  extent,  because  they  are  sus- 
ceptible of  almost  unlimited  compression  and  rarefaction. 
In  solids  the  effect  is  more  difficult  to  be  produced,  but 
still  it  is  manifested  when  malleable  bodies  are  ham- 
mered ; they  are  then  reduced  in  their  dimensions,  and 
tlie  same  quantity  of  heat  which  before  gave  them  a 
certain  temperature,  is  now  capable  of  raising  them  to  a 
higher  temperature.  We  find,  accordingly,  that  metals 
may  be  rendered  red  hot  by  mere  hammering,  with- 
out imparting  to  them  any  additional  heat. 

These  effects  are  sometimes  ascribed  to  the  absorption 
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or  evolution  of  latent  heat,  ami  sometimes  to  the  in- 
creased or  diminished  capacity  for  heat.  It  is  said  that 
tile  quantity  of  latent  heat  contained  in  air  at  a greater 
density  is  Jess  than  that  which  it  is  capable  of  contain- 
ing when  rarefied  or  expandeil,  and  tliat,  therefore,  by 
compression  a portion  of  the  heat  latent  in  it  has  be- 
come sensible,  and  increases  its  temperature ; and,  on 
the  other  hand,  by  rarefaction  an  increased  quantity  of 
latent  heat  is  necessary,  and. that  this  latent  heat  is  ne- 
cessarily withdrawn  from  its  sensible  heat,  ami,  there- 
fore, its  temperature  falls.  ^Vhich  of  the  two  methods 
of  expressing  the  fact  is  the  more  correct  can  only  lie 
decided  by  experiment  on  the  specific  heat  of  the  same 
body  in  different  states  of  density. 

Some  experiments  were  maile  to  determine  this  point 
by  M.M.  de  la  Uive  and  .Marcet.  'fhey  introduced  into 
the  thin  glass  vessel  already  described  atmospheric  air 
in  different  states  of  density,  and  they  found  that  when 
introduced  in  the  more  rarefied  states  the  same  source 
of  heat  produced  a greater  increase  of  temperature, 
though  not  in  the  ratio  in  which  the  air  was  rarefied. 
Hence  it  follows,  that  the  specific  heat  of  air  exposed  in 
a given  volume  diminishes  as  it  is  rarefied  ; but  since  it 
does  not  tliminish  in  tlie  same  proportion  as  it  is  rarefied, 
it  follows,  that  the  specific  heat  of  a given  weight  of  air 
is  greater  the  more  rarefied  it  is.  A given  quantity  of 
heat,  therefore,  will  produce  a less  increase  of  temper- 
ature on  a given  weight  of  rarefied  air,  but  a greater  in. 
crease  of  temperature  on  a given  bulk  of  it. 

'fhe  same  result  was  obtained  when  hydrogen, 
olifiant,  and  carbonic  acid  gas  were  submitted  to  like 
exjieriments.  'I’he  temjierature  of  eiiual  volumes  was 
always  more  increaseil  by  the  same  supply  of  heat  in 
the  more  rarefied  state. 

'fhe  method  of  determining  the  specific  heat  of  bodie.s, 
by  mixing  them  together  in  the  hijuid  state,  is  founded 
on  the  supposition  that  in  their  mixture  no  chemical 
combination  takes  place  which  disturlis  the  relation 
between  the  specific  heat  which  the  bodies  have  when 
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existing  separately.  Such  a supposition,  however,  is 
not  compatible  with  the  general  results  of  experience 
and  observation.  Like  other  qualities  of  the  constituents 
in  such  a combination  their  specific  heats  are  modified, 
and  the  compound  is  generally  found  to  have  a less  spe- 
cific heat  tlian  that  which  it  should  have  by  the  method 
of  calculation  which  has  been  explained  in  ]iage  26y. 
\\  hen  the  chemical  combination  of  two  liquids  is  thus, 
as  it  is  almost  invariably,  accompanied  by  a diminution 
in  the  specific  heat  of  the  compound  compared  with  that 
which  it  would  be  computed  to  have  from  the  specific 
heats  of  its  components,  su])posing  it  to  be  merely  a 
mecbanical  mixture,  two  other  effects  are  observed, 
viz.  first,  that  the  bulk  of  the  mixture  is  less  than  the 
sum  of  the  bulks  of  the  liquids  mixed;  secondly,  that  the 
temi)erature  of  the  mixture  is  higher  than  the  common 
temperature  of  the  liquids  mixed. 

'I'hus  if  a pint  of  water  be  mixed  with  a pint  of 
sulphuric  acid,  the  mixture  will  measure  considerably 
less  than  a quart.  'I'he  chemical  attraction  of  the  par- 
ticles, therel'ore,  in  such  cases  produces  condensation,  or 
brings  them  into  a closer  degree  of  proximity.  In  fact, 
condensation  has  been  as  effectually  j)roduced  as  it  would 
be  by  the  compression  of  air  under  a piston.  If  the 
sulphuric  acid  and  water,  at  the  moment  of  their  mix- 
ture, be  at  a temperature  of  .'37°,  their  mixture  will  have 
the  temperature  of  212°.  'I'his  elevation  of  temperature 
may  be  accounted  for  in  exactly  the  same  manner  as 
when  bodies  are  compressed  by  mechanical  force, 
'i'he  specific  heat  of  the  mixture  being  less  than  that 
wliich  is  due  to  its  component  parts,  and  the  absolute 
quantity  of  heat  contained  in  it  not  being  diminished, 
that  quantity  wiU  raise  the  mixture  to  a much  higher 
temperature  than  that  ivhich  it  should  have  if  the  spe- 
cific heat  w'ere  unaltered. 

From  such  phenomena  it  was  attempted  by  Dr.  Irvine 
to  determine  the  absolute  quantity  of  heat  which  bodies 
contain,  or  the  number  of  therraometric  degrees  through 
which  they  should  be  reduced,  in  order  to  be  brought 
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to  a state  of  absolute  cold.  He  reasoned  in  the  follow- 
ing manner: — Let  water  and  sulphuric  acitl  be  mixed 
together  in  such  proportions  that  the  specific  heat  of 
the  mixture  shall  be  oipressed  by  .57,  supposing  the 
sjiecific  heats  of  the  components  not  affected  by  chemi- 
cal combination.  liut  when  actually  combined,  it  is 
found  that  the  specific  heat  of  the  compound  instead  of 
being  57  will  be  52.  A loss  of  specific  heat  has  thus 
been  sustained,  amounting  to  about  a tenth  of  the  whole 
quantity.  It  was  found  that  the  mixture  acquired  a 
temperature  exceeding  the  common  temperature  of  the 
component  parts  by  155°.  'I’his  increase  of  heat,  there- 
fore, arose  from  the  diminished  specific  heat,  and  con- 
sequently 155'  must  be  considered  as  a tenth  part  of  the 
whole  heat  contained  in  the  mixUire.  'I'liis  will  be  un- 
derstood from  considering  that  a given  ijuantity  of  heat 
has  a power  of  communicating  one  tenth  more  degrees  of 
temperature  to  the  mixture  than  it  should  have  if  no 
effect  were  proiluced  by  combination.  Since,  therefore, 
155  is  a tenth  of  the  whole  heat  contained  in  the  mix- 
ture, 1550'-’  must  express  the  whole  quantity  of  heat,  the 
temperature  before  mixture  being57°;  and, consequently, 
the  state  of  absolute  cold  would  lie  l+f).S’  below  zero. 
Dr.  Irvine,  however,  fixed  the  point  of  absolute  cold 
at  f)()0°  below  zero.  'I’he  fallacy  of  this  reasoning  will 
lie  understood  from  considering  that  it  proceeds  on  the 
assumption  that  the  specific  heat  of  the  same  body  is 
the  same  at  all  temperatures.  Now  the  experiments  of 
-MM.  Dulong  and  Petit,  so  far  as  they  can  be  relied 
upon,  prove  that  this  is  not  the  case,  and  that,  on  the  other 
hand,  the  specific  heat  decreases  with  the  temperature. 
Such  a calculation,  to  be  exact,  would  therefore  require 
that  the  law  of  this  decrease  should  be  known,  and  that 
it  should  continue  throyghout  the  whole  process  of  cool- 
ing to  decrease  by  the  same  law. 

1 he  expansion  of  high-pressure  steam  escaping  from 
the  safety  valve  affords  a remarkable  instance  that  the 
same  quantities  of  heat  may  pve  very  different  temper- 
atures to  a body  in  different  states  of  density.  Steam 
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produced  under  a pres.sure  of  3.5  atmospheres  has  the 
temperature  of  41})^.  AVdien  such  steam  escapes  into 
the  atmosphere  through  the  safety  valve  it  undergoes  a 
prodigious  expansion,  without  losing  any  of  the  abso- 
lute quantity  of  heat  which  it  originally  contained,  and 
it  undergoes  a considerable  fall  in  its  temperature,  as 
will  be  provetl,  if  a thermometer  be  exposed  to  it.  In 
this  case  either  its  specific  heat  is  diminished  or  its 
latent  heat  is  increased  at  the  expense  of  its  sensible 
heat.  I am  aware  of  no  experiments  that  have  been 
made  ujion  steam  in  different  states  of  density  to  decide 
whether  its  specific  heat  varies,  and  if  so,  in  what 
manner. 

The  circumstance  that  rarefied  air  has  an  increased 
capacity  for  heat  will  account  for  the  very  low  temper- 
atures which  are  known  to  exist  in  the  higher  regions 
of  the  atmosphere.  'I'he  lower  strata  of  air  being 
pressed  upon  by  the  whole  weight  of  air  above  them 
are  compressed  in  a proportional  degree,  and  their 
specific  heat  is  consequently  decreased.  As  we  ascend 
each  stratum  into  which  we  pass  is  jiressed  by  a less  in- 
cumbent force  than  those  below  it,  because  it  sustains 
a less  weight  of  air  above  it.  It  is,  therefore,  in  a more 
rarefied  state  in  proportion  as  the  pressure  which  it  sus- 
tains is  diminished.  'I'his  effect  becomes  extremely 
sensible  when  we  ascend  to  any  considerable  heights, 
as  has  been  manifested  in  ascents  upon  high  mountains, 
and  in  balloons.  Upon  these  occasions  the  cold  has 
become  so  intense  that  the  mercury  in  the  thermometer 
has  been  frozen.  In  these  strata  of  air,  which  are  so 
elevated  that  their  permanent  temperature  is  below  32°, 
water  cannot  continue  in  the  liquid  state  ; it  exists, 
therefore,  in  the  form  of  ice  or  snow,  and  we  accord- 
ingly find  eternal  snow  deposited  upon  tliese  parts  of 
high  mountains  which  exceed  this  limit  of  elevation. 

The  position  of  that  stratum  of  atmosphere  which, 
by  its  elevation,  has  attained  that  degree  of  rarefaction 
that  reduces  its  temperature  to  32°  is  called  the  line  of 
perpetual  snow.  The  position  of  this  line  is  different 
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in  different  parts  of  the  earth,  generally  increasing  in 
heiglit  as  it  approaches  the  equator,  and  falling  in 
heiglit  as  it  approaches  the  poles.  The  line  of  perpe- 
tual snow  at  the  equator  is  at  an  elevation  of  about 
14,7()0  perpendicular  feet,  while  its  height  at  North 
Cape,  in  latitude  71  h°,  is  only  234.3  feet.  Its  position 
in  the  Alps  is  at  an  elevation  of  8220  feet.  In  Norway  it 
varies  from  2800  to  5.500  feet  according  to  the  latitude. 

In  the  same  latitude,  under  different  circumstances, 
that  line  is  found  at  different  elevations.  On  .Mount 
Caucasus,  in  latitude  42^'^,  its  elevation  is  about  1 1 ,(KK) 
feet,  while,  on  the  Pyrenees,  in  the  same  latitude,  its 
elevation  is  only  8400  feet.  It  will  hence  appear,  that 
tlie  fact  of  eternal  snow  being  observed  on  ranges  of 
mountains  is  no  certain  indication  of  their  lieight,  even 
tliough  the  latitude  of  the  place  should  be  known. 

It  is  found  that  an  extensive  table  land  has  the  effect 
of  increasing  the  elevation  of  the  line  of  perpetual  snow. 
In  Mexico,  in  the  latitude  of  20'^,  where  there  is  an 
extensive  jilain  at  an  elevation  of  8000  feet  above  the 
level  of  the  sea,  the  height  of  the  snow  line  is  nearly 
the  same  as  at  the  uquator.  In  the  same  manner  in 
the  Himalaya  mountains,  the  snow  line  is  at  a greater 
elevation  than  in  other  places  of  the  same  latitude.  In 
CJreat  Hritain  the  line  of  perpetual  snow  is  above  the 
fop  of  the  highest  mountain.  Its  elevation  in  Scotland 
is  about  ()500  feet.  Consequently  no  mountain  in  these 
countries  exhibits  the  phenomena  of  perpetual  snow. 

No  exact  or  satisfactory  experiments  have  been  made, 
so  far  as  I am  informed,  to  determine  the  changes  of 
U'mperature  produced  by  change  of  density  either  in 
the  permanent  gases  or  in  vapours.  From  some  expe- 
riments of  sir  John  Leslie  it  would  appear  that  atmo- 
spheric air  rarefied  until  its  density  was  three  fifths  of 
its  natural  density,  when  suihlenly  restored  to  the  density 
of  the  external  air  acipiired  about  48°  of  temperature. 
Dalton  obtained  a similar  result,  finding,  that  if  the 
density  of  air  be  suddenly  doubled  by  compression  its 
temperature  rises  50°. 
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A mathematical  rule  has  hceu  derived  by  Poisson 
from  formulic  given  by  Laplace,  by  which  the  changes 
of  temperature  corresponding  to  given  changes  of  density 
are  expressed,  hut  I am  not  aware  whether  this  formula 
ha.s  been  verified  by  experiment. 

The  mechanical  compression  of  the  permanent  gases 
becomes  instrumental  to  their  liquefaction,  by  being  the 
means  of  increasing  their  temperature  without  commu- 
nicating any  heat  to  them,  and  thus  facilitating  the 
jirocess  by  which  heat  may  be  extracted  from  them. 
We  have  shown  elsewhere,  that  if  atmospheric  air,  or 
any  other  gas,  be  a vapour,  raised  from  a liquid  which 
has  subsequently  received  an  increased  supply  of  heat, 
all  that  increase  of  heat  which  it  has  received,  after 
taking  the  vaporous  form,  must  be  withdrawn  from  it 
before  it  can  resume  the  licjuid  form.  Now,  if  its 
sjiecific  heat  be  so  great,  that  notwithstanding  all  the 
heat  communicated  to  it  after  taking  the  vaporous  form 
it  still  has  attained ' only  the  common  temperature  of 
the  globe,  it  is  clear  that  it  can  only  be  restored  to  the 
vaporous  form  either  by  reducing  its  temiierature  to  an 
immense  extent  by  the  application  of  freezing  mixtures, 
or  by  first  raising  its  temperature  by  high  degrees  of 
compression,  and  then  allowing  it  to  fall  to  the  temper- 
ature of  surrounding  objects,  or,  finally,  by  combining 
both  these  methods.  Thus  atmospheric  air,  at  the 
common  temperature  of  .50°,  compressed  into  a dimin- 
ished bulk  in  the  proportion  of  10,000  to  its  tem- 
perature would  be  raised  tbrough  an  extent  of  1 3,.500° 
of  heat,  according  to  the  results  of  Leslie’s  experiments. 
This  heat  being  immediately  dismissed  to  surrounding 
objects,  its  temperature  would  fall  to  that  of  the  medium 
in  which  it  is  placed.  ’J’hus,  without  the  application 
of  a freezing  mixture,  or  other  means  of  cooling,  an  im- 
mense abstraction  of  beat  would  be  effected,  and  this 
might  be  continued  so  long  as  any  mechanical  force 
adequate  to  the  further  comiircssion  of  the  gas  could  be 
exerted.  Freezing  mixtures  may  then  be  applied  for  a 
further  reduction  of  temperature;  but  how  much  more 
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efficacious  the  process  of  compression  is.  may  be  under- 
stood from  the  fact  that  no  freezing  mixture  has  ever 
yet  enabled  us  to  olitain  a temperature  of  more  than 
about  yO  below  zero,  and,  consequently,  none  could 
enable  us  to  abstract  from  a gas  or  from  air  mere  than 
about  1 to  ' of  heat. 

It  has  been  already  explained  that  the  elastic  force 
of  air,  or  any  other  gaseous  body,  depends  partly  upon 
its  temperature,  and  partly  upon  its  density.  'I’his 
force  may  be  increased  by  the  application  of  luat  with- 
put  any  change  of  density,  or  it  may  l)t>  increa.scd  by 
compression  without  any  change  of  t»  mperature.  If 
atmospheric  air,  or  any  other  gas,  be  compressed  by 
mechanical  force,  it  will  immediately  acquire  an  in- 
creased pressure  and  a higher  temperature.  '1  he  pres- 
sure will,  at  first,  be  increased  in  a much  greater 
proportion  than  the  volume  within  which  the  air  is 
confined  is  diminished ; but  when  the  temperature  of 
the  compressed  gas  is  reduced  to  that  which  it  had 
liefore  comjiression,  then  the  pressure  will  be  exactly 
in  the  proportion  of  the  comjiression. 

The  actual  change  of  elasticity  which  is  jirodured  by 
mechanical  condensation,  without  allowing  the  com- 
pressed  air  to  lose  any  heat  after  comjiression,  has  been 
mathematically  investigated  ; but  the  tlieorems  by  which 
the  change  of  pressure  and  temjierature  are  exjiressed  are 
too  abstruse  to  find  a jilace  in  a treatise  of  this  nature.* 

'I'he  .same  mathematical  formulic  which  express  the 
relation  between  the  temjierature  and  pressure  of  air 
not  allowed  to  part  with  heat  after  comjiression  like- 
wise apjily  to  steam,  and  all  vajiours  which,  as  I have 
already  shown,  will  not  jiass  into  the  liquid  form  under 
these  circumstances ; and  this  affords  another  strong 
argument  in  supjiort  of  the  analogy  which  favours  the 
hypothesis  that  atmosjiheric  air  and  all  the  permanent 
gases  are  vapours  of  highly  volatile  bodies,  which  va- 
porise at  very  low  temperatures. 

• Sop  Miicxnitiue  Celeste,  liv.  lii.  A.imalcs  de  Chimie  ct  nmiquo. 
luiu.  xxiii.  p.  tUi. 
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It  is  well  known  that  lead,  copper,  gold,  and  other 
metals  which  are  both  malleable  and  ductile,  when 
flattened  under  the  hammer,  or  wire-drawn  through 
holes  drilled  in  a steel  plate,  at  the  same  time  that 
they  undergo  an  increase  in  their  density,  also  ac- 
quire an  increase  of  temperature.  I'his  effect  is  in 
accordance  with  the  general  law  observed  in  bodies, 
whose  sensible  heat  increases  by  com])ression  ; but  in 
the  present  case,  where  the  process  of  hammering  or 
wire-drawing  is  carried  to  a certain  extent,  the  metal 
altogether  changes  its  mechanical  character,  and  instead 
of  being  soft  and  ductile  becomes  brittle  and  friable. 
Instead  of  extending  under  the  hammer  it  cracks  and 
breaks  to  pieces.  Its  former  character  may,  however, 
be  restored  by  heating  it  in  the  fire  to  high  temperatures, 
and  permitting  it  to  cool  slowly.*  It  wiU  then  be  once 
more  malleable  and  ductile,  and  the  process  may  be  re- 
peated. 

Let  us  suppose  that  in  this  case  the  quantity  of  heat 
evolved  by  the  process  of  hammering  or  wire-drawing 
were  accurately  observed,  which  it  might  be  by  means 
of  a calorimeter.  Again,  let  the  quantity  of  heat  com- 
municated to  the  body  in  raising  its  temperature  be  also 
observed  ; and,  lastly,  let  the  quantity  of  heat  which 
tlie  body  loses  in  cooling  slowly  to  its  former  temper, 
ature  be  in  like  manner  measured.  It  is  probable  that 
it  would  be  then  found  that  in  cooling  slowly  it  loses 
less  heat  than  that  which  was  communicated  to  it  in 
raising  its  temperature  after  being  hammered,  and  that 
the  difference  would  be  just  equal  to  the  heat  evolved 
in  tlie  process  of  hammering  or  wire-drawing.  If  this 
were  verified  by  experiment,  we  might  infer  that  the 
quality,  malleability,  and  ductility  depend  on  the  metal 
containing  at  a given  temperature  a certain  quantity  of 
heat,  and  that  if  at  the  same  temperature  it  be  caused 
to  contain  a less  quantity  then  it  loses  these  qualities. 

1 have  here  confined  myself  to  the  expression  of  the 
mere  fact  that  the  body  in  the  two  states  contains  more 

* This  process  is  called  nnnrn/»/ig,  and  is  applied  in  numerous  cases  in 
the  arts. 
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or  less  heat  to  avoid  any  hypothesis  in  accounting  for 
the  plienomena.  'J'he  effect,  however,  is  accounted  for 
by  Dr.  'I'lioinpson,  by  .supposing  tliat  the  quantity  of 
lieat  wliich  the  body  contains  in  the  one  state  at  the 
same  teiniierature  above  what  it  contains  in  the  other 
is  latrnt  in  it.  It  is  obvious  that  the  effect  would  be 
equally  accounted  for,  by  supposing  the  specific  heat  of 
a body  changed  by  the  jirocess  of  hammering  or  wire- 
ilrawing.  Ex|)eriment  only  can  decide  wliich  is  the 
more  correct  way  of  expressing  the  effect. 

Dr.  Irvine,  and  others  who  have  followed  him,  have 
attempted  to  reduce  the  remarkable  absor|)tion  of  heat 
in  the  process  of  liipiefaction  and  vaporisation  to  the 
same  class  of  effects  as  the  phenomena  of  specific  heat, 
or  the  process  by  which  different  Ixidics,  without 
changing  their  form,  consume  different  quantities  of 
heat,  to  produce  in  them  a given  change  of  temperature ; 
while  others,  taking  an  opposite  course,  attempt  to  ex- 
plain all  these  phenomena  on  the  principle,  or  rather  in 
the  plirasnology,  of  latent  heat,  adopted  by  Dr.  Hlack. 

.According  to  Dr.  Irvine,  the  absorption  of  heat  in 
the  processes  of  fusion  and  va|K)ri.sation  arises  from  the 
circumstance,  tliat  a body,  when  converted  from  the 
solid  to  the  liipiid  state,  or  from  the  liiiuid  to  the  va- 
porous state,  undergoes  an  increase  in  its  specific  heat. 
Thus,  if  water  have  a greater  specific  heat  than  ice,  it 
will  follow  that  a greatt'r  (juantity  of  heat  will  lie  ne- 
cessary to  communicate  to  it  the  temperature  of  .82° 
than  is  necessary  to  give  tliat  temperature  to  an  equal 
weight  of  ice.  In  the  transition,  therefore,  from  ice  to 
water,  as  much  lieat  must  be*  communicated  as  the  in- 
creased specific  heat  of  the  body  renders  necessary  to 
maintain  it  in  the  liijuid  form.  In  the  same  manner,  if 
the  specific  heat  of  steam  lx-  greater  than  that  of  water, 
the  transition  of  water  from  tlie  licpiid  state  to  the 
vajiorous  state,  must  lie  attended  with  such  an  additional 
supply  of  lieat  as  will  satisfy  the  increased  capacity  of 
steam  for  heat.  Like  observations  will  apply  to  tlie 
fusion  and  vaporisation  of  all  other  bodies. 
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To  sustain  this  reasoning,  it  would  be  necessary  to 
prove  that  the  specific  heats  of  all  vajiours  are  greater 
than  those  of  the  liquids  they  form  by  condensation,  and 
of  all  liquids  greater  than  those  of  the  solids  which  they 
form  by  congelation.  Now  the  only  body  which  has 
been  yet  submitted  to  experimental  examination  in  all 
tile  three  states  is  water ; and  it  has  been  ascertained, 
with  sufficient  certainty,  that  the  specific  heat  of  ice  is 
less  than  that  of  water  — a fact  consistent  with  the  rea- 
soning of  Irvine.  A difference  in  the  result  of  different 
experiments  exists,  however,  with  respect  to  the  spe- 
cific heat  of  steam.  The  experiments  of  MM.  de  la 
Roche  and  Reran!  give-a  specific  heat  less  than  that  of 
water,  in  the  proportion  of  84-7  to  1000;  while  the  ex- 
periments of  Dr.  Crawfurd  give  a specific  heat  greater 
than  water,  in  the  projiortion  of  1550  to  1000. 

It  were  to  be  wished  that  experiments  should  be 
made  for  the  determination  of  the  specific  heats  of  other 
bodies  in  the  three  estates  of  solid,  liquid,  and  vapour  ; 
and  where  this  is  not  attainable  they  should  at  least 
be  examined  in  one  of  these  transitions. 

I'he  reasoning  of  Dr.  Irvine  must,  at  present,  be 
regarded  as  an  ingenious  conjecture,  having  a ten- 
dency greatly  to  simplify  the  classification  of  the  phe- 
nomena connecting  temperature  with  the  absolute  quan- 
tities of  heat,  and  countenanced  by  the  general  fact, 
that  the  specific  heats  of  liquids  are  greater  than 
those  of  solids,  but  also  at  variance  with  an  inference 
derivable  from  a similar  analogy  with  respect  to  bodies 
in  tlie  gaseous  form,  the  specific  heats  of  which,  so 
far  as  the  experiments  which  have  been  made  can 
be  relied  on,  are,  in  general,  lower  than  those  of  li- 
quids. The  only  well  ascertained  fact  which  gives 
direct  support  to  this  theory  is  the  relative  specific  heats 
of  water  in  the  liquid  and  solid  state.  On  the  other 
hand,  it  can  scarcely  be  said  that  there  is  any  decisive 
fact  which  has  been  produced  to  overturn  Irvine’s  hy- 
potliesis,  because  the  result  of  the  experiments  of  MM. 
dc  la  Roche  and  Berard  upon  steam,  though  perhaps 
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more  entitled  to  confidence  than  those  of  Dr.  Crawfurd, 
is  still  scarcely  decisive  enough  to  be  regarded  as  an  ex- 
perimentura  cnicis  in  overturning  that  theory.  Great 
difficulty  and  uncertainty  attend  all  experimental  in- 
vestigations respecting  the  specific  heats  of  gases  or 
vapours.  Aldiere  the  accuracy  of  a single  experiment 
is  doubtful,  the  coincidence  of  a greater  number  of  re- 
sults should  be  obtained  before  we  can  consider  them 
decisive. 

It  has  been  objected  to  Dr.  Irvdne’s  hypothesis,  that 
though  “ it  accounts  for  the  disappearance  of  caloric  in 
liquefaction,  yet  it  does  not  explain  whi/  the  liquefaction 
takes  place ; that,  on  the  other  hand,  the  theory  of 
latent  heat  not  only  exjilains  the  change  itself,  but  also 
the  phenomena  that  attend  it.”*  It  is  difficult  to  per- 
ceive either  the  truth  or  force  of  this  objection.  In  the 
phenomena  of  liquefaction  there  arc  two  physical  effects 
to  be  exjilained  ; first,  the  transition  of  a solid  to  the 
liquid  state  by  the  reception  of  a definite  quantity  of 
heat  from  some  external  source ; secondly,  that  this 
heat  produces  no  change  in  the  temperature  of  the  body. 
Now  it  is  difficult  to  perceive  how  Dr.  Hlack’s  theory 
explains  either  of  these  effects,  or  how  it  can  be  viewed 
in  any  other  light  than  as  a mere  expression  of  them. 
He  states  that,  in  the  process  of  liquefaction,  a large 
quantity  of  heat  becomes  latent  in  the  liquid  : the  mean- 
ing of  which  is,  that  this  heat  is  communicated  to  the 
body  without  causing  its  temperature  to  rise.  He  states, 
also,  that  it  is  the  absorption  of  this  heat  which  causes 
the  transition  from  the  solid  to  the  liquid  state:  the 
meaning  of  which  is,  that  whenever  a liody  pas.ses  from 
the*  one  state  to  the  other  heat  is  thus  absorbed.  In 
both  instances  nothing  can  be  understood  except  a bare 
statement  of  fact. 

On  the  other  hand,  the  reasoning  of  Dr.  Irvine, 
whether  it  shall  be  confirmed  by  the  results  of  future 
experiments  or  not,  though  it  does  not  explain  the  pro- 
cess of  liquefaction,  yet  certainly  does  account  for  “ the 
* Turner’s  Chemistry,  3d  edit.  p.  57. 
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phenomena  attending  it/'  viz.  tliat  the  heat  commu- 
nicated during  liquefaction  produces  no  increase  of 
temperature  in  the  body  liquefied.  This  is  fully  and 
satisfactorily  accounted  for  by  the  circumstance  that  the 
specific  Iieat  of  a liquid  is  greater  than  that  of  a solid, 
and  the  heat  communicated  to  it  is  that  surplus  of  heat 
required  to  give  the  liquid  the  same  temperature  as  the 
solid,  by  reason  of  its  greater  specific  heat.  This  also 
accounts  for  the  gradual  process  of  liquefaction.  The 
additional  heat  imparted  to  the  body  is  taken  up  by  its 
parts  in  succession,  each  part  wliich  successively  liquefies 
receiving  the  increment  of  caloric  which  is  due  to  its 
specific  heat. 

The  same  acute  and  exact  chemist,  whose  objections  to 
Irvine’s  theory  have  been  just  quoted,  is  of  opinion  that 
the  tlieory  of  Dr.  Hlack  may  be  extended  to  all  the  pheno- 
mena arising  from  the  different  specific  heats  of  bodies; 
and  thus  that  an  equal  simplification  or  generalisation  may 
be  obtained,  as  that  which  would  be  accomplished  by  Dr. 
Irvine’s  theory.  He  states  that  different  quantities  of 
heat,  in  the  proportion  of  23  to  1,  are  necessary  to  raise 
water  and  mercury  through  1°  of  temperature:  the 
excess  of  the  caloric  communicated  to  the  water,  above 
that  which  is  communicated  to  the  mercury,  must 
become  insensible  to  the  thermometer,  just  as  happens 
when  ice  is  converted  into  water  or  water  into  vapour. 
The  phenomena  he  considers  to  be  in  this  jioint  of  view 
identical,  and  that,  therefore,  the  same  mode  of  reason- 
ing by  which  one  is  explained  may  be  applied  to  account 
for  the  other.  This  position,  however,  seems  scarcely 
tenable.  It  may  be  objected  to  it,  in  the  first  place, 
that  the  phenomena  of  liquefaction  and  vaporisation  are 
altogether  distinct  from  those  arising  from  the  different 
susceptibility  of  bodies  to  receive  temperature  from  heat. 
Where  heat  is  communicated  to  water,  it  continues  re- 
gularly to  rise  in  temperature  ; and  however  small  a 
portion  of  heat  may  be  given  to  it,  that  heat  will  jiro- 
duce  a determinate  increase  of  temperature.  If  this, 
then,  be  the  case,  how  can  any  portion  of  it  be  said  to 
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become  latent,  the  word  latent  being  received  in  the  same 
sense  as  it  is  when  applied  to  the  phenomena  of  lique- 
faction and  vaporisation  ? Heat  is  said  to  become  latent 
when  a quantity  of  it  being  communicated  to  a body 
leaves  a thermometer  immersed  in  that  body  stationary. 
But  independently  of  this  objection  against  this  shifting 
of  the  definition  of  the  term  “ latent  heat,”  there  seems 
to  be  no  reason  why  mercury  should  be  adopted  as  the 
standard  of  all  other  matter  ; for,  according  to  the  theory 
here  proposed,  it  would  follow  that  all  bodies  having 
a greater  specific  heat  than  mercury,  must  be  considered 
as  rendering  latent  in  them  all  the  excess  of  their  specific 
heat  above  that  mercury,  — mercury  itself  being  the 
only  body  no  part  of  whose  specific  heat  is  to  be  consi- 
dered as  latent.  But  what  must  we  infer  respecting 
tliose  bodies  whose  specific  heat  is  less  than  that  of 
mercury?  Is  the  specific  heat  by  which  mercury  ex- 
ceeds them  to  be  considered  as  latent  in  the  mercury 
with  resjiect  to  them,  although  sensible  in  the  mercury 
with  respect  to  bodies  of  greater  specific  heat  ? 

By  far  the  most  remarkable  fact,  which  recent  inves- 
tigations have  brought  to  light,  in  connection  with  the 
flieory  of  heat,  has  resulted  from  the  experiments  of 
M.M.  Dulong  and  Petit.  It  appears  from  the  experi- 
ments of  these  philosophers,  in  the  lOth  volume  of  the 
Annales  de  C'himie  et  I’hysique,  that  the  atoms  of  all 
simple  bodies  have  the  same  capacity  for  heat.  'I’his 
important  law,  if  admitted,  would  at  once  connect  the 
whole  theory  of  heat  with  the  atomic  theory  of  Dalton, 
and,  therefore,  with  the  entire  structure  of  chemical 
science.  It  appears  that  if  the  numlxTs  representing 
the  specific  heats  of  various  Ixidies  which  have  been 
accurately  examined  Ik*  multiplied  by  the  numbers 
which  express  their  atomic  weights  the  same  product 
will  he  obtained  in  every  case,  as  appears  by  the  follow- 
ing table  ; in  which  the  dift'erences  between  the  numhers 
lorming  the  third  column  are  so  small  as  to  be  fully 
accounted  for  by  the  unavoidable  errors  of  observa- 
tion:— 
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• Specific  Caloric. 

Relative  Weight 
of  Atoms. 

.ProducUof  thu  Weltfln  ’ 
.of  each  Atom  by  tht* 
correi]>undmg  Ca]>acity. 

Bismuth 

002S8 

13-30 

0-38.30 

Le.ad 

0-0293 

12-95 

0-3794 

Gold 

0-0298 

12-43 

0-3704 

Blatinum  - 

0 0314 

11-16 

0-3740 

Tin 

0 05 14 

7-35 

0-3779 

Silver 

0-0557 

6-75 

0-3759 

Zinc 

0 0927 

4-03 

0.3736 

Tellurium  - 

.0-0912 

4-03 

0-3675 

Copper 

0-0949 

3-957 

0-3755 

Nickel  - 

0-1035 

3-69 

0-3819 

Iron 

0-1100 

3-392 

0.3731 

Cobalt 

0-1498 

2-46 

0-3685 

Sulphur 

0-1880 

2-011 

0-3780 

It  appears  from  this  table  that  the  specific  heats  of 
bodies  are  always  in  the  inverse  proportion  to  the  weights 
of  the  constituent  atoms  ; that  is,  in  projiortion  as  the 
specific  heats  are  great,  the  weights  of  the  constituent 
atoms  are  small.  From  this  it  may  easily  be  inferred 
that  the  specific  heats  of  the  atoms  of  different  bodies  are 
equal.  In  equal  weights  of  two  bodies,  the  number  of 
constituent  atoms  will  he  great  in  proportion  as  their 
weights  are  small.  Noav,  by  the  preceding  table,  it 
appears  that  the  specific  heats  are  in  the  inverse  pro- 
portion to  the  atomic  weights ; and  since  the  number 
of  atoms  in  equal  weights  are  like%vise  in  the  inverse 
proportion  to  the  atomic  weights,  it  follow's  that  the 
specific  heats  of  equal  masses  are  in  the  proportion  of 
the  number  of  atoms  in  these  masses ; but  since  the 
specific  heats  of  the  masses  are  composed  of  the  specific 
heats  of  their  constituent  atoms,  it  follows  that  the 
specific  heats  of  the  atoms  of  the  one  mass  must  be  equal 
to  the  specific  heat  of  the  atoms  of  the  other  mass. 

This  is,  therefore,  a quality  in  wdiich  the  atoms  of 
all  the  simple  bodies,  however  they  may  differ  in  other 
respects,  agree, — that  they  have  all  the  same  capacitiesfor 
heat,  and  the  same  additions  of  heat  produce  in  them 
the  same  change  of  temperature. 

Since  the  same  experiments  of  ]\IM.  Dulong  and 
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Petit,  wliich  have  led  to  this  important  discovery,  like- 
wise sliow  that  the  specific  heat  of  the  same  body  under- 
goes a slight  variation  with  its  temperature,  we  must 
assume  that  the  specific  heats  referred  to  in  this  law  are 
the  mean  specific  heats  of  bodies.  Mr.  Dalton  takes 
this  as  a ground  of  objection  to  the  conclusion  of  MM. 
Dulong  and  Petit.  He  argues,  that  since  the  capacity 
for  heat  varies  with  the  temperature  it  is  impossible 
that  the  specific  heat  of  the  atoms  can  be  equal.  Hut 
why,  it  may  be  askeil,  may  not  the  mean  specific  beat 
of  the  atoms  be  umlerstood  as  well  as  the  mean  specific 
heat  of  the  bodies  themselves  ? This  objection  would 
seem  to  lie  removetl  by  stating  that  the  mean  specific 
heat  of  the  atoms  of  all  simple  bodies  is  the  same. 
Mr.  Dalton  also  objects  that  the  validity  of  the  con- 
clusion is  shaken  by  the  fact  that  the  specific  heat  of 
tile  same  liody  is  different  in  the  solid,  liquid,  and  va- 
porous form,  although  it  is  undoubtedly  composed  of 
the  same  atoms  in  these  different  states. 

This  objection  has  been  foreseen  by  MM.  Dulong 
and  Petit,  who  have  limited  the  law,  hy  remarking  that 
it  holds  only  so  long  as  the  bodies  do  not  change  their 
form.  In  this  cast."  it  would  Ik'  necessary  to  state  what 
form  it  is  of  each  body  which  comes  under  the  law.  If 
the  law  lie  admitted,  it  would  establish  a distinction  1k“- 
tween  the  three  forms  of  which  bodies  are  susceptible,  a 
circumstance  which  has  lieen  hitherto  regarded  as  purely 
accidental  on  their  temperature. 

'file  results  of  the  experiments  of  De  la  Hive  and 
Marcet,  already  mentioned,  are  altogether  inconsistent 
with  the  law  thus  obtaineil  by  Dulong  and  Petit.  If 
tlie  specific  heats  of  all  bodies  be  inversely  as  their 
atomic  weights,  it  is  plain  that  the  specific  heats  of 
gases  cannot  be  inversely  as  their  specific  gravities. 
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RADIATION. 

HEN  any  pliysical  effect  is  progressively  transmitted 
or  propagated  in  straight  lines,  especially  if  those  lines 
proceed  in  various  directions  round  the  jioint  where 
the  effect  originates,  the  phenomenon  is  called  radiation. 
'Pile  effect  is  said  to  he  radiated,  and  the  lines  along 
which  it  is  transmitted  are  called  rays. 

Several  natural  phenomena  present  examples  of  this, 
of  which  light  is  by  far  the  most  remarkable.  Every 
point  of  a visible  object  emits  rays  of  light  which  di- 
verge in  all  jiossible  directions  from  that  point ; and  it 
is  by  these  rays  of  light  that  the  point  itself  becomes 
visible.  These  rays  of  light,  in  like  manner,  when 
they  proceed  from  a luminous  object,  such  as  the  sun, 
or  the  flame  of  a lamp,  falling  on  other  objects,  illu- 
minate them,  and  making  the  points  of  their  surfaces 
become  new  centres  of  radiation,  render  them  visible. 
The  secondary  rays  which  they  thus  radiate  by  reflec- 
tion meeting  the  eye  produce  a corresponding  sensation 
which  excites  a consciousness  of  the  presence  of  the 
object. 

Radiation  is  likewise  a property  of  heat.  A hot 
body,  such  as  a ball  of  iron,  raised  to  the  temperature 
of  400°,  placed  in  the  middle  of  a chamber,  will  trans- 
mit heat  in  every  direction  round  it.  Now  this  heat 
may  easily  be  proved  not  to  be  transmitted  merely  by 
means  of  the  surrounding  air ; for  in  this  case  the  effect 
would  be  an  upward  current  of  hot  air,  which  would 
ascend  by  reason  of  its  comparative  lightness.  On  the 
other  hand,  the  heat  which  proceeds  from  the  ball  is 
found  to  be  transmitted  downwards,  horizontally,  and 
obliquely,  and  in  every  possible  direction.  It  is  like- 
wise transmitted  almost  instantaneously,  at  least  the 
time  of  its  transmission  is  utterly  inappreciable.  A 
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delicate  thermometer,  jilaced  at  any  distance  below  the 
hall,  will  be  immediately  affected  by  it ; and  the  proof 
that  this  is  true  radiation  is  found  in  the  fact  that  the 
rays  may  be  intercepted  by  a screen  composed  of  a 
material  not  pervious  to  heat.  The  rays  may  be 
proved  to  be  transmitted  in  straight  lines  in  exactly 
the  same  manner,  and  by  the  same  reasoning,  as  is 
ajiplied  to  rays  of  light. 

Hut  the  radiation  of  heat,  independently  of  any  |)ower 
of  transmission  which  may  reside  in  the  air,  is  put 
Ix'yond  dis]uite  by  the  fact,  that  a thermometer  sus- 
pended in  the  receiver  of  an  air  pump,  when  it  is  ex- 
hausted, is  affected  by  the  solar  rays  directed  upon  it. 

'I'he  effects  of  the  radiation  of  hot  bodies  prove  that 
rays  of  heat  exist  unaccompanied  by  light.  On  the 
other  hand,  the  calorific  property  which  constantly 
accompanies  the  solar  rays,  as  well  as  the  rays  i>ro- 
cceding  from  flame,  would  indicate  that  heat  is  a 
necessary  concomitant  or  property  of  light.  It  is 
ascertained  also  that  the  calorific  principle  exi.sts  with 
different  ilegrees  of  energy  in  lights  of  different  colours. 
Sir  M'illiam  llerschel,  being  engaged  in  telescopic 
observations  on  the  sun,  found  that  the  coloured  glasses 
which  he  used  to  mitigate  the  brilliancy  of  that  lumi- 
nary, in  order  to  enable  the  eye  to  hear  its  splendour, 
were  cracked  and  broken  in  pieces  by  the  heat  which 
they  absorbed  from  the  light  which  acted  on  them. 
I'his  leil  him  to  investigate  the  calorific  properties  of 
the  different  component  parts  of  solar  light ; and  the 
experiments  which  he  instituted  led  to  an  important 
extension  of  the  analysis  of  light  originally  discovered 
by  Newton. 

Let  H fig.  3.3.,  be  a section  of  a gla,ss  prism 
cut  at  right  angles  to  its  length,  and  let  S IS  be  a ray 
of  light  admitted  through  a small  aperture  in  a window 
shutter,  ami  striking  tlic  surface  of  the  glass  at  iS.  It 
is  a property  of  glass,  which  is  explained  in  optics,  that 
when  light  enters  it  in  this  manner  the  ray  is  bent  from 
its  course,  and  instead  of  jirocecding  in  the  direction 
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SS , as  it  would  do,  if  it  did  not  encounter  the  glass,  it 
is  deflected  upwards  in  another  direction,  forming  an 

Fig.  33. 


angle  with  its  original  course.  Now  it  is  found  that 
the  ray  thus  bent  upwards  does  not  continue  to  form 
one  line  of  white  light  as  before,  but  it  spreads  or 
diverges,  and,  if  received  on  the  screen,  instead  of 
illuminating  a single  spot,  as  it  would  do  if  it  were  not 
intercepted  by  the  prism,  it  covers  an  extended  line  on 
the  screen  from  V'  to  R;  and  tlie  lengtli  of  tliis  line 
increases  if  tlie  screen  be  moved  from  tlie  jirism,  and 
decreases  if  the  screen  be  moved  towards  the  prism,  a 
necessary  consequence  of  tlie  divergence  of  the  rays 
issuing  from  the  prism.  It  is  also  observed,  that  this 
line  of  light,  thus  produced  on  the  screen,  is  not  a 
uniform  white  light  like  the  sjiot  which  would  be 
produced  on  a screen  held  between  A R C!  and  the 
window  shutter.  (Jn  the  other  hand,  an  appearance  is 
produced  of  a regular  succession  of  brilliant  colours,  the 
highest  colour,  \’,  being  violet,  the  next  below  this  indiyo, 
which  is  succeeded  by  blue,  green,  yellow,  orange,  and 
finally  red,  in  regular  succession,  each  colour  occupying 
a certain  space  in  the  line  of  light.  This  effect  is 
commonly  called  the  prinniatic  spectrum,  and  it  de- 
pends on  two  facts  which  are  ascertained  in  optics, 
namely,  — first,  that  the  ray  of  light  SS  is  compounded 
of  several  distinct  rays,  which  differ  from  each  other  in 
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colour  ; secondly,  that  the  glass  of  the  jirism  A B C is 
capable  of  refracting  or  bending  out  of  their  course  these 
different  coloured  lights  in  different  degrees.  Thus  it  is 
capable  of  deflecting  the  violet  light  more  than  the 
indigo,  the  indigo  more  than  the  blue,  and  so  on,  each 
colour  in  succession  being  more  refrangible  by  the  prism 
than  that  which  occupies  a lower  place,  and  red  being 
therefore  the  least  refrangible  component  part  of  the 
solar  beam.* 

Let  us  now  suppose  that  the  balls  of  a series  of  ther- 
mometers are  placed  in  the  different  coloured  lights  from 
the  violet  to  the  red  in  regular  succession.  The  relative 
heating  powers  of  these  different  colours  will  be  in- 
dicateil  by  the  effect  which  they  produce  on  the  several 
thermometers,  the  most  powerful  being  that  which 
raises  the  thermometer  exposed  to  its  influence  high- 
est. It  is  found  that  the  thermometer  whose  bulb 
is  covered  with  the  violet  light  is  less  elevated  than 
that  which  is  exposed  to  the  indigo.  This  again  is 
le.ss  raised  than  that  which  is  exposed  to  the  blue,  and 
the  elevation  of  the  several  thermometers  go  on,  thus 
regularly  increasing ; that  which  is  acted  upon  by  the 
red  light  standing  at  a greater  elevation  than  any  of 
the  others.  Hence  we  infer  that  the  calorific  power  of 
the  red  light  is  greater  than  that  of  any  other  com- 
ponent part  of  the  solar  iK'ain.  It  might  at  first  view 
Ik‘  supposed  that  the  calorific  power  had  some  depend- 
ence on  or  connection  with  the  illuminating  power  of 
light,  and  that  the  light  which  was  most  brilliant  would 
likewise  be  most  hot.  This,  however,  is  not  the  fact ; 
for  the  most  brilliant  part  of  the  prismatic  spectrum  is 
found  in  the  position  of  the  yellow  light,  and  the  bril- 
liancy gradually  diminishes  towards  the  extremity  of 
tile  red,  where  the  heat  is  found  to  be  greatest. 

It  occurred  to  Sir  \\'illiam  llerschel,  that  as  hot 
bodies  emit  calorific  rays  which  are  not  luminous,  it 
was  possible  that  non-luminous  calorific  rays  might 
exist  in  solar  light  itself.  To  determine  this  point,  he 
• See  Cab.  Cyc,  Optics,  cha(x  vjj 
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placed  a thermometer  in  tlie  space  immediately  below 
11,  the  red  extremity  of  the  spectrum.  He  accordingly 
found,  as  he  had  anticipated,  that  the  thermometer  still 
continued  to  be  affected,  and  consequently  that  the  pre- 
sence of  calorific  rays  invisible  and  non-luminous  was 
manifested ; but  what  was  more  singular,  he  found  that 
the  calorific  power  of  these  invisible  rays  was  even 
greater  than  that  of  the  luminous  reil  rays,  in  fact,  tlie 
maximum  effect  of  the  calorific  rays  was  found  at  a 
point  a little  below  11.  From  that  point  downwards 
the  calorific  influence  rapidly  diminished  until  it  alto- 
gether disappeared,  'fhere  are,  therefore,  a number  of 
invisible  rays  proceeding  from  the  prism,  and  occupying 
the  space  II  below  11.  These  rays  are  refracted  by  the 
prism  in  the  same  manner  as  the  luminous  rays,  but 
tlie  refraction  is  less  in  quantity.  These  invisible  rays 
also  differ  from  each  other  in  refrangibility,  in  the  same 
manner  as  the  luminous  rays  do,  since  they  occujiy  a 
space  of  some  extent  below  R.  Those  whose  position 
is  lowest  being  less  refrangible  than  those  nearer  to 
tlie  luminous  rays. 

Soon  after  these  experiments  of  Sir  William  Ilerschel, 
the  attention  of  several  distinguished  jihilosophers  was 
attracted  to  the  investigation  of  the  jiroperties  of  the 
prismatic  spectrum,  and  among  others  the  late  Dr. 
Wollaston,  Ritter,  and  Beckmann.  It  had  been  long 
known  that  the  solar  light  produced  an  influence  on 
certain  chemical  processes.  Thus  the  nitrate  or  chloride 
of  silver,  exposed  to  the  direet  rays  of  the  sun,  was 
known  to  acquire  a black  colour.  Chemical  effects 
were  also  produced  on  the  oxides  of  certain  metals.  It 
was  sl\own  by  Scheele  and  others  that  these  effects 
were  produced  by  the  rays  of  light  which  occupy  the 
upper  part  of  the  spectrum,  and  not  at  all  by  the  red 
rays.  A feeble  effect  was  produced  by  the  green  ray, 
and  the  chemical  energy  was  increased  by  ascending 
towards  the  violet  ray.  The  circumstance  of  Ilerschel 
having  discovered  invisible  calorific  rays  under  the  lower 
extremity  of  the  spectrum,  and  even  finding  the  point  of 


OUAP.  XII. 


RADIATION. 


299 


extreme  energy  in  that  space,  suggested  to  these  philo- 
sophers the  enquiry,  whether  the  chemical  influence 
which  was  observed  to  increase  in  ascending  towards  the 
upper  extremity  might  not  exist  in  the  space  above  that 
point  where  no  luminous  rays  were  apparent.  They  ac- 
cordingly found,  on  exposing  substances  highly  suscep- 
tible of  this  chemical  influence  in  the  several  spaces 
occupying  the  upper  part  of  the  spectrum,  and  also  in  the 
space  immediately  above  V,  that  the  chemical  action 
was  continued,  as  they  had  anticipated,  bt>yond  the 
luminous  rays  ; and  as  the  maximum  heating  power  was 
found  below  11,  so  the  maximum  chemical  influence 
was  found  to  Ik*  in  the  space  above  V : in  ascending 
beyond  that  jioint  the  actual  influence  rapidly  diminished 
until  it  disappeared.  It  follows,  therefore,  that  there  are 
a number  of  chemical  rays  proceeding  from  the  prism 
more  refrangible  than  any  luminous  rays,  and  falling 
on  the  screen  above  the  jioint  V'  in  the  space  C. 
These  chemical  rays  were  found  to  be  altogether  des- 
titute of  the  heating  principle,  or  at  least  their  effects 
on  a thermoineter  were  inappreciable. 

The  experiments  of  llerschel  were  repeated  by  seve- 
ral other  jihilosophers,  with  various  success,  some  being 
unable  to  detect  any  calorific  rays  beyond  the  luminous 
spectrum,  others  detecting  their  existence,  but  fixing 
the  maximum  calorific  influence  in  the  red  rays,  and 
others  again  agreeing  in  all  respects  with  llerschel. 
Of  these,  the  most  valuable  were  experiments  instituted 
by  Uerard  in  the  laboratory  of  llerthollet  at  Paris.  This 
philosopher  used  a heliostat,  which  is  an  instrument 
constructed  for  the  purpose  of  reflecting  a rav  of  the 
sun  constantly  in  one  direction,  notwithstanding  the 
change  of  position  of  the  sun  by  its  diurnal  motion. 
He  thus  obtained  a perfectly  steady  and  immovable 
spectrum  ; and  he  repeated  the  experiment  under  much 
more  favourable  circumstances  than  those  in  which 
llerschel  s investigations  were  conducted.  These  ex- 
jieriments  fully  corroborated  the  results  of  former  in- 
vestigations, and  put  beyond  all  question  the  presence  of 
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invisible  rays  beyond  both  extremities  of  tlie  spectrum, 
the  one  possessing  the  chemical,  the  other  the  calorific 
property.  lierard,  however,  found  the  maximum 
calorific  infiuence  exactly  at  the  extremity  of  the  lu- 
minous spectrum,  where  the  bulb  of  a thermometer  was 
completely  covered  with  red  light.  'I'he  only  difference, 
then,  which  remained  to  be  accounted  for  in  the  results 
of  different  experiments  was  the  point  of  maximum 
calorific  power  ; and  it  was  conjectured  by  Jbot  that  this 
apparent  discordance  might  be  accounted  for  by  the 
different  materials  of  which  the  ])risms  were  composed. 
This  conjecture  was  subsequently  verified  by  Seebeck, 
who  proved  that  the  position  of  greatest  calorific  inten- 
sity depended  on  the  nature  of  the  prism  by  which  the 
rays  are  refracted.  He  found  that  a hollow  prism  filled 
with  water  or  alcohol  fixed  the  ])oint  of  greatest  calo- 
rific intensity  in  the  yellow  rays.  If  filled  with  a 
solution  of  corrosive  sublimate,  or  with  sulphuric  acid, 
this  point  was  found  in  the  orange  ray.  AVhen  a glass 
prism  of  crown  glass  was  used,  it  was  situated  in  the 
red  ray,  but  when  a prism  of  Hint  glass  was  used  the 
point  of  greatest  calorific  intensity  took  the  position 
which  Ilerschel  assigned  to  it  in  the  non-luminous 
space  below  the  red  ray.  Thus  all  the  apparent  dis- 
cordances in  the  experiment  were  satisfactorily  ac- 
counted for. 

The  results  of  these  experiments  have  given  rise  to 
two  distinct  hypotheses  respecting  the  constitution  of 
solar  light. 

In  one,  it  is  supposed  that  the  solar  ray,  S S,  is  com- 
prised of  three  distinct  physical  principles, — the  chemical, 
the  luminous,  and  the  calorific.  Let  us  imagine  a screen, 
M N,  3 k,  placed  between  the  prism  and  window- 
shutter,  which  is  capable  of  intercepting  the  luminous 
and  the  calorific  principle,  but  which  allows  the  che- 
mical ravs  to  be  transmitted.  In  that  case,  the  prism 
will  refract  the  chemical  rays,  and  cause  them  to  di- 
verge and  occupy  a space  on  the  screen  between  the 
point  C and  C',  C corresponding  to  the  highest  point 
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above  the  luminous  spectrum,  where  the  chemical  in- 
fluence is  found,  and  C',  the  lowest  point  in  the  green 

Fig.  34. 


light,  where  its  presence  is  discoverable.  Let  us  next 
suppose  the  screen  M N to  allow  the  luminous  rays  to 
he  likewise  transmitted  ; the.se  will  be  refracted  by  the 
])rism,  and  will  occupy  the  space  L L',  corresponding  to 
that  already  described  as  limited  by  the  violet  and  red 
lights.  I'inally,  if  the  screen  M N be  removed,  and  all 
the  rays  allowed  to  pass  through  the  prism,  the  calorific 
rays  will  occu|>y  the  space  from  II  to  II  , these  being 
the  points  where  the  thermometer,  in  ascending  and 
descending,  ceases  to  Ix'  affected,  'rims,  according  to 
this  supposition,  three  distinct  spectra,  if  they  may  lx- 
so  called,  are  formed, — the  chemical  spectrum,  the  lu- 
minous spectrum,  and  the  calorific  spectrum.  'I’liese 
spectra,  to  a certain  extent,  are  superposed,  or  laid  one 
upon  another  ; but  the  chemical  spectrum  extends  be- 
yond the  luminous,  at  the  upper  Jiart,  while  the  calorific 
spectrum  extends  beyond  the  luminous,  at  the  lower 
eiul.  Each  spectrum  consists  of  rays  differently  re- 
frangible by  the  prism  ; and  if  the  middle  ray  Ik*  con- 
sidered as  representing  its  mean  refrangibility,  it  will 
follow,  that  the  mean  refrangibility  of  the  chemical  rays 
is  greater  than  that  of  the  luminous  rays,  and  the  mean 
refrangibility  of  the  luminous  rays  greater  than  that  of 
the  calorific  rays.  If  prisms  of  different  materials  be 
list'd,  the  relative  degree  of  mean  refrangibility  will  be 
subject  to  change  : thus  the  liquid  prism  above  men- 
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tioned  will  cause  the  mean  ref’rangibility  of  the  calorific 
rays  to  be  more  nearly  equal  to  that  of  the  luminous 
rays  than  the  glass  prism. 

According  to  the  other  hypothesis,  tiie  solar  beam 
consists  of  a number  of  distinct  rays,  which  differ  from 
each  other  in  their  capability  of  being  deflected  by  any 
refracting  medium.  M'hen  transmitted  through  a prism 
and  received  on  a screen,  the  most  refrangible  jiasses  to 
the  highest  point,  and  the  least  refrangible  to  the  lowest 
point,  those  of  intermediate  degrees  of  refrangibility 
taking  intermediate  places.  It  is  assumed  that  tlie  rays 
which  thus  differ  in  refrangibility  have  also  different 
properties  and  qualities,  and  that  they  possess  the  same 
(]uality  in  different  degrees.  Thus  rays  of  different  re- 
frangibility have  different  heating  powers  : they  differ 
in  colour,  they  have  different  illuminating  powers,  and 
they  possess  the  chemical  agency  with  different  degrees 
of  energy.  So  far  as  the  sensibility  of  thermometers 
enable  us  to  discover  the  existence  of  the  calorific  prin- 
ciple, it  extends  from  a certain  point  below  R to  a 
certain  point  in  the  violet  light ; but  the  diminution  of 
its  temperature  is  observed  to  be  gradual  in  approaching 
its  limit ; and  it  is  consistent  with  analogy  that  it 
should  exist,  in  a degree  not  discoverable  by  thermo- 
meters, beyond  these  points.  Although,  therefore,  the 
tliermometer  does  not  indicate  the  calorific  principle  in 
the  invisible  chemical  rays  at  the  top  of  the  s])ectrum, 
yet  we  cannot  infer  that  these  rays  are  altogether  des- 
titute of  that  principle,  without  assuming  that  the  sen- 
sibility of  thermometers  has  no  limit.  In  like  manner, 
the  chemical  influence,  so  far  as  experiment  determines 
its  presence,  ends  somewhere  in  the  green  light,  about 
the  middle  of  the  luminous  spectrum  ; but  the  dimin- 
ution of  its  influence  to  this  point  is  gradual  ; and  it 
cannot  be  inferred  with  certainty,  that  it  might  not 
exist  in  less  degrees  in  the  rays  below  tliis  limit,  and 
even  in  those  invisible  rays  which  are  beyond  the  red 
ray,  unless  we  assume  that  there  are  no  tests  of  che-. 
mical  influence  of  greater  sensibility  than  those  which 
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have  been  used  by  the  philosophers  who  instituted  ex- 
periments on  this  subject. 

The  presence  of  the  luminous  quality  is  determined 
by  its  effects  on  the  human  eye,  and  the  discovery  of 
it  must,  therefore,  be  limited  to  the  sensibility  of  that 
organ.  To  pronounce  that  there  are  no  luminous  rays 
beyond  the  limits  of  the  visible  spectrum  is  to  declare 
that  the  sensibility  of  the  human  eye  is  infinite : now 
it  is  notorious,  not  only  that  the  sensibility  of  sight  in 
different  individuals  is  different,  but  even  that  the  sen- 
sibility of  the  eye  of  the  same  person,  at  different  times, 
is  susceptible  of  variation.  If  a person  pass  suddenly 
from  a strongly  illuminated  apartment  into  a chamber, 
the  windows  of  which  are  closed,  he  will  be  immediately 
impressed  with  a sensation  of  utter  darkness,  and  will 
lx‘  totally  unable  to  discover  any  object  in  the  room  ; 
but  when  he  has  remained  for  some  time  in  the  dark- 
ened room,  he  will  begin  to  lx*  sensible  of  the  presence 
of  light,  and  will  at  length  even  discern  distinct  objects. 
In  this  case  the  eye,  while  exposed  to  the  intense  light 
of  the  first  chamber,  accommoiiated  its  powers  to  the 
quantity  of  light  to  whicli  it  was  exposed,  and  by  a 
provision  of  nature  limited  its  sensibility  in  proportion 
as  the  light  was  abundant.  Passing  suddenly  into  the 
darkened  chamber,  where  a very  small  quantity  of  light 
was  admitted  through  the  crevices  of  the  windows,  the 
eye  was  incapable,  in  ite  actual  state,  of  any  perception 
of  light,  notwithstanding  the  undoubted  presence  of  that 
])hysical  j)rinciple  ; but  when  time  was  allowed  for  the 
organ  to  adapt  itself  to  the  new  circumstances  in  which 
it  was  placed,  its  sensibility  was  increased,  and  a dis- 
tinct perception  of  light  obtained. 

It  is,  therefore,  perfectly  certain,  that  the  sensibility 
of  the  eye  is  variable  in  the  same  individual,  and  even 
changeable  at  will.  It  is,  likewise,  ]x*rfectly  certain, 
that  ilifferent  individuals  have  different  sensibilities  of 
sight,  one  individual  being  capable  of  perceiving  light 
which  is  not  visible  to  another.  Circumstances  render 
it  highly  probable  that  many  inferior  animals  have  a 
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sensation  of  light,  under  circumstances  in  which  the 
human  eye  lias  no  perception  of  it ; and  it  is,  there- 
fore, consistent  with  analogy  to  admit  at  least  the  pos- 
sibility, if  not  the  probability,  that  the  invisible  rays 
which  fall  on  the  space  beyond  each  extremity  of  the 
luminous  spectrum  may  be  of  the  same  nature  as  the 
other  rays  of  light,  although  they  are  incajiable  of  ex- 
citing the  retina  of  the  human  eye  in  a sufficient  degree 
to  produce  sensation.  This  probability  will  receive  still 
further  support  and  confirmation,  if  we  can  show  that 
these  invisible  rays  enjoy  all  the  optical  properties,  save 
and  except  that  of  affecting  the  sight,  which  other  lu- 
minous rays  possess. 

It  has  already  appeared,  that  the  non-luminous  ca- 
lorific rays,  H,  ///.  .S4.,  are  refracted  by  transparent 
media  in  different  degrees : this  refraction  is  also  proved 
to  be  subject  to  the  same  laws  as  the  refraction  of  lu- 
minous rays.  Thus  the  sine  of  the  angle  of  incidence 
bears  a constant  ratio  to  the  sine  of  the  angle  of  re- 
fraction, when  the  refracting  medium  is  given,  and  re- 
fracting media  of  different  kinds  refract  these  rays  in 
different  degrees. 

If  the  invisible  calorific  rays  at  II  be  allowed  to  pass 
through  a hole  in  the  screen,  and  be  received  on  the 
plane  reflector,  M,  fig.  3.^.,  they  will  be  reflected  in  the 
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direction  M H',  in  the  same  manner  as  a ray  of  light 
would  be  under  the  same  circumstances  ; that  is,  the 
rays  M H'  and  M H will  be  equally  inclined  to  the 
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plane  of  the  reflector.  If  rays  of  heat  be  received  on  a 
concave  reflector,  they  will  be  reflected  to  a focus  in 
exactly  the  same  manner  as  rays  of  li{?ht ; and,  in  a 
word,  all  the  phenomena  explained  in  optics  concerning 
the  reflection  of  light  by  surfaces,  whether  ]>lane  or 
curved,  are  found  to  accompany  the  reflection  of  the 
non-luminous  calorific  rays.  'I'his  is  actually  found  to 
take  place,  whether  the  non-luminous  rays  lx-  those 
which  are  obtained  by  reflecting  the  solar  light  by  the 
prism,  or  jiroduced  from  a heated  Ixxly. 

In  the  experiments  of  Herard,  the  question  of  the 
identity  of  the  calorific  and  luminous  rays  was  submitted 
to  tests  even  more  severe.  'I’here  are  certain  crystallised 
bodies  called  double  refracting  crystals,  which  produce 
peculiar  ettects  on  the  rays  of  light  transmitted  through 
Fig.  36.  them.  Let  the  surface 

of  a piece  of  Iceland  spar,  or  carbonate 
of  lime,  which  is  one  of  this  class  of 
bodies,  and  let  L L'  lx-  a ray  of  light 
striking  obliquely  on  the  surface  of 
this  crystal  ; if  the  crystal  were  com- 
mon glass  this  ray  would  lie  bent 
out  of  its  course,  and  would  pass 
through  it  in  another  direction:  but 
in  the  case  of  Iceland  spar  it  is  observed  that  the  ray 
L L'  is  divided  into  two  distinct  rays,  which  proceed  in 
twoditterent  directions,  L'M,  I/M’,  through  the  crystal. 
Let  a non-luminous  calorific  ray,  taken  from  the  lower 
end  of  the  .s|)cctrum,  be  in  like  manner  transmitted  to 
the  surface  of  such  a crystal,  it  will  be  found,  that  in 
IXMietrating  the  crystal  it  will  lx‘  divided  into  two  rays, 
and  that  these  two  rays  will  be  deflected  according  to 
tlie  same  laws,  exactly  as  a luminous  ray  under  the 
.same  circumstances. 

A luminous  ray  thus,  after  its  transmission  through 
a double  refracting  crystal,  is  observed  to  have  received 
a peculiar  physical  modification,  which  is  called  polar- 
iuntion.  In  fact,  a mirror  placed  in  a certain  inclined 
position,  above  or  below  one  of  these  two  rays,  is 
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capable  of  reflecting  them  in  the  ordinary  way ; hut  if 
placed  in  the  same  oblique  position  on  either  side  of 
them,  it  becomes  utterly  incapable  of  reflecting  them. 
The  other  ray  possesses  a similar  quality,  hut  the  po- 
sition of  the  non-reflecting  sides  is  reversed.  Now  the 
two  rays,  into  %vhich  a non_luminous  caloriflc  ray  trans- 
mitted through  such  a crystal  is  resolved,  are  found  to 
possess  precisely  the  same  property,  — they  are  polar- 
ised. 

A ray  of  light  falling  on  a reflecting  surface,  at  a 
certain  angle,  the  magnitude  of  which  will  depend  on 
the  nature  of  the  surface,  is  found,  when  reflected  in 
the  ordinary  way,  to  he  polarised,  or  put  into  the  phy- 
sical state  just  now  mentioned  to  result  from  the  double 
refraction  of  a crystal.  It  is  capable  of  being  reflected 
by  an  obli(iue  mirror  placed  above  or  below  it,  but  it  is 
incapable  of  being  reflected  by  the  same  mirror  similarly 
placed  on  either  side.  A non-luminous  calorific  ray, 
whether  proceeding  from  the  prism,  or  from  a hot  body 
reflected,  is  found  to  undergo  the  same  effect,  and  to  be 
also  jiolariscd. 

In  the  experimental  investigation  of  the  phenomena 
attending  the  radiation  of  heat,  it  is  necessary  to  dis- 
tinguish the  effect  of  radiated  heat  from  the  casual 
variation  of  the  temperature  of  the  air  in  the  apartment 
in  which  the  experiment  may  be  conducted.  The  use 
of  the  thermometer  would  in  this  case  be  attended  with 
material  inconvenience,  inasmuch  as  it  would  be  ex- 
tremely difficult  to  distinguish  the  effect  of  the  heat 
radiated  from  the  casual  change  of  temperature  of  the 
medium  in  which  the  thermometer  is  ])laced.  A 
second  thermometer,  it  is  true, might  be  used  in  such  ex- 
periments, the  variations  of  which  would  show  the  change 
of  temperature  of  the  medium  ; but  this  second  thermo- 
meter could  never  be  placed  exactly  in  the  same  position 
as  the  thermometer  affected  by  the  radiant  heat ; and 
it  would  not  follow  that  the  changes  of  temperature  of 
two  different  parts  of  the  same  chamber  would  neces- 
sarily be  exactly  alike.  An  instrument,  therefore,  which 
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is  not  affected  by  any  change  of  temperature  in  the 
medium  in  which  it  is  placed  would  be  capable  of 
giving  much  more  accurate  indications  for  such  a pur- 
pose. Such  an  instrument  was  invented  and  applied 
by  sir  .lohn  Leslie  in  his  experiments  on  radiant  heat, 
the  results  of  which  have  s«  justly  placed  that  distin- 
guished philosopher  in  the  first  rank  of  modern  disco- 
verers in  physics.* 

The  differential  thermometer  of  Leslie  consists  of  a 
small  glass  tube,  fig.  3?.,  at  each 
extremity  of  which  is  placed  two 
thin  hollow  bulbs,  F K,  of  glass, 
and  the  tube  is  Ixuit  into  the  rec- 
tangular form,  E H F,  and  sup- 
])orted  on  a stand  S,  the  bulbs  being 
presented  upwards.  This  tube  con- 

^ tains  a small  quantity  of  sulphuric 

acid,  tinged  red  with  cannine,  to 
render  it  easily  visible,  filling  the 
greatest  part  of  the  legs  and  hori- 
zontal branch.  'I'o  one  of  the 
legs,  F H,  a scale  is  attached, 
divided  into  100°,  and  the  liquid  contained  in  the  tube 
is  so  disposed  that  it  stands  in  the  graduated  leg  o]>- 
posite  that  point  of  the  scale  which  is  marked  0°,  when 
both  halls  are  exposed  to  the  same  temperature.  'I'he 
glass  hall  attached  on  the  leg  of  the  instrument  which 
In-ars  the  scale  is  called  the  /oral  hall.  Dry  air  is  con- 
tained in  the  halls  alwve  the  sulphuric  acid,  which  not 
being  vaporisable  does  not  affect  the  pressure  of  the  air 
above  it  by  its  vapour. 

If  this  instrument  Ik*  brought  into  a warm  room,  the 
air  contained  in  both  hulhs  is  equally  affected  by  the 
increase  of  temperature,  and  therefore  no  change  takes 
place  in  the  position  of  the  litjuid  ; and  whatever  changes 


• Dr.  Turner  states,  that  a description  and  sketch  of  this  instrument  is 
contained  in  a work  Sturinius  pubn»hcd  in  I(i7ri  Professor  was 

not  aware  of  the  existence  of  this  work,  and  :»houId  t>e  regarded  as  having 
die  full  merit  of  its  discovery,  as  he  undoubtedly  has  the  whole  merit  of  its 
application. 
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tile  temperature  of  the  apartment  may  undergo,  for  the 
same  reason  produce  no  effect  on  the  instrument.  Sup- 
pose, however,  that  the  focal  ball  F is  submitted  to  the 
effect  of  heat,  from  which  the  ball  E is  free,  then  the 
air  in  F will  acquire  a greater  degree  of  elasticity,  wdiile 
the  air  in  E maintains  its  former  pressure ; the  liquid 
in  the  leg  F li  will,  therefore,  be  pressed  downwards, 
until  the  increased  space  obtained  by  the  air  in  F,  and 
the  diminished  space  into  which  the  air  in  E is  pressed 
by  the  ascent  of  the  liquid  A E,  equalises  the  pressure 
of  the  air  in  the  two  balls,  by  diminishing  the  pressure 
of  the  air  in  F,  and  increasing  that  of  the  air  in  E,  the 
liquid  will  then  become  stationary.  The  instrument, 
therefore,  will  in  this  manner  indicate  the  difference 
between  the  temperatures  of  the  medium  immediately 
surrounding  the  ball  F,  and  that  which  surrounds  the 
ball  E.  It  is  from  this  property  of  indicating  the  differ- 
ence of  temperature  of  two  adjacent  points  that  the 
instrument  has  received  its  name. 

Let  iM  and  M',  jiy.  38.,  be  two  concave  reflectors 


rig.  38. 


placed  face  to  face  at  the  distance  of  ten  or  twelve  feet, 
liaving  a certain  form  called  paruholic,  the  property  of 
which  we  shall  now  describe  : — If  the  flame  of  a candle, 
or  any  othei  source  of  light,  be  placed  at  a point/;  called 
the  focus  of  the  mirror  M,  the  rays  of  light  which  pro- 
ceed from  it  in  every  direction,  and  strike  on  the  concave 
surface  of  the  mirror  M,  will  be  reflected  in  parallel  lines 
towards  the  mirror  M'.  When  these  parallel  rays  cn- 
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atuuUrr  ihir  nurf'atvof  tlie  rc-Hector  ,\J',  Un-y  will  \>t‘  agaiu 
reHi-cti'il  (jy  it,  in  liiani  which  all  coiivcr(.'i'  tn  the  aaiiie 
jxjiiit which  ii!  the  locuK  of  M'.  Now,  iiiKU'a/l  of  a 
luiniiiouK  Hatne,  let  aiiia<lou,  (^uripjwiler,  or  other  mat- 
ter easily  inHaiiimahle,  \ti‘  pLaci;<l  in  the  focu»  y,  and 
jdace  a red-hot  metallic  l<all  in  the  other  focua In 
a few  minutea  the  amadou  or  ^un|><iwder  will  l>e  in- 
flamed or  Ity  ra<liated  hy  the  hall, 

and  collecte<l  at  the  point  J"'  hy  the  reflecU^ra  M M'. 

Hut  Ui  prove  that  the  raya  of  non-luminoua  heat  are 
aimilarly  reflected,  h-t  the  red-hot  hall  Ik'  removed,  and 
a hollow  Irall  of  metal,  filled  with  laiilin^  waiter,  Im'  auh- 
atituLed  for  it  at  /',  let  tin-  focal  hall  of  a difi'eri'ntial 
thermojoeler  la*  jilaced  at  f,  inatatitly  the  liquid  will  fx- 
deprebaed  in  the  leg  of  the  tlu-rmometer,  and  the  pre- 
at'iice  of  the  aource  of  heat  greaU-r  than  that  of  the  sur- 
rounding medium  will  Im-  thua  indicated.  'J'hat  thia  wjurce 
of  heat  ia  deriverl  from  the  veawd  of  hot  wati-r  in  tiu- 
focua  f,  may  Ix'eaaily  proved.  Ix't  thia  veaael  lx*  removed, 
and  immediately  the  liquid  in  the  thermometirr  will  rise 
U)  iu  ordinary  level  ; hut  it  may  lx*  aaid  that  the  effect 
ia  produced  on  the  thermometer  hy  the  heat  tratiamitted 
direct  from  to  J'.  'j'hia,  however,  may  lx-  proved  not 
Ui  lx;  the  case  ; for  let  the  hot  water  lx-  plact*d  aa  Ix'fore 
at  /",  and  let  ihi-  mirror  M lx-  removed,  the  effect  pro- 
ilticed  on  the  thermomeU-r  will  immediately  c<-aae. 

'I  he  rapidity  with  which  the  heat  tliua  radiated  from 
and  reflecteil  hy  the  mirrors  Ui  /,  ia  propagaU-d,  may 
tx'  shown  hy  inU*rposing  Ix-twmi  /and  /'a  screen  com- 
p(ia«‘d  of  any  suhatance  not  jx-rvious  to  calorific  raya. 
U hen  the  screen  is  thus  inU;r|Mised,  tile  liquid  in  the 
thermometer  will  recover  its  ordinary  level  ; hut  llu- 
moment  the  screen  is  again  withdrawn,  the  li(|uid  in- 
stantly falls  in  the  focal  leg,  and  this  takes  place  hy 
whaUrver  distance  the  two  mirrors  may  lx-  sejiarated. 

Of  the  two  hy|iotheses  already  im-ntioned,  which 
have  Ix'cn  jiroposed  for  the  ex|ilanation  cif  the  pheno- 
mena (ilxKTved  in  the  |irismatic  s|iectrum,  that  which 
supposes  light  to  consist  of  three  distinct  principles 
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seems  to  be  attended  with  a variety  of  circumstances 
which  throw  improbability  upon  it.  The  three  prin- 
ciples thus  distinguished  enjoy  the  same  leading  proper- 
ties. They  all  obey,  with  the  most  minute  precision,  the 
ordinary  laws  of  optics  ; and,  in  fact,  possess  every  pro- 
perty of  light,  except  the  most  prominent  and  obvious 
oue  of  affecting  the  sight.  The  other  hypothesis, 
on  the  contrary,  has  the  advantage  of  great  simplicity  : 
in  it  light  is  considered  as  compounded  of  a numlxir  of 
rays  unequally  refrangible,  and  possessing,  consequently, 
different  influences  on  other  bodies  and  on  vision.  The 
calorific  and  cficmical  properties  which  disappear  alter- 
nately at  the  extremities  of  the  spectrum  are  considered 
as  dej)ending  on  or  connected  with  the  difference  of 
refrangibility,  and  as  becoming  insensible,  under  dif- 
ferent variations,  in  that  property.  It  is  very  conceiv- 
able that  the  calorific  power  of  rays  may  vary  in  some 
inverse  pro])ortion  with  respect  to  their  refrangibility, 
while  the  energy  of  the  chemical  power  may  change 
in  a contrary  direction.  In  a word,  since  all  the  rays 
refracted  by  the  prism  agree  in  by  far  the  greater  num- 
f)er  of  their  properties,  and  disagree  only  in  some  peculiar 
effects ; and  since  even  this  disagreement  may  be  consi- 
dered more  as  apparent  than  real,  and  may  arise  from 
the  want  of  sufficient  sensibility  in  the  tests  by  which 
these  effects  may  be  practically  ascertained,  it  seems 
more  philosophical  to  regard  all  the  rays  as  of  one  spe- 
cies, than  to  adopt  an  hypothesis  which  classes  things 
alike  in  all  their  leading  qualities  under  different  deno- 
minations. It  is  not,  however,  necessary  to  assume 
either  supposition,  nor  to  ado])t  it  as  the  basis  of  reason- 
ing. Experiment  is  the  sure  and  only  guide  in  physics; 
and  whedier  heat  be  obscure  and  imperceptible  light, 
or  a distinct  physical  agent,  we  shall  regard  it  as  a 
principle  attended  with  certain  sensible  effects,  capable 
of  being  ascertained  by  exiieriment  or  observation,  and 
from  such  effects,  and  such  only,  can  legitimate  infer- 
ences be  drawn. 

The  heat  which  passes  from  a body  by  radiation  has 
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a tendency  to  cause  its  temperature  to  fall ; and  the  rate 
of  this  process  of  cooling  is  proportionate  to  the  differ- 
ence between  the  temperature  of  the  body  and  that  of 
the  surrounding  medium,  when  this  difference  is  not  of 
very  extreme  amount.  It  follows,  then,  that  a hot  body 
at  first,  when  its  temperature  greatly  exceeds  that  of  the 
surrounding  air,  cools  rapidly;  but  as  its  temperature 
falls,  and  approaches  nearer  to  equality  with  the  temper- 
ature of  the  medium  in  which  it  is  placed,  the  rate  at 
which  it  cools  gradually  diminishes.  This  law  of  bodies 
cooling  was  first  observed  by  Newton,  and  rwluced  to 
an  exact  mathematical  expression,  by  which  the  rates 
of  the  cooling  of  bodies  under  given  circumstances 
might  be  calculated  with  precision.  Numerous  expe- 
riments have  been  made  on  the  rates  at  which  bodies 
cool  in  media  of  lower  temperatures,  and  become  hot 
in  media  of  higher  temperatures  ; and  the  results  of 
observation  have  been  found  to  have  a very  exact  con- 
formity with  those  which  are  calculated  on  the  Newtonian 
law,  provided  the  difference  of  the  temperature  does  not 
exceed  a certain  limit.* 

As  railiation  takes  place  altogether  from  the  points  of 
a boily,  which  are  on  or  very  near  its  surface,  it  may 
naturally  be  expected  that  the  radiating  power  of  bodies 
will  mainly  depend  on  the  nature  of  their  surfaces. 
This  idea  suggestetl  to  sir  John  Leslie  a series  of  ex- 
jieriments  which  led  to  some  of  the  most  remarkable 
discoveries  ever  made  respecting  the  radiation  of  heat. 
In  these  experiments  cubical  vessels,  or  ranhters  of  tin, 
were  employed,  the  side  of  which  varied  from  three 
inches  to  ten.  These  vessels  ■were  filled  with  hot  water 
and  placed  before  a tin  reflector,  M,  fg.  like  those 
descrilK'd  in  page  .309.,  >n  the  focus  / of  which  was 
placed  the  focal  ball  of  a differential  thermometer.  The 
face  of  the  canister  c,  containing  water,  Ixdng  presented 
to  the  reflector,  rays  of  heat  proceedeil  directly  from  it, 
ami  striking  on  the  reflector  M,  were  collected  into  the 
focus  y on  the  ball  of  the  thermometer.  The  depression 

• See  Biot,  Trailfe  dc  Pliysique,  llv.  vii.  chap.  9. 
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of  the  liquid  in  the  thermometer  furnished  a measure  of 
the  intensity  of  the  lieat  radiated. , 


Fig.  39. 


I he  first  consequence  of  these  experiments  was  a 
verification  of  the  law  already  men tionedj  that  other  things 
being  the  same,  the  intensity  of  the  radiation  was  always 
Jiroportional  to  the  difference  between  the  temperature 
of  the  water  and  the  temperature  of  the  air.  Thus 
suppose,  the  temperature  of  the  air  being  .'50°,  that  of  the 
water  1 00°,  that  the  thermometer  fall  20° ; then  if  the 
temperature  of  the  air  %vere  the  same,  and  the  temper- 
ature of  the  water  at  150°,  the  thermometer  would  fall 
do®;  and  again,  if  the  temperature  of  the  water  were 
200°,  the  thermometer  would  fall  60*°,  and  so  on. 

If,  while  the  temperature  of  the  water  remains  the 
same,  the  canister  is  placed  successively  at  different  dis- 
tances from  the  reflector,  it  is  found  that  the  thermo- 
meter is  differently  affected ; and  that  as  the  distance 
of  the  radiating  surface  from  the  reflector  is  increased, 
the  intensity  of  its  effect  is  in  the  same  proportion 
diminished.  It  was  hkewise  ascertained,  that  if  the 
magnitude  of  the  radiating  surface  were  increased,  the 
distance  remaining  the  same,  the  intensity  of  the  radiation 
would  be  in  the  direct  proportion  of  the  magnitude  of 
the  radiating  surface.  From  this  it  necessarily  follows, 
that  if  the  magnitude  of  the  radiating  surface  be  in- 
creased in  the  same  proportion  as  the  distance  is  in- 
creased, the  intensity  of  the  radiation  will  remain  the 
same ; for  as  much  is  gained  by  the  increased  magni- 
tude of  the  radiating  surface  as  is  lost  by  the  increased 
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distance  ; and  accordingly  it  was  found  tliat  the  thcrnio- 
ineter  was  e(|ually  affected  by  a surface  of  double  mag- 
nitude at  a double  distance,  and  of  triple  magnitude  at 
a tri])le  distance,  and  so  on. 

M e have  hitherto  supposed  that  the  face  of  the 
canister  is  placed  parallel  to  the  reHector,  .so  that  the 
rays  of  heat  take  a direction  perpendicular  to  the  radi- 
ating surface;  but  if  each  point  of  the  surface  radiates 
heat  in  all  possible  directions,  it  will  follow  that  the 
surface,  when  presented  obliquely  to  the  mirror,  will  still 
affect  the  thermometer.  M’hen  the  surface  of  the  ca- 
nister was  presented  thus  obliquely,  tlie  effect  produced 
on  a thermometer  was  founrl  to  be  the  same  as  would 
be  j)roduceil  by  a surface  of  less  magnitude,  in  the  pro- 
portion of  the  actual  magnitude  of  the  radiating  surface 
to  that  of  its  projection.  It  follows,  therefore,  that  the 
more  inclined  the  radiating  surface  is  to  the  direction  of 
the  radiation  the  less  will  be  the  intensity  of  the  radi- 
ation ; but,  in  general,  this  intensity  will  be  diminished 
in  the  proportion  of  the  actual  magnitude  of  the  radiat- 
ing surface,  and  the  magnitude  of  its  orthographical 
projection  on  the  mirror. 

W'c  have  hitherto  sup])osed  the  nature  of  the  radi- 
ating surface  to  remain  unaltercil.  'I'he  effect  of  any 
change  in  this,  however,  may  be  easily  ascertained  by 
covering  the  sides  of  the  canister  with  t lie  different  sub- 
stances, the  effect  of  which  is  required.  Thus,  let  the 
four  sides  of  the  canister  be  coated  with  different  sub- 
stances,— one  with  lamp  black,  another  with  isinglass, 
another  with  china  ink,  and  a fourth  left  uncovered, 
and,  therefore,  |)rcsentinga  surface  of  polished  tin.  The 
vessel  being  now  filled  with  hot  water,  all  the  surfaces 
will  acquire  the  same  temperature,  and  may  be  suc- 
cessively presented  to  the  reflector  at  the  same  distance; 
they  will  be*  ob.served  to  produce  different  effects  on  the 
thermometer.  If  the  lamp  black  depresses  the  liquid 
100°,  the  china  ink  will  depress  it  8S°,  the  isinglas  80°, 
and  the  tin  12°.  'I'he  great  difference  in  the  radiating 
power  produced  by  the  different  nature  of  the  surfaces 
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will  be  hence  very  ajiparent.  The  enquiries  of  pro- 
lessor.  Leslie  were  directed  to  this  point  witli  great  effect; 
and  he  found  that  various  substances  possessed  very  dif- 
ferent radiating  powers.  In  general,  metallic  bodies 
proved  to  be  the  most  feeble  radiators.  The  following 
table  exhibits  the  relative  power  of  radiation  ofilifferent 
substances,  as  exhibited  in  these  experiments : — 


I.amp  black  - - 100 

Water  by  estimate  - 100 

Writing  paper  - - 98 

Rosin  - - 96 

Sealing  wax  - 95 

Crown  glass  - - go 

China  ink  - 88 

Ice  - - 85 

Minium  - - 80 


Isinglass 

80 

I’liimbago 

75 

Tarnished  lead 

45 

iSIercury 

20 

Clean  lead 

19 

Iron  polished  - - 

15 

Tin  plate 

12 

Gold,  silver,  copper  - 

12 

M'hen  the  substance  forming  the  radiating  surface 
remains  of  the  same  nature,  its  radiating  power  is  sub- 
ject to  considerable  elevation,  according  to  its  state  with 
respect  to  smoothness  or  roughness.  In  general,  the 
more  polished  and  smooth  a surface  is,  the  more  feeble 
will  be  its  power  of  radiation.  Any  thing  which  tar- 
nishes the  surface  of  metal  also  increases  its  radiating 
power.  In  the  preceding  table  tarnished  lead  radiated 
4.')°,  while  clean  lead  radiated  only  19°-  If  the  surface 
of  a body  be  rendered  rough  by  mechanical  means,  such 
as  scratching  with  a file,  or  with  sand  paper,  the  radi- 
ating power  is  increased. 

Leslie  also  proved  that  theparticles  forming  the  surface 
of  a body  are  not  the  only  ones  which  radiate,  but  that 
radiation  proceeds  from  particles  at  a certain  small  depth 
within  the  surface,  lie  determined  this  curious  [)oint 
by  covering  one  side  of  a vessel  containing  hot  water 
w'ith  a thin  coating  of  jelly,  and  putting  on  another  side 
four  times  the  quantity.  In  each  case,  when  dried,  the 
jelly  formed  an  extremely  thin  film  on  the  surface. 
Now,  although  the  nature  of  these  two  surfaces  was  pre- 
cisely the  same  with  respect  to  material  and  smoothness, 
they  were  found  to  radiate  very  differently;  the  thinner 
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film  depressed  the  thermometer  38°,  while  the  thicker 
depressed  it  54°.  The  increased  radiation  must  in  this 
ca.se  lx‘  attributed  to  the  increased  quantity  of  the  ra- 
diating material.  'I’he  increase  of  radiation  was  found 
to  continue  until  the  coating  amounted  to  the  thickness 
of  about  1000th  part  of  an  inch;  after  which  no  further 
increase  took  jilace.  It  might,  therefore,  Ix'  inferred 
that  in  the  case  of  the  surface  of  jelly,  such  as  that  here 
submitted  to  ex|)eriment,  the  particles  radiate  heat  from 
a depth  below  the  surface  equal  to  the  1000th  part  of 
an  inch.  A similar  effect  was  found  with  other  sub- 
stances. In  the  case  of  metals,  no  incrt*ase  was  ob- 
served when  leaf  metal  of  gold,  silver,  and  copper  was 
used  ; but  on  using  glass  enamelled  with  gold  a slight 
increase  of  radiating  j>ower  was  produceil,  as  compared 
with  the  ordinary  radiating  power.* 

In  these  experiments  the  heat  radiated  undergoes 
three  distinct  physical  effects: — 1.  'fhe  ra<liation  from 
the  surface  of  the  canister.  2.  The  reflection  from  the 
surface  of  the  reflector.  .3.  Absorption  by  the  glass 
surface  of  the  focal  ball ; for  without  such  absorption 
the  air  included  could  not  lx-  affected.  Now  of  these 
three  effects  we  have  hitherto  examined  but  one,  viz.  the 
radiating  power.  Let  us  consider  what  circumstances 
affect  the  power  of  reflecting  heat,  and  the  ])Ower  of 
absorbing  it. 

'fhe  reflector  used  in  the  experiments  already  de- 
scribed was  formed  of  polished  tin.  If,  instead  of  this, 
a reflector  of  glass  be  used,  it  will  be  found  that  the 
thermometer  will  be  affected  in  a very  much  less  degree; 
from  whence  we  infer  that  glass  is  a worse  reflector 
than  metal.  If  the  surface  of  the  reflector  be  coated 
with  lamp  black,  all  reflection  whatever  is  destroyed, 
and  no  effect  is  produced  on  the  thermometer.  'I’hus 
it  appears,  that  as  different  surfaces  have  different  ra- 
iliating  powers,  so  also  they  have  different  reflecting 

• Those  who  are  acquainted  with  the  edlvts  produce<l  hr  the  surface*  of 
bwliea  on  liglit,  will  i>erceivc  licre  aiiotlier  Mruug  analogy  in  favour  of  the 
idciuity  of  light  and  heat. 
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powers  ; but  to  deterinine  the  reflecting  power  of  dif- 
ferent surfaces  with  great  exactness,  Leslie  received  the 
rays  proceeding  from  the  reflector  M,  /u/.  40.,  on  a 
fi".  40.  flat  reflecting  surface,  S,  before 

they  came  to  a focus ; and  by  the 
laws  of  reflection  they  were  re- 
flected to  another  focus,  as  far 
before  tlie  reflecting  surface  S as 
the  focus  /,  to  which  they  would 
have  proceeded  is  behind  it.  4'he 
reflecting  power  of  the  surface  S 
will  therefore  he  determined  by 
the  intensity  of  the  heat  in  the  focus/',  compared  with 
the  intensity  which  it  would  have  had  in  the  focus  / 
had  the  rays  been  allowed  to  converge  to  that  point. 
Hy  experiments  conducted  in  this  way,  and  exposing 
the  surfaces  of  different  substances  to  receive  the  rays, 
as  at  S,  Leslie  determined  the  reflecting  powers  of 
several  bodies  as  follow  : — 


llrnss 

- 100 

Tinfoil  softened  with 

},„ 

Silver 

- 90 

Mercury 

Tin-foil 

8.5 

Glass 

- 10 

Block  tin 

80 

Ditto  coated  with  wax 

Steel 

70 

or  oil 

/ ^ 

Lead 

GO 

If  these  results  be  compared  with  the  table  of  radi- 

ating  powers  in  page  .315.,  it  will  be  found  that,  gene- 
rally, those  substances  which  are  the  best  radiators  are 
the  worst  reflectors,  and  vice  versa.  In  fact,  in  propor- 
tion as  the  radiating  j)ower  is  increased,  the  reflecting 
power  is  diminished.  This  analogy  is  further  con- 
firmed by  the  fact,  that  the  reflecting  power  is  increased 
by  every  increase  in  smoothness  or  polish  of  the  reflect- 
ing surf^ace  ; while,  on  the  contrary,  this  cause,  as  we 
have  seen,  diminishes  its  radiating  power.  The  effect 
of  coating  the  reflector  with  a thin  film  of  jelly  or  other 
substance  has,  in  conformity  with  the  same  analogy,  ex- 
actly a contrary  effect  to  that  which  such  a coating  pro- 
duced on  radiation.  It  was  found  that  as  the  thickness 
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of  the  coatitifT  increased  to  a certain  limits  the  intensity 
of  the  radiation  was  likewise  increased.  On  the  other 
hand,  in  tlie  case  of  reflection,  the  intensity  of  the 
reflection  is  diminished  in  proportion  as  the  thickness 
of  the  coating  is  increased. 

Let  us  now  consider  the  effect  produced  on  the  focal 
ball,  which  will  lead  us  to  determine  the  different  powers 
of  ahisurptioii  which  different  bodies  possess.  In  all 
the  experiments  to  which  we  have  hitherto  alluded,  the 
focal  ball  has  pre.sented  a polished  surface  of  glass,  and 
the  effect  produced  on  a thermometer,  other  things  being 
the  same,  has  depended  on  the  absorptive  power  of  the 
glass  over  the  heat  incident  upon  it.  M’hen  radiant 
heat  strikes  on  the  surface  of  different  substances,  we 
have  seen  that  a portion  of  it  is  reflected,  and  that  this 
portion  varies  according  to  the  nature  of  the  substance, 
and  according  to  the  state  of  the  surface.  It  is  clear 
that  all  that  portion  of  the  incident  heat  which  is  not 
reflected  must  be  absorbed  ; and  we  are  led,  therefore, 
by  analogy  to  the  inference,  that  in  projiorticn  as  the 
reflecting  power  of  a surface  is  great,  itsabsorptive  jiower 
is  small,  and  vice  vcr.su.  To  bring  this  inference  to  the 
test  of  experiment,  let  the  ball  of  a thermometer  lie 
coated  with  tin-foil,  which  was  found  to  lie  one  of  the 
best  reflectors.  If  the  side  of  the  vessel  coated  with 
lamp  black,  while  the  focal  ball  is  covered  with  tin-foil, 
be  now  presented  to  the  reflector,  the  thermometer  will 
only  indicate  whereas  it  indicates  100°  when  the 

surfaw  of  the  ball  was  uncoveretl.  If  the  bright  side  of 
a canister  be  presented  to  the  reflector  when  the  focal 
hall  is  uncovered,  the  thermometer  indicates  lii°;  but  if 
the  focal  ball  be  covered  with  tin-foil,  it  will  indicate 
only  '1' bus  we  see  that  the  anticipation  of  theory 

is  conflrmcd.  If  the  surface  of  the  tin-foil  lx“  rubbed 
with  sand  paper,  so  as  to  render  it  rough,  and,  therefore, 
to  diminish  its  reflecting  power,  its  absorbing  jiower  will 
be  increased,  and  the  effects  on  the  thermometer  will 
be  likewise  augmented.  Like  ex])eriments  performed 
on  other  bodies  lead  to  die  general  conclusion,  that  tlm 
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absorptive  power  of  bodies  increases  as  the  reflecting 
jjower  decreases.  Since  the  radiating  power  of  a surface 
is  inversely  as  its  reflecting  power,  it  follows,  also,  that 
the  power  of  absorption  is  always  in  the  same  proportion 
as  the  power  of  radiation. 

In  reference  to  their  power  of  transmitting  light,  bo- 
dies are  denominated  transparent  or  opaque.  A body 
which  is  pervious  to  light  is  said  to  be  transparent,  and 
one  which  does  notallow  light  to  pass  through  it  is  said 
to  be  opaque.  Transparency  is  also  a quality  which  bo- 
dies possess  in  difterent  degrees  ; some,  such  as  glass, 
water,  or  air,  being  almost  perfectly  transparent;  while 
others,  such  as  paper,  horn,  &c.,  are  imperfectly  so. 
Analogy  leads  us  to  enquire  whether  bodies  are  also 
pervious  to  heat. 

In  the  preceding  experiments  rays  of  heat  passed 
through  the  atmosphere,  which  is,  therefore,  trans- 
parent to  heat.  It  appears  from  the  experiments  of 
Leslie,  and  others  which  have  been  since  instituted,  that 
all  gases  are  pervious  to  the  rays  of  heat,  and  equally  so  ; 
for  the  radiation  of  a given  surface  is  the  same,  in  what- 
ever gas  it  takes  i>lace. 

Gases,  therefore,  as  they  have  perfect  or  nearly  per- 
fect transparencies  for  the  rays  of  light,  have  the  same 
quality  in  reference  to  the  rays  of  beat.  A hot  body 
placed  behind  a solid  or  a liquid  is  found,  however,  not 
to  radiate  sensibly  through  them.  But  the  most  direct 
method  of  determining  the  transparency  of  bodies  for 
the  rays  of  heat  is  to  interpose  a screen  between  the 
radiating  body  and  the  reflector,  in  the  experiment 
already  described,  and  to  observe  the  effect  produced  on 
the  thermometer  by  this  circumstance.  Leslie’s  inves- 
tigations respecting  the  property  of  transparency  to  heat 
of  difterent  bodies  form  a very  remarkable  part  of  that 
philosopher’s  discoveries. 

Difterent  substances  are  pervious  by  heat  in  different 
degrees.  A screen  of  thin  deal  board,  placed  between 
the  canister  c and  the  focal  ball  /,  fig.  39.,  produced  a 
diminution  in  the  eflfect  on  the  thermometer,  but  did 
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not  destroy  that  effect  altogether.  The  heat  transmitted 
through  the  board  varied  with  its  thickness,  slowly 
diminishing  as  the  thickness  increased.  'I’he  radiation  of 
the  surface  of  the  lamp  black,  which,  while  unobstructed, 
produced  an  eflect  of  100'’  on  the  thermometer,  jiro- 
duced  an  effect  of  20°  when  a deal  board  the  eighth  of 
an  inch  thick  \vas  interposed.  It  produced  an  eflect  of 
1 .'5°  when  the  thickness  was  three  eights  of  an  inch, 
and  an  effect  of  {)’  when  the  board  was  an  inch  thick. 
A |)ane  of  glass  interposed  reduced  the  effect  of  the 
radiation  by  the  surface  of  lamp  black  from  100° 
to  20’. 

The  distance  of  the  screen  from  the  canister  was  also 
found  to  produce  a considerable  effect  on  its  transpa- 
rency. When  placed  near  the  canister,  a consiilerable 
quantity  of  heat  was  transmitted;  but  if  the  distance 
was  increa.sed,  the  quantity  of  heat  transmitted  di- 
minished. A pane  of  glass  at  the  distance  of  two 
inches  reduced  tlie  effect  of  radiation  from  100°  to  20°. 
.\s  its  distance  from  the  radiating  surface  was  slowly 
increa.sed,  the  effect  on  the  thermometer  was  gradually 
diminished  ; and  at  the  distance  of  one  foot  from  the 
radiating  surface  all  effect  of  radiation  was  destroyed. 

1 1 appeared  that  the  metals,  even  when  reduced  to  an 
extreme  degree  of  tenuity,  were  absolutely  opaque  to 
heat.  A screen  of  tin-foil  absolutely  intercejited  all  ra- 
diation. 'I'he  thinnest  gold  leaves,  300,000  of  which 
piled  one  upon  another  would  not  measure  more  than 
an  inch,  also  absolutely  stopped  the  rays  of  heat.  A\’hite 
paper  is  partially  opaque. 

It  appears,  generally,  that  the  bodies  which  intercept 
heat  most  effectually  are  those  which  radiate  heat  worst, 
and  ftVe  versa.  This,  indeed,  might  easily  have  been 
anticipated  from  what  has  been  already  ])roved  of  reflec- 
tion. The  screens  which  are  the  best  reflectors  are  the 
worst  radiators,  and  must  evidently  be  also  most  power- 
ful in  intercepting  heat ; for  if  they  reflect  much  they 
can  transmit  but  little. 

Some  other  effects,  which  Leslie  observed  in  his 
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experiments  with  screens,  may  also  be  accounted  for  by 
the  same  circumstance.  He  took  two  panes  of  glass, 
and  coated  one  side  of  each  with  tin  foil.  He  then 
placed  their  uncovered  sides  in  close  contact,  so  as  to 
form  one  double  pane,  both  surfaces  of  which  were 
coated  with  tin  foil.  A\nien  this  was  interposed  as  a 
screen  before  the  radiating  surface,  all  effect  on  the  ther- 
mometer was  destroyed,  and  all  the  radiant  heat  inter- 
cepted. This  is  easily  accounted  for  by  the  perfect 
power  of  reflection  which  the  coating  'of  tin  foil  jios- 
sesses.  The  heat  incident  on  the  surface  of  tin  foil  is 
nearly  all  reflected ; and,  conseipiently,  no  sensible 
quantity  is  transmitted.  He  next  placed  the  two  panes, 
with  their  coated  surfaces,  in  contact,  the  uncovered  sur- 
faces being  outside.  A part  of  the  radiant  heat  was 
now  transmitted,  and  the  effect  on  the  thermometer  was 
observed  to  be  18°.  Thus  about  one  fifth  of  the  radiant 
heat  incident  on  the  screen  was  transmitted.  In  fact, 
nearly  as  much  heat  was  thus  transmitted  by  the  two 
panes  of  glass  with  the  tin  foil  between  them,'  as  would 
have  been  transmitted  by  a pane  of  uncovered  glass. 
From  this  result  it  would  appear,  that  the  tin  foil  loses 
its  power  of  reflecting  heat,  when  the  rays  of  heat  have 
previously  passed  through  a medium  of  glass  instead  of 
a medium  of  air,  and  that,  instead  of  reflecting  them,  it 
transmits  them. 

'file  idea  of  investigating  the  effects  which  different 
temperatures,  in  a radiating  body,  produce  on  the 
power  of  the  radiated  heat  to  penetrate  screens  of  dif- 
ferent substances,  does  not  seem  to  have  suggested  itself 
to  sir  John  Leslie.  Later  experiments^  instituted  by 
M.  de  la  Roche,  prove,  that  the  power  of  calorific  rays 
to  penetrate  bodies  increases  with  the  temperature  of 
the  radiator,  'fhus  heat  radiating  from  a surface  at  a 
certain  temperature  fails  to  penetrate  glass,  except  in 
a very  limited  degree : but  if  the  radiating  body  be 
considerably  elevated  in  its  temperature,  then  the  rays 
penetrate  the  glass  in  much  greater  quantities.  In  fact, 
the  degree  of  transparency  of  glass  relatively  to  the  rays 
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of  heat  would  seem  to  depend  on  the  temperature  of  tlie 
radiating  body,  and  to  increase  with  that  temperature. 

The  results  of  the  preceding  experiments,  and,  indeed, 
all  the  phenomena  connected  with  the  radiation  of  heat, 
are  satisfactorily  explained  by  the  theory  of  exchanges, 
first  proposed  by  Prevost,  of  Geneva.  According  to 
this  theory,  every  point  at  and  near  the  surfaces  of  bo- 
dies is  regarded  as  a centre,  from  wluch  rays  of  heat 
diverge  in  all  directions.  The  surfaces  also  reflect  rays 
of  heat  incident  upon  them,  in  a greater  or  less  degree, 
according  to  their  reflecting  power,  and  according  to 
the  law  which  governs  the  reflection  of  rays  of 
light.  Tlie  particles  of  surfaces  also  possess  the  power 
of  absorbing,  in  a greater  or  less  ilegree,  rays  of  heat 
striking  on  a bpdy,  and  reflected  or  radiated  by  the 
other  bodies  around.  Thus  every  body,  so  far  as  re- 
gards heat,  is  constantly  under  the  operation  of  three  dis- 
tinct processes,  — it  radiates,  reflects,  and  absorbs.  It 
follows  from  this,  that  between  bodies  which  are  jilaced 
in  each  otlier’s  neighbourhood,  there  must  lie  a constant 
interchange  of  heat.  'I'he  lieat  which  is  radiated  by  one 
body  strikes  on  others ; part  of  it  is  absorbed  by  them, 
and  is  retained  within  their  dimensions,  so  as  to  raise 
tlicir  temperature,  while  another  part  is  reflected,  ami 
strikes  on  other  bodies,  where  it  is  subject  to  like  effects. 
The  body  which  radiates  heat  in  this  manner  is,  at  the 
same  time,  receiving  on  its  surface  rays  of  heat  which 
proceed  from  other  bodies  in  its  neighbourhooil ; and 
tliese  rays  of  heat  are  subject  to  the  same  elf’ects  on  its 
surface  as  the  rays  which  proceed  from  it  encounter  on 
tlie  surfaces  of  other  bodies, — they  are  partly  absorbed, 
and  partly  reflected. 

If  a body  raised  to  a high  temperature  lie  placed  in 
the  neighbourhood  of  other  bodies  at  a lower  temper-, 
ature,  it  will  radiate  a greater  quantity  of  heat  than  the 
Ixidies  which  surround  it ; consequently  the  heat  which 
it  receives  from  them  will  be  less  than  the  heat  which 
it  transmits  to  them.  'I'hey  will  receive  more  heat 
tlian  they  give,  and  it  will  give  mere  I'.eat  than  it  re- 
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ceives  ; tlic  temperature,  therefore,  of  the  hot  hotly  will 
gradually  fall,  while  the  teinjterature  of  tlie  surrounding 
bodies  will  gradually  rise.  'I'his  will  coutinue  until  the 
temperatures  of  the  bodies  arc  equalised.  'I'hen  tlie 
heat  radiated  by  each  of  them  will  he  exactly  equal 
to  the  heat  absorheil,  and  Uie  temperature  will  remain 
stationary. 

It  has  appeared,  from  the  result  of  direct  e.xperiment, 
tliat  the  bodies  which  are  the  best  railiators  axe  also  the 
best  absorbers  of  heat.  This  would  follow  as  a neces- 
sary consequence  of  the  theory  which'  han  been  ju.st  ex- 
plained. If  a body  which  is  a jiowcrful  Adiator  were 
at  the  same  time  a bad  absorber,  the  cousqiiuence  woulil 
be  that  it  would  radiate  heat  faster  than  it  woulil  absorb 
it ; consequently  its  temjierature  would  continually  fall, 
and  this  depression  of  temperature  would  continue  with- 
out any  limit.  Now  this  is  not  sujiported  by  observ- 
ation. It  therefore  follows,  as  a necessary  consequence, 
tliat  the  power  of  radiation  in  every  body  must  be 
equal  to  its  power  of  absorption. 

It  has  likewise  appeared,  that  tlie  best  reflectors  arc 
the  worst  radiators.  'J'liis  effect  might  likewise  be 
foreseen  on  the  princijile  of  the  theory  just  exidained. 
A good  reflector  is  a body  which  refltHits  the  principal 
part  of  the  rays  of  heat  which  strike  upon  it.  Now  the 
heat  which  is  incident  on  a body  must  be  cither  reflected 
or  absorbed,  and  whatever  portion  of  it  is  not  redecLed 
must  be  absorbed.  Jf,  therefore,  a great  part  be  re- 
flected, a proportionally  small  part  remains  to  be 
absorbed  ; consequently  it  follows,  that  in  the  siune  pro- 
portion as  a body  is  a good  reflector  it  must  be  a bad 
absorber ; and,  vice  vemd,  if  it  be  a bad  reflector  it 
must  in  projiortion  be  a good  absorber.  Ilut  it  neces- 
sarily follows,  if  a body  be  a powerful  absorber  of  heat, 
that  it  must  also  be  a powerfid  radiator  of  heat,  for 
otherwise  its  tmnpcrature  would  rise  indefinitely  by  the 
heat  which  it  absorbs  accumidatiug  in  it,  and  not  being 
carried  off  by  radiation.  A good  reflector,  therefore, 
will  be  a bad  radiator,  and  vice  versa.  ■ 
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In  the  experiments  of  Leslie  with  the  concave  re- 
flector, our  attention  was  only  directed  to  the  radiation 
of  the  hot  surface,  and  we  considered  only  the  rays 
tvhich,  proceeding  from  it,  were  collected  on  the  bulb 
of  a thermometer  by  the  concave  reflector.  It  might 
appear  to  follow,  fn)in  an  extension  of  this  experiment, 
tliat  bo<lics  radiate  cold  as  well  as  heat.  Let  one  of  the 
cubical  vessels  used  by  Lesdie  in  his  experiment  l>e  tilled 
with  snow,  and  placed  before  a reflector.  InimtHliately 
die  fiical  ball  of  the  diflerential  thermometer  placwl  in 
die  focus  will  exhibit  a rapid  depression  of  temperature. 
Are  we,  therefore,  to  suppose  in  this  case,  that  ra\jK  of 
oo/f  iiroceeii  from  the  face  of  the  vessel,  and  are  collectwl 
on  the  ball  of  the  thermometer  r ( )ii  the  contrary,  it 
has  appeared  from  previous  investigation,  that  no  body 
is  jierfectly  de.stitute  of  heat,  and  that  snow  itself,  as 
welt  as  mixtures  much  colder  than  it,  are  capable  of 
imparting  heat  to  other  btKiies,  and  therefore  jiossess 
heat  in  them.  The  surface,  therefore,  of  a vessel  con- 
taining snow,  in  this  case  radiates  heat,  and  these  rays 
of  heat  are  collected  on  the  bulb  of  the  thermometer  in 
die  same  manner  as  when  that  vessel  was  tilled  with 
boiling  water.  The  bulb  of  the  thermometer,  however, 
itself,  like  all  other  bodies,  radiates  heat,  and  this  heat 
is  reflected  by  the  concave  reflector  towards  the  .surfaci' 
of  the  vessel  containing  the  snow.  'I'he  two  bodies, 
therefore,  are  radiating  heat  towanls  each  other,  but  the 
Inilh  of  the  thermometer  having  the  higluT  temperature, 
radiates  more'  heat  than  it  receives,  while  the  surface  of 
the  vessel  containing  the  snow  receives  more  heat  than 
it  radiates.  The  thennometcr,  therefore,  gnidually  falls 
in  its  temperature,  while  the  vessel  containing  the  snow 
gradually  rises. 

Iti  the  experiment  with  the  concave  reflector  described 
in  page  30}),  the  hot  body  placetl  in  one  focus,  and  th« 
bulb  of  the  thermometer  placet!  in  die  other,  are  both 
radiators  and  absorbers  of  heat ; the  hot  liody  radiates 
heat  to  the  bulb,  and  the  hull)  radiates  heat  to  it.  TIk- 
hot  body  absorbs  the  heat  which  is  radiated  by  the  bulb. 
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and  the  bulb  absorbs  tlie  heat  radiated  by  the  hot  body. 
Hut  the  hot  body  radiating  more  heat  tlian  the  bulb, 
necessarily  absorbs  less,  consecjuently  the  temperature  of 
Uiis  body  gradually  falls,  while  that  of  the  bulb  of  the 
thermometer  rises.  Let  us  now  suppose  that  instead  of 
a hot  body,  a globe  of  snow  be  placed  in  the  focus  of 
the  reflector,  the  bulb  of  the  thermometer  having  a 
higher  temperature,  will  radiate  more  heat  than  it  re- 
ceives from  the  snow,  and  it  will  I'.ecome  a hot  body 
relatively  to  the  snow.  Since,  therefore,  it  radiates  more 
heat  than  it  absorbs,  its  temperature  will  fall  until  it 
Irecomes  equal  to  that  of  the  snow  ; the  interchange  of 
heat  being  then  equal,  no  further  alteration  in  temiier- 
ature  will  take  place. 

Numerous  facts,  of  ordinary  occurrence,  and  many 
interesting  natural  phenomena,  admit  of  easy  and  satis- 
factory explanation  on  the  principle  of  the  above  tlieory 
of  radiation. 

Vessels  intended  to  contain  a liquid  at  a higher  tem- 
perature than  the  surrounding  medium,  and  to  keep  that 
liquid  as  long  as  possible  at  the  higher  temperature, 
sliould  be  constructed  of  materials  wdiicb  are  the  worst 
radiators  of  heat.  Thus,  tea-urns,  and  tea-pots,  are  best 
adapted  for  their  purpose  when  constructed  of  polished 
metal,  and  w'orst  when  constructed  of  black  porcelain. 
A black  porcelain  tea-pot  is  the  worst  conceivable  ma- 
terial for  that  vessel,  for  both  its  material  and  colour 
are  good  radiators  of  heat,  and  the  liquid  contained  in 
it  cools  with  the  greatest  possible  rapidity.  On  the  other 
hand,  a bright  metal  tea-pot  is  best  adapted  for  the  pur- 
pose, because  it  is  the  worst  radiator  of  heat,  and,  there- 
fore, cools  as  slowly  as  possible.  A polished  silver  or 
brass  tea-urn  is  better  adapted  to  retain  the  heat  of 
the  water  than  one  of  a dull  brown  colour,  such  as  is 
most  commonly  used. 

A tin  kettle  retains  the  heat  of  water  boiled  in  it  more 
efil'Ctually  if  it  be  kept  clean  and  polished  than  if  it  bo 
.nllowed  to  collect  the  smoke  and  soot,  to  which  it  is 
exposed  from  the  action  cf  the  lire.  When  ccated  witli 
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this,  its  surface  becomes  rough  and  black,  aud  is  a power- 
ful radiator  of  heat. 

A set  of  polished  fire-irons  may  remain  for  a long 
time  iiv  front  of  a hot  tire  without  receiving  from  it  any 
increase  of  temperature  beyond  that  of  the  chamlier, 
liecause  tlie  heat  radiated  by  the  fire  is  all  refiected  by 
tl'.e  polished  surface  of  tlie  irons,  and  none  of  it  is  ab- 
sorbed ; but,  if  a .set  of  rough,  unpolished  irons  were 
similarly  placctl  they  would  s])eedily  become  hot,  so  that 
tliey  could  not  be  used  without  inconvenience.  'I’he 
polish  of  fire-irons  is,  therefore,  not  merely  a matter  of 
ornament,  but  of  use  and  convenience.  The  rough, 
unpolished  poker,  sometimes  used  in  a kitchen,  soon  be- 
comes so  hot  that  it  cannot  be  held  without  pain. 

A close  stove,  intended  to  warm  an  apartment,  should 
not  have  a jiolished  surface,  for  in  that  case  it  is  one  of 
the  worst  radiators  of  heat,  and  notliing  could  be  coiv- 
trived  more  unfit  for  the  purpose  to  which  it  is  applied. 
< hi  the  other  hand,  a rough,  unpolisht'd  surface  of  cast 
iron  is  favourable  to  railiation,  and  a tire  in  such  a stove 
will  always  proiluce  a more  [lowerful  effect. 

A metal  helmet  and  cuiras.s,  worn  by  some  of  our 
regiments  of  cavalry,  is  a cooler  dress  than  might  be  at 
first  imagined.  'I'he  polislied  metal  lieing  a nearly  jier- 
fect  refiector  of  heat,  throws  off  the  rays  of  the  sun,  and 
is  incapable  of  lieing  raised  to  an  inconvenient  temper- 
ature. Its  temperature  is  much  less  increased  by  the 
infiuence  of  the  sun  than  that  of  common  clothing. 

'I'he  polished  surfaces  of  ditterent  ]iarts  of  the  steam 
engine,  especially  of  the  cylinder,  is  not  matter  of  mere 
ornament,  but  of  essential  utility.  A rough  metal  sur- 
face would  lie  a much  better  radiator  of  heat  than  the 
polished  surface,  anil  if  rust  were  collected  on  it,  its 
radiating  power  would  be  still  further  increased,  and 
the  steam  containoil  in  it  would  be  more  exposed  to 
condensation  by  loss  of  heat. 

It  may  be  frequently  observed,  that  a deposition  of 
moisture  has  taken  place  on  the  interior  surface  of  the 
panes  of  glass  of  a chamber  window  on  a morning  which 
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succeeds  a cold  night.  The  temperature  of  the  external 
air  during  the  night  being  colder  than  the  atmosphere 
of  the  chamber,  it  communicates  its  temperature  to  the 
external  surface  of  the  glass,  and  this  is  transmitted  to 
tlie  interior  surface,  which  is  exposed  to  the  atmosphere 
of  the  room.  This  atmosphere  is  always,  more  or  less, 
charged  with  vapour,  and  the  cold  of  the  internal  sur- 
face of  the  glass,  acting  on  the  air  in  contact  with  it, 
reduces  its  temperature  below  the  point  of  satirration, 
and  a condensation  of  vapour  takes  place  oti  the  surface 
of  the  panes,  which  is  observed  by  a copious  deposition 
of  moisture  in  the  morning.  If  the  temperature  of  the 
external  air  be  at  or  l>elow  the  freezing  point,  this  de- 
jmsition  will  fonn  a rough  coating  of  ice  on  the  pane. 
Let  a small  piece  of  tin  foil  lx?  fixed  on  a part  of  the  er- 
tfirior  surface  of  one  pane  of  the  window  in  the  evening, 
and  let  another  piece  of  tin  foil  be  fixed  on  a part  of  the 
interior  surface  of  another  pane.  In  the  morning  it  will 
lx*  found  that  that  part  of  the  interior  surface  wliich  is 
opposite  to  the  external  foil  will  be  nearly  free  from 
ice,  while  every  other  part  of  the  same  pane  will  he 
tliickly  covered  with  it.  On  the  contrary,  it  will  be 
found  that  the  surface  of  the  internal  tin  foil  will  be 
more  thickly  covered  with  ice  than  any  other  part  of  the 
glass.  These  effects  are  easily  explained  by  the  prin- 
ciple of  radiation.  When  the  tin  foil  is  placed  on  the 
exterior  surface  it  reflects  the  heat  which  strikes  on  the 
exterior  surface,  and  protects  that  part  of  the  glass  which 
is  covered  from  its  action.  The  heat  radiated  from 
the  objects  in  the  room  striking  on  the  surface  of  the 
gla.ss,  penetrates  it,  and  encountering  the  tin  foil  attacherl 
to  the  exterior  surface,  is  reflected  by  it  through  the 
dimensions  of  the  glass,  and  its  escape  into  the  external 
atmosphere  is  intercepted ; the  portion  of  the  glass, 
therefore,  covered  by  the  tin  foil,  is,  in  this  case,  sub- 
ject to  the  action  of  the  heat  radiated  from  the  chamber, 
but  protected  from  the  action  of  the  external  heat.  The 
temperature  of  that  part  of  the  glass  is  therefore  less 
dej)ressed  by  the  effects  of  the  external  atmosphere  than 
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tlie  temperature  of  tliose  parts  which  are  not  covered 
by  the  tin  foil.  Now,  glass  being,  as  will  appear  here- 
after, a bail  conductor  of  heat,  the  temperature  of  that 
part  opposite  to  the  tin  foil  does  not  immediately  affect 
the  remainder  of  the  pane,  and,  consequently,  we  find 
that  while  the  remainder  of  the  interior  surface  of  the 
pane  is  thickly  covered  with  ice,  the  portion  opposite 
tlie  tin  foil  is  comparatively  free  from  it.  On  the  con- 
trary, wlien  the  tin  foil  is  placed  on  tlie  internal  surface, 
it  reflects  powerfully  the  heat  radiated  from  the  objects 
in  the  room,  while  it  admits  through  the  dimensions  of 
the  glass,  the  heat  proceeding  from  the  external  atmo- 
sphere. rile  portion  of  tlie  glass,  therefore,  covered  by 
tile  tin  foil,  becomes  colder  than  any  otlier  part  of  the 
pane,  and  the  tin  foil  itself  receives  the  same  temper- 
ature, which  is  not  reduced  by  the  effect  of  the  radiation 
of  objects  ill  the  rixmi,  because  the  tin  foil  itself  is  a 
good  reflector  of  heat,  and  a liad  absorlx'r.  Hence  the 
tin  foil  [iresents  a colder  surface  to  the  atmosphere  of 
the  room  than  auy  other  jiart  of  the  surface  of  tlie  pane, 
and,  consequently,  receives  a more  abundant  deposition 
of  ice. 

If  a body,  which  is  a good  radiator  of  heat,  lie  ex- 
[H)sed  ill  a situation  where  otlier  good  railiators  are  not 
present,  it  will  have  a tendency  to  fidl  in  its  teinjierature 
below'  the  temperature  of  the  surrounding  medium  ; 
because,  in  this  case,  while  it  loses  heat  by  its  owji 
railiation,  its  absorbing  power  is  not  satisfied  by  a cor- 
resjionding  supply  of  heat  from  other  olyects.  A clear 
sky,  in  the  absence  of  the  sun,  has  scarcely  any  seiisibla 
radiation  of  heat : if,  therefore,  a good  radiator  be  ex- 
posed to  tlie  aspect  of  an  unclouded  firmament  at 
nigbt,  it  will  lose  heat  considerably  by  its  owu  radia- 
tion, and  will  neceive  no  corresponding  portion  from  tlie 
radiation  of  the  firmament  to  repair  this  loss,  and  its 
temperature  conse<iuently  will  fall. 

A curious  experiment  made  by  Dufay  affords  a strik- 
ing illustration  of  this  fact,  lie  exjiosed  a glass  cup, 
placed  in  a silver  basin,  to  the  atmosphere  during  a cold 
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nighty  and  he  found  in  the  morning  a copious  depo- 
sition of  moisture  on  the  glass,  while  the  fdJver  vessel 
remained  perfectly  dry.  He  next  reversed  the  experi- 
ment, and  exposed  a silver  cup  in  a glass  ba.sin.  The 
result  was  the  same  : the  glass  was  still  covered  with 
moisture,  and  the  metal  free  from  it.  Now  metal  is  u 
bad  radiator  of  heat,  and,  consequently,  has  a tendency 
to  preserve  its  temperature,  (ilass  is  a much  better 
radiator,  and  has,  therefore,  a tendency  to  lose  its  tem- 
perature. These  vessels  being  exposed  to  the  asjiect  of 
a clear  sky,  received  no  considerable  rays  of  heat  to 
supply  the  loss  sustained  by  their  radiation.  This  loss 
in  the  metal  was  inconsiderable ; and,  therefore,  it 
maintained  its  temperature  nearly  or  altogether  equal 
to  that  of  the  air  ; the  glass,  however,  radiating  more 
abundantly,  and  absorbing  little,  suft'ers  a depression  of 
temjieraturc.  'I'he  glass,  therefore,  presented  a cold 
surface  to  the  air  contiguous  to  it,  and  reduced  the 
temperature  of  that  air,  until  it  attained  that  tempera- 
ture at  which  it  was  below  a state  of  saturation  with 
resjiect  to  the  vapour  with  which  it  was  charged ; a 
deposition  of  vapour,  therefore,  took  jilace  on  the  glass. 

This  discovery  of  Dufay  remained  a barren  fact,  until 
the  attention  of  Dr.  W^elJs  was  directed  to  the  subject. 
The  result  of  his  enquiries  was,  the  discovery  of  the 
cause  of  the  phenomena  of  dew,  and  aftbrds  one  of  the 
most  beautiful  instances  of  inductive  reasoning  which 
any  part  of  the  liistory  of  pliysical  discovery  has  pre- 
sented. Dr.  ^V'ells  argued,  tlint  as  a clear  and  cloudless 
sky  radiates  little  or  no  heat  towards  the  surface  of  the 
earth,  all  objects  placed  on  the  surface,  wliich  are  good 
radiators,  must  necessarily  fall  in  temperature  during 
the  night,  if  they  be  in  a situation  in. which  they  are 
not  exposed  to  the  radiation  of  other  objects  in  their 
neighbourhood.  Grass,  and  other  products  of  vegetation, 
are  in  general  good  radiators  of  heat.  The  vegetation 
which  covers  tlie  surface  of  the  ground  in  an  open 
champaign  country  on  a clear  night,  will,  therefore, 
undergo  a depression  of  temperature,  because  it  will 
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absorb  less  heat  than  it  radiates.  This  fact  was  ascer- 
tained by  direct  experiment,  both  by  Dr.  Wells  and 
Mr.  Six.  A thermometer  laid  on  a grass  plot  on  a clear 
night,  was  observed  to  sink  even  so  much  as  20°  below 
another  thermometer  suspended  at  some  height  abore 
the  ground.  The  vegetables  which  thus  acquire  a lower 
temperature  than  the  atmosphere,  reeiuce  the  air  imme- 
diately contiguous  to  them  to  a temperature  bidow  sa- 
turation, and  a proportionately  copious  condensation  of 
\-apour  takes  place,  and  a deposition  of  dew  is  fonneil 
on  the  leaves  and  flowers  of  all  vegetables.  In  fact, 
twery  object,  in  proportion  as  it  is  a good  ratliator,  re- 
ceives a dejiosition  of  moisture.  On  the  other  hand, 
objects  which  are  bad  railiators  are  observed  to  be  free 
from  it.  Blades  of  grass  sustain  large  pellucid  dew 
drops,  while  the  naked  soil  in  their  neighbourhood  is 
free  from  them. 

In  the  close  and  sheltered  streets  of  cities,  the  de- 
]x>aition  of  dew  is  very  rarely  observed,  because  there 
the  objects  are  necessarily  ex[)Osed  to  each  other’s  radi- 
ation, and  an  interchange  of  heat  takes  place  which 
maintains  them  at  a temperature  uniform  with  that  of 
the  air.  A deposition  of  dew,  in  this  case,  can  only 
take  place  when  the  natural  temperature  of  tlie  air  falla 
Ixilow  its  point  of  saturation. 

In  an  obscure  cloudy  night  no  dejwsition  of  dew  takes 
place;  because,  in  this  case,  although  the  vegetable  pro- 
ductions radiate  heat  us  [lowerfully  as  before,  yet  the 
clouds  are  also  radiators,  and  they  transmit  heat,  which 
being  absorl>e<l  by  the  vegetables,  their  temperature  is 
l)revented  from  sinking  much  below  tliat  of  the  atmo- 
sphere. 

Tlie  process  by  which  artificial  ice  is  jiroduced  in 
India  aftbnls  another  example  of  the  application  of  this 
principle.  A position  is  selected  where  the  ground  is 
not  expoBinl  to  the  radiation  of  surrounding  objects  : a 
quantity  of  dry  straw  being  strewed  on  the  ground,  water 
is  jilaced  in  Hat  unvarnished  earthen  pans,  so  as  to  ex- 
pose an  extensive  surface  to  the  heavens  ; the  straw 
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lieing  a bad  conductor  of  heat,  intercepts  all  supply  of 
heat  which  the  water  might  receive  from  the  ground;  and 
the  porous  nature  of  the  pans  allowing  a portion  of  tlie 
water  to  penetrate  them,  produces  a rapid  evaporation, 
by  %vhich  a considerable  quantity  of  the  heat  of  the 
water  is  carried  off  in  the  latent  state  with  the  vapour. 
At  the  same  time,  the  surface  of  the  water  railiates  heat 
upwards,  while  it  receives  no  corresponding  supply  from 
any  other  radiator  above  it.  'I’hus  heat  is  dismissed  by 
evaporation  and  radiation  ; and,  at  the  same  time, 
there  is  no  corresponding  supply  received  either  from 
tlie  earth  below,  or  from  the  heavens  above.  The  tem- 
perature of  the  water  contained  in  the  pans  is  thus 
gradually  tliminished,  and  at  length  attains  the  freezing 
point.  In  the  morning  the  water  is  found  frozen  in 
die  pans ; it  is  then  collected  and  placed  in  caves  sur- 
roundeil  with  straw,  which  being  a bad  conductor  of 
heat,  prevents  any  communication  of  heat  from  without 
by  which  the  ice  might  be  liquefied.  In  this  way  ice 
may  be  preserved  during  the  hottest  seasons,  for  the 
purposes  of  use  or  luxury.  ; 
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If  two  solid  bodies,  having  different  temperatures,  be 
placed  in  close  contact,  it  will  be  observed  that  the 
hotter  body  will  gradually  fall  in  temperature,  and  the 
collier  gradually  rise,  until  the  temperatures  become  equal. 
This  process  is  not,  like  radiation,  sudden,  but  very 
gradual ; the  colder  body  receives  increased  temperature 
slowly,  and  the  hotter  loses  it  at  the  same  rate.  Dif- 
ferent bodies,  however,  exhibit  a dift’erent  facility  in 
this  gradual  transmission  of  heat  by  contact.  In  some 
it  passes  more  rapidly  from  the  hotter  to  the  collier ; 
and  in  others,  the  equalisation  of  temperature  is  not 
produced  until  after  the  lapse  of  a considerable  time. 

This  quality  in  bodies,  by  which  heat  passes  from 
one  to  the  other  through  their  dimensions,  is  called  their 
conducthtg  power,  and  tlie  heat  thus  transmitted  is  said 
to  be  couducted  by  the  body.  One  body  is  said  to  be  a 
better  eonduetor  than  another,  when  the  equalisation  of 
temperature  is  effected  more  speedily  ; and  when  tlie 
c*<}ualisation  is  accomplished  slowly,  the  body  is  said  to 
Ik'  a bad  eonduetor. 

To  make  this  process  more  intelligible,  let  us  suppose 
ll.  a small  square  block  of  red-hot  iron,  and  let 


HC  be  a bar  of  brass,  the  section  of  which  is  square. 
Let  the  extremity,  II,  be  placed  close  against  the  block 
and  let  a screen,  S,  pierced  by  H C,  be  placed  so  as 
to  intercept  the  effect  of  radiation  from  A.  Let  thermo- 
meters, t,  t',  Sic.,  be  inserted  at  difterent  points  of  the 
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bar  H in  small  cavities  jirovidcd  for  the  purpose^  and 
filled  witli  mercury.  This  mercury  tvill  take  tlie  tem- 
perature of  the  bar,  and  will  communicate  it  to  each 
tliermometer  successively.  Before  the  bar  is  placed  in 
contact  with  the  red-hot  block  A,  the  thennometers 
will  all  indicate  the  same  temperature.  At  the  first 
moment  when  the  liar  is  placed  in  contact  with  A,  none 
of  the  thermometers  will  he  affected  by  it ; but,  after 
the  lapse  of  a short  time,  the  first  tliermometer,  f,  will 
be  observed  to  rise  slowly : after  another  interval,  the 
tliermometer,  f',  will  begin  to  he  affected  ; and  the  other 
tliermometers,  after  like  intervals,  will  be  successively 
affected  in  the  same  way  ; but  the  thermometer  f,  by 
continuing  to  rise,  will  indicate  a higher  temperature 
tlian  f',  and  i'  a higher  temperature  than  f",  and  so  on. 
After  the  lapse  of  a considerable  time,  the  temperatures 
of  all  tlie  thermometers  will  he  the  same  ; and  if  the 
block  A be  observerl,  it  will  be  found  to  have  the  com- 
mon temperature  indicated  by  all  the  thermometers. 

It  appears,  from  this  experiment,  that  the  jirojiagation 
of  heat  in  this  manner  through  the  dimensions  of  the 
bar,  is  very  slow ; and  it  would  seem  to  take  place  from 
particle  to  particle  of  the  matter  comjiosing  the  bar. 
The  first  particle  in  contact  with  the  source  of  heat 
acquires  a certain  tcmjierature  ; this  being  greater  than 
the  contiguous  particles,  an  interchange  takes  place  lie- 
tween  the  ttvo,  on  a principle  exactly  similar  to  the  in- 
terchange of  heat  by  radiation.  In  fact,  two  contiguous 
particles  in  this  case  may  be  regarded,  under  the  same 
circumstances,  as  two  bodies  having  different  temper- 
atures placed  in  the  foci  of  the  two  reflectors,  fuj.  38. 
In  that  case,  the  hotter  body  radiated  heat  on  the  colder, 
and  the  colder  on  the  hotter  in  unequal  quantities,  until 
tlieir  temperatures  were  equalised.  Every  two  succes- 
sive particles  in  the  bar  B t',  beginning  from  the  source 
of  heat,  appear  to  act  on  eacli  other  in  the  same  way. 

Let  a number  of  bars  of  different  substances,  of  equal 
dimensions,  be  successively  exposed  in  this  manner  to 
the  same  source  of  heat,  and  let  thermometers  be  ap- 
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plied  to  similar  points  in  them ; it  will  be  found,  that 
thermometers  iu  the  same  situation  on  different  bars, 
will,  after  the  lapse  of  the  same  time  from  the  com- 
mencement of  the  contact,  be  differently  affected.  In 
those  bars  which  are  good  conductors,  the  thermometer 
will  lie  more  elevated  than  in  those  which  are  bad  con- 
ductors ; and,  in  general,  the  conducting  power  of  the 
different  bars  may  be  estimated  by  the  effect  producetl 
on  thermometers  at  a given  distance  from  the  source  of 
heat,  after  the  lapse  of  a given  time. 

In  experiments  of  this  nature  it  is,  however,  neccs- 
sarj  to  guard  against  tlie  effects  of  ratliation  ; because 
if  two  different  bars  railiate  differently,  it  is  jxissible 
that  the  indications  of  the  thermometer  may  be  so  in- 
terfered with  by  their  different  powers  of  radiation,  tliat 
tlieir  conducting  power  cannot  witli  certainty  be  in- 
fered.  In  a course  of  experiments  instituted  on  thb 
subject  by  Uespretz,  he  employed  bars  of  the  same  size 
covered  with  a coating  of  varnish.  Heat  was  appberl 
by  a lamp  at  one  end,  and  its  progress  along  tlie  bar 
indicamd  by  a thermometer  at  tlie  other  ; the  lamp  was 
ajiplied  until  its  utmost  effect  on  the  thermometer  was 
ascertained  ; ami  the  greatest  heat  to  which  the  ther- 
mometer could  thus  be  raiseil  by  the  effect  of  the  lamp, 
was  taken  as  the  measure  of  the  conducting  power  of 
the  bar.  The  following  table  exhibits  the  results  of 
Despretz's  experiments  on  ilifferent  substances:  — 
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From  this  table  it  is  obvious,  that  the  metals  are 
by  far  the  best  conductors  of  beat,  and  that  the  con- 
tlucting  power  of  earthy  substances  is  prodigiously 
inferior. 

Similar  experiments  were  made  on  different  species  of 
wood,  by  MM.  A.  Delarive  and  A.  Decandolle.  From 
these  experiments  it  appears,  that  generally  the  more 
dense  woods  are  those  which  conduct  heat  best.  'I’his 
rule,  however,  is  not  invariable,  for  the  conducting 
power  of  nut  wood  was  found  to  be  considerably  greater 
than  that  of  oak.  It  was  also  found,  that  heat  was 
lx.*tter  conducted  in  the  direction  of  the  fibres  than  across 
them. 

In  bodies  of  the  same  kind,  the  rate  at  which  heat  is 
conducted  from  the  hotter  to  the  colder,  depends  oti 
the  extent  of  the  surface  of  contact,  and  is  proportional 
to  that  surface.  Thus,  if  two  spheres  or  balls  of  metal 
at  different  temperatures,  be  jdaced  in  contact,  they  will 
touch  only  in  a single  j)oint,  and  the  transmission  of 
heat  will  be  extremely  slow;  but  if  two  cubes  of  the 
same  metal  be  ])laced  face  to  face,  their  surface  of  con- 
tact will  he  considerable,  and  tbe  transition  of  heat  will 
l)e  proportionally  ra])id. 

llodies  of  a porous,  soft,  or  spongy  texture,  and  es- 
pecially those  of  a fibrous  nature,  such  as  wool,  feathers, 
far,  <S:c.,  are  the  worst  conductors  of  heat.  Sucfi  a 
body  may  be  placed  in  contact  with  another  body  of  a 
much  higher  or  a much  lower  temi)crature  than  itself, 
without  exhibiting  any  change  of  temperature  for  a 
long  period  of  time. 

From  what  has  been  above  explained,  it  appears  that, 
liesides  a tendency  to  eciuilibrium  of  temperature,  which 
arises  from  the  interchange  of  beat  by  radiation,  bodies 
have  a like  tendency  to  calorific  equilibrium  by  the 
transmission  of  heat  by  contact.  After  the  lapse  of  a 
sufficient  time,  every  two  bodies  in  contact  distribute 
Ix'twcen  them  the  heat  they  contain  in  such  portions  as 
to  render  their  temperatures  equal.  The  manner  in 
which  this  effect  is  generally  produced  in  liquids  and 
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gases  differs,  however,  materially  from  the  nature  of  the 
jTTOcess  in  solids.  The  constituent  particles  of  solid 
bodies  being  incapable  of  changing  their  mutual  posi- 
tion and  arrangement,  the  heat  can  only  pass  tlirough 
them  from  particle  to  particle  by  a slow  process  ; but 
when  the  particles  forming  any  stratum  of  a liquid  arc 
heated,  their  mass  expanding  becomes  lighter,  bulk 
for  bulk,  than  the  stratum  immediately  alxive  it,  and 
ascends,  allowing  die  superior  strata  to  descend.  Thus, 
a source  of  heat  apjdied  to  the  bottom  of  a vessel  con- 
taining a liquid,  immediately  causes  the  liquid  near  the 
bottom  to  form  an  upward  current,  while  the  superior 
liquid  forms  a downward  one;  and  a constant  series  of 
currents  upwards  and  downwards  is  thus  established. 
The  portion  of  the  liquid  which  receives  heat  below  is 
thus  continually  mixed  Uuough  the  other  part.s,  and  the 
heat  is  dili'used  by  the  motion  of  the  particles  among 
each  other.  The  same  effect  takes  place  in  gases.  If 
a lower  stratum  be  heated,  it  acquires  a tendency  to 
ascend  to  the  higher,  and  the  colder  strata  descend. 

If,  however,  heat  lie  applied  to  the  higliest  stratum 
of  the  liquid,  this  efiect  cannot  ensue ; and  it  is  fouml 
that  in  this  case  the  jiarticles  maintaining  liieir  mutual 
arrangement,  the  transmission  of  heat  takes  place  iti  the 
same  manner  as  if  the  liquid  were  solid.  Ju  fact,  tin* 
heat  is  in  this  case  coudnrtvd  through  the  liijuid.  Li- 
quids in  this  manner  are  observed  to  have  extremely 
low  couducting  powers, — so  low  that  for  a long  period 
tliey  were  supposetl  to  be  altogether  incapable  of  con- 
ducting heat.  They  have  been  ascertained  by  exjieri- 
ment,  how;ever,  not  to  be  altogether  destitute  of  the 
jwwer  of  conduction. 

Let  a small  quantity  of  spirits  of  wine  1k“  poured  on 
tlie  surface  of  water  at  the  temperature  of  32^,  and  let 
a thermometer  be  immersed  in  tbe  water  at  a .small 
dcqjth  below  the  common  surface  of  the  water  and 
spirits : let  the  spirits  be  now  inflamed  and  caused  to 
burn  on  the  surface  of  the  water.  After  the  lapse  of  a 
considerable  time  the  tliermometer  will  show  a very 
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sliglit  indication  of  increased  temperature,  by  the  down- 
ward transmission  of  h«at  from  thi  burning  spirits. 

Tiiis  and  other  experiments  of  a Hke  nature  are  ex- 
tremely difficult  of  management,  and  very  uncertain  in 
their  results.  It  often  happens  that  the  elevation  of 
die  thermometer  is  caused  by  currents  of  the  liquid 
]7Toduced  by  heat  conducted  downwards  by  the  sides  of 
die  vessels  containing  the  liquid.  Although  the  liquid 
itself  may  fail  to  conduct  the  heat  downwards,  yet  the 
vessel  containing  it,  having  a better  conducting  power, 
will  transmit  the  heat  to  inferior  stratji  of  the  liquid, 
and  currents  may  thus  to  a certain  extent  be  established. 
An  ingenious  method  of  evading  this  difficulty  was  sug- 
gested by  Mr.  Murray,  wdio  conducted  the  experiment 
in  vessels  composed  of  ice.  The*  heat  received  by  the 
siiles  of  the  vessel  was  in  this  case  expended  in  the 
liquefaction  of  the  ice,  and  had  no  tendency,  therefore, 
to  disturb  the  result  of  the  investigation. 

The  process  of  cooling  which  a hot  body  undergoes 
wlien  suspertled  in  air,  is  chiefly  owdng  to  the  radiation 
of  heat  from  its  surface;  but  another  cause  of  the  dimi- 
nution of  heat  conspires  with  this.  The  particles  of 
nir  in  contact  with  the  surface  of  the  body  receive  heat 
from  it ; and  thus  becoming  specifically  lighter  by 
their  dilatation,  ascend,  and  give  place  to  others  on 
which  a like  effect  is  produced.  'I'lius,  heat  is  imparteil 
constantly  to  fresh  portions  of  the  air,  and  carried  off  by 
them.  If  a bot  body  be  suspended  in  a liquid,  the  pro- 
cess of  its  cooling  is  altogether  produced  by  this  means; 
fer  in  that  case  no  radiation  takes  place. 

The  covering  of  wool  and  feathers,  which  nature  has 
jirovided  for  the  inferior  classes  of  animals,  has  a pro- 
perty of  conducting  heat  very  imperfectly ; and  hence 
it  has  the  effect  of  keeping  the  body  cool  in  hot  weather, 
and  warm  in  cold  weather.  The  heat  which  is  pro- 
duced by  powers  pro\'ided  in  the  animal  economy  within 
die  body  has  a tendency,  wdien  in  a cold  atmosphere, 
to  escape  faster  than  it  is  generated  ; the  covering,  being 
a non-conductor,  intercepts  it,  and  keeps  it  confined. 
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Man  is  endowed  witli  faculties  which  enable  him  to 
fabricate  for  himself  covering  similar  to  that  with  which 
nature  lias  provided  other  animals.  Clothes  are,  gene- 
rally, composed  of  some  light  non-conducting  substances, 
whidi  protect  the  body  from  the  inclement  heat  or  cold 
of  tlie  external  air.  In  summer, clothing  keeps  the  body 
cool;  and  in  winter,  warm.  Woollen  substances  are 
worse  conductors  than  those  composeil  of  cotton  or  linen. 
A Hannel  shirt  more  effectually  intercepts  heat  than  a 
linen  or  a cotton  one ; and,  whether  in  warm  or  in 
cold  climates,  attains  tlie  end  of  clothing  more  effectu- 
ally. 

If  we  would  preserve  ice  from  melting,  the  most 
effectual  means  would  be  to  wrap  it  in  blankets,  which 
would  retard  for  a long  time  the  approach  of  heat  to  it 
from  any  external  source. 

Glass  and  porcelain  are  slow  conductors  of  heat;  and 
hence  may  be  explained  the  fact,  that  vessels  formed  of 
this  material  are  frequently  broken  by  suddenly  intro- 
ducing boiling  water  into  them.  If  a small  quantity 
of  boiling  water  be  jioured  into  a thick  glass  tumbler, 
the  bottom,  with  which  the  water  first  comes  into  cotitact, 
is  suddenly  heated,  and  ite.xpands;  but  the  heat,  passing 
very  slowly  through  it,  fails  to  affect  the  upjier  part  of 
the  vessel,  which,  therefore,  undergoes  tio  corresponding 
expansion  : the  lower  part  enlarging,  while  the  upper 
part  remains  unalu-red,  a crack  is  produceil,  which 
detaches  the  bottom  of  the  tumbler  from  tlie  u]q>er 
part  of  it. 

In  the  construction  of  an  iceliouse,  the  walls,  roof, 
and  door  should  he  surrounded  with  some  substance 
which  conducts  heai  imperfectly.  A lining  of  straw 
matting,  or  of  woollen  blankets,  will  answer  this  pur- 
pose. Air  being  a bad  conductor  of  heat,  the  building 
is  sometimes  constructed  with  double  walls,  having  a 
space  between  tliem.  The  ice  is  thus  surrounded  by  a 
wall  of  air  as  it  were,  which  is,  in  a great  degree,  im- 
penetrable by  heat,  provided  no  source  of  radiation  be 
present.  Furnaces  intended  to  heat  apartments  should 
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lie  surrounded  with  non-conducting  substances,  to  pre- 
vent the  waste  of  heat. 

WMien  wine-coolers  are  formed  of  a double  casing, 
the  sjiace  between  may  be  filled  with  some  non-con- 
ducting substance,  such  as  powdered  charcoal,  or  wool ; 
or  it  may  be  left  merely  filled  with  air. 
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O.V  THE  3IUTUAL  INFLUENCE  OF  HEAT  AND  LIGHT. 

The  whole  body  of  natural  phenomena  in  which  the 
effects  of  heat  and  light  are  concerned,  ileinonstrate  an 
intimate  physical  connection  between  these  agents. 
Sunlight  is  warm,  the  light  of  red  coals  is  warm,  and 
the  more  brilliant  light  of  flame  excites  still  more  in- 
tense heat.  If  every  degree  of  light  were  productive 
of  heat,  and,  reciprocally,  every  degree  of  heat  productive 
of  light,  we  should  not  hesitate  to  infer  that  heat  and 
light  are  two  distinct  effects  of  the  same  physical  prin- 
ciple; and  such  an  inference  would  be  corroborated,  if 
it  appeared  that  the  energy  of  the  luminous  and  calo- 
rific effects  were  proportionate  to  each  other,  the  most 
brilliant  light  always  producing  the  most  intense  heat, 
and  the  most  fierce  temperatures  always  accompanied  by 
the  strongest  illuminating  power. 

Some  of  the  more  obvious  iihenomena  countenance 
these  views.  All  the  ordinary  sources  of  liglit  are  also 
sources  of  heat;  and,  by  whatever  artificial  means  natural 
light  is  condensed,  so  as  to  increase  its  splendour,  the 
heat  which  it  produces  is  at  tlie  same  time  rendered 
more  intense.  The  direct  rays  of  the  sun,  playing  on 
the  bulb  of  a thermometer,  will  elevate  its  temperature 
to  a certain  extent ; but  if  a certain  numlx-r  of  these 
rays  be  concentrated  on  the  same  bulb  by  a concave 
reflector,  or  burning-lens,  then  the  elevation  of  temper- 
ature will  bo  much  more  sudden  and  extensive.  These, 
however,  are  only  the  first  and  more  prominent  effect.s 
which  obtrude  themselves  on  our  observation.  It  re- 
quires little  attention  to  the  phenomena  of  nature, 
much  less  to  those  which  are  exhibiteil  by  the  processes 
of  science  and  art,  to  discover  that  the  heat  which  ac- 
comjianies  light  is  not  always  proportionate  to  the 
splendour  of  the  light ; and,  further,  that  heat  of  con- 
siderable intensity,  both  as  regards  its  thermometric 
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effects,  ami  the  sensation  it  produces,  may  be  either 
absolutely  unaccompanied  by  light,  or,  at  least,  if  it 
have  light,  the  intensity  of  that  light  is  so  small  as  to 
be  below  the  limit  of  the  sensibility  of  the  eye. 

The  fact  of  the  existence  of  heat  unaccompanied  by 
any  sensible  degree  of  light,  and  of  light  unaccom- 
panied by  any  sensible  degree  of  heat,  on  the  one  hand  ; 
and  of  an  extensive  and  complicated  group  of  proper- 
ties, in  which  light  and  heat  agree  in  their  physical 
characters,  have  given  rise  to  two  distinct  hyj)othescs 
respecting  the  nature  of  these  principles.  By  the  one, 
they  are  regarded  as  distinct  physical  agents,  which 
enjoy  some  common  properties ; while  in  the  other  they 
are  assumed  to  be  the  same  principle  manifesting  itself 
in  different  ways,  according  to  the  property  which, 
under  different  circumstances,  acts  with  the  greatest 
degree  of  energy.  M’c  shall  state  the  details  of  these 
theories  more  fully  in  a subsequent  chapter.  Our  ob- 
ject, at  present,  shall  be  confined  to  the  statement  of 
the  principal  effects  upon  which'  one  or  the  other  theory 
must  be  founded,  and  which  any  theory  must  explain 
before  its  validity  can  be  admitted. 

If  heat  be  communicated  to  solid  bodies  which  arc 
difficult  of  fusion,  it  is  observed  that,  after  having 
absorbed  a certain  quantity,  they  begin  to  become 
luminous.  If  the  process  be  conducted  in  a dark 
chamber,  the  body  will  gradually  begin  to  be  visible  by 
emitting  a dull,  red  light.  This  luminous  quality  gra- 
dually increases  as  the  body  absorbs  heat,  and  at  length 
it  emits  sufficient  light  to  render  the  surrounding  objects 
visible,  and  the  colour  of  the  light  changes  from  an 
obscure  dusky  red  gradually  to  the  colour  of  bright 
red.  The  body  is  then  said,  in  common  language,  to 
be  red  hot.  If  the  communication  of  heat  be  still  con- 
tinued, the  colour  of  the  light  will  change  to  an  orange, 
and  subsequently  will  become  yellow.  If  the  appli- 
cation of  heat  be  still  further  continued,  it  will,  at 
length,  emit  a clear  white  light,  the  colour  of  sun- 
light ; the  body  is  then  said  to  be  white  hot. 
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'I'lie  state  in  which  a heated  body,  naturally  in- 
capable of  emitting  light,  becomes  luminous,  is  called  a 
state  of  incandenvence.  'I'he  term  ignition  is  sometimes 
apjilied  to  this  state,  but  the  former  term  is  preferable; 
since  ignition  is  sometimes  used  to  express  the  com- 
mencement of  inflammation  or  combustion,  which  is  a 
process  of  a totally  different  nature. 

The  temperature  at  which  a body  becomes  incan. 
descent  is  extremely  difficult  to  be  ascertained  with 
exactness,  being  beyond  the  reach  of  the  mercurial 
tlierniometer.  The  uncertainty  of  the  indications  of 
pyrometers,  and  other  means  by  which  fierce  temper- 
atures are  measured,  has  been  before  noticed.  'I’here 
are,  however,  some  circumstances  which  reiuler  it  pro- 
bable that  bodies,  in  general,  which  have  been  remlered 
incandescent  by  increase  of  temperature,  have  attained 
that  state  at  nearly  the  same  temperature.  Mr.  ^\'edg- 
wood  placed  some  gilding  on  a piece  of  porcelain,  and 
exposed  both  to  the  heat  of  an  intense  furnace,  until 
the  porcelain  became  red  hot  ; no  difference  could  be 
observed  in  the  time  of  the  porcelain  and  the  gilding 
upon  it  becoming  luminous,  yet  these  substances  arc  of 
so  very  different  a nature,  that  it  might  be  expected 
that  a difference  in  their  incandescence  would  be 
observable. 

The  point  of  fusion  seems  to  have  no  relation  what- 
ever to  the  point  of  incandescence.  Some  bodies,  as 
iron,  attain  a state  of  incandescence  while  yet  solid. 
Others  attain  a clear  white  heat,  without  fusing. 
Others  again,  such  as  silver  and  lead,  fuse  before  they 
become  luminous.  If  the  boiling  point  of  a body  be 
below  its  point  of  incandescence,  it  cannot  attain  the 
latter  state  unless  its  vaporisation  be  resisted  by  pres- 
sure. It  is  supposed  that  Hijuids,  submitted  to  a pres- 
sure which  will  resist  their  vaporisation  are  capable 
of  attaining  a state  of  incandescence.  Thus,  in  some 
experiments  of  Perkins,  water  is  saiil  to  have  been 
rendered  red  hot  without  being  permitted  to  expand 
into  vapour. 
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'I'lie  determination  of  the  temperature  at  which 
Iwilies  become  incandescent  lias  occupied  the  attention 
of  several  distinguished  philosophers.  Newton  fixed  it 
at  the  temperature  of  635^ ; hut  there  is  no  doubt  that 
this  is  considerably  below  the  true  temperature.  New- 
ton possessed  very  imperfect  means  of  determining  the 
temperature,  and  measured  it  by  observing  the  rate  at 
which  red-hot  iron  cooled,  calculating  the  heat  lost  by 
the  time  of  cooling.  Mercury  boils  at  the  temper- 
ature of  6’()2°,  and  yet  it  is  certain  that  it  emits  no 
sensible  light,  since  it  is  perfectly  invisible  in  a dark 
room.  Mr.  Daniel,  from  experiments  made  witli  his 
pyrometer,  fixed  the  temperature  of  incandescence  at 
()S0°  ; but  this,  again,  is  proved  to  be  higher  than  the 
true  temperature  of  incandescence,  since  antimony,  at 
its  fusing  point,  is  visible  in  the  dark,  and  yet  this 
metal  melts  at  810®.  Sir  IJumphry  Davy  fixed  the 
temperature  of  incandescence  at  812°. 

'I’he  uncertainty  attending  the  temperature  at  which 
incandescence  commences  cannot  be  surjirising,  when 
we  consider  that,  besides  the  difficulty  of  accurately  mea- 
suring high  temperatures,  there  are  no  other  means  of 
determining  the  fact  of  incipient  incandescence  than 
the  evidence  of  the  sight.  Now,  there  are  many  reasons 
for  concluding  that  sight  is  a very  imperfect  measure  of 
illumination.  Objects  illuminated  in  different  degrees, 
exhibited  to  the  same  individual,  will  give  him  very 
imperfect  notions  of  their  actual  comparative  brightness. 
Let  two  pieces  of  white  paper  be  differently  illuminated 
by  common  candles : let  one  be  ex])osed  to  the  light  of 
a single  candle,  and  the  other  to  the  light  of  ten  candles, 
and  let  them  be  viewed  by  any  number  of  individuals, 
it  will  be  found  that  no  two  will  agree  in  their  estimates 
of  the  relative  degree  of  illumination.*  If,  then,  the 
eye  be  so  imperfect  a judge  of  the  degree  of  illumination, 
it  is  extremely  probable  tliat  when  the  illumination  1k'- 
comes  so  faint  as  to  be  barely  perceptible,  it  will  begin 
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to  be  perceived  by  different  persons  when  it  arrives  at 
different  degrees  of  intensity.  It  is  extremely  probable, 
if  not  certain,  that  the  same  object  placed  in  a dark 
room  will  lie  pronounced  to  1m*  luminous  by  one  person 
and  not  so  by  another ; and  it  is  absolutely  certain  that 
an  object  may  lx?  luminous  to  the  eyes  of  certain  animals, 
when  it  is  perfectly  invisible  to  the  human  eye.  Sight, 
therefore,  is  by  no  means  a certain  test  of  the  presence  of 
light;  ami,  consequently,  is  an  extremely  inadequate 
means  of  determining  the  commencement  of  incande- 
scence. If,  however,  incandescence  lx*  defined  to  be,  the 
commencement  of  that  state  in  which,  whether  light  be 
actually  emitted  or  not,  sufficient  light  is  emitted  sen- 
sibly to  affect  the  human  eye  ; then  the  temperature  of 
incipient  incandescence  must  lx*  taken  as  the  average  or 
mean  of  the  results  given  by  different  observers.  In 
this  sense  we  shall  not,  ]x?rhaps,  lx*  very  wide  of  the 
truth,  if  it  be  fixed  at  a temperature  of  lx*tween  700° 
and  800°.  To  attempt  to  fix  the  temperature  more 
accurately  would  lx?  inconsistent  with  the  n*sults  of  ex- 
perience, and  the  imperfect  nature  of  our  means  of 
estimating  them. 

Analogy  would  lead  us  to  conclude  that  all  bodies  in 
the  solid  and  liquid  state  are  susceptible  of  incamlescence. 
Since  analogy,  likewise,  countenances  the  supposition 
that  all  bodies  are  susceptible  of  existing  in  these  states, 
it  is  likewise  probable  that  all  bodies  ■whatever  are  sus- 
ceptible of  incandescence.  Practically,  however,  the 
attainment  of  the  state  of  incandescence  is  rendered 
impossible,  in  a vast  numlxr  of  bodies,  from  various 
causes.  In  some  cases,  long  lx*fore  the  requisite  in- 
crea.se  of  temjierature  can  be  attained,  the  forces  which 
hold  the  constituent  parts  of  botlies  together  are  de- 
stroyed by  the  antagonist  forces  introduced  by  the  heat 
itself ; so  that  the  body  is  decomposed,  or  resolved  into 
its  constituent  parts.  In  other  cases,  combustion  takes 
place;  by  which  the  body  to  which  heat  is  communi- 
cated, or  some  parts  of  it,  combine  with  other  elements, 
and  form  new  compounds,  as  will  appear  hereafter. 

z 4 
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These  circumstances  destroy  the  identity  of  the  body, 
and  cause  a total  change  in  its  nature  and  constitution, 
long  Ix'fore  incandescence  can  l)e  looked  for. 

It  is  generally  held  that  air  and  the  gases  form  an 
exception  to  this  general  eftect.  No  heat  ever  yet 
attained  has  rendered  a body  in  the  gaseous  form  red 
hot ; and  yet  such  bodies  have  been  certainly  raised  to 
a temperature  sufficient  to  render  solids  luminous.  If, 
therefore,  they  be  susceptible  of  incandescence,  their 
])oint  of  incandescence  must  he  far  above  the  point  of 
incandescence  of  bodies  in  the  solid  or  li(|uid  form. 
Mr.  ^\'edgwood  constructed  a spiral  tube  of  porcelain, 
which  was  carried  through  a crucible  surrounded  with 
sand.  'J'o  one  end  of  it  was  attached  a j)air  of  bellows, 
and  the  air  thus  driven  through  it  was  received  from 
the  other  extremity  into  a globular  vessel,  furnished 
with  a valve,  by  which  air  was  allowed  to  escape,  but 
none  to  enter.  In  the  side  of  this  globular  vessel  was 
an  opening,  in  which  was  inserted  a j)iece  of  glass, 
through  which  the  interior  could  be  viewed.  The  sand 
in  the  crucible  being  then  rendered  red  hot,  air  was 
blown  through  the  earthen  tube,  and  made  to  pass  into 
the  glass  vessel  at  the  other  end  of  the  tube.  A\’hen 
viewed  through  the  glass  in  the  side  of  the  glass  vessel, 
it  was  observed  not  to  be  luminous;  but  a piece  of  gold 
wire,  introduced  into  that  ]>art  of  the  vessel  near  the 
mouth  of  the  spiral  tube,  was  immediately  rendered  red 
hot  by  the  blast  of  hot  air  which  issued  from  it.  The 
air,  therefore,  had  a temperature  at  least  equal  to  the 
temperature  of  the  incandescence  of  gold. 

Such  experiments  render  it  manifest  that  gases  are 
incapable  of  attaining  incandescence  at  the  same  tem- 
j)erature  as  that  at  which  .solids  become  luminous;  but 
it  aj)pears  to  me  that  we  cannot  hence  infer  that  the 
matter  of  the  gas  is  not  susceptible  of  incandescence 
even  at  the  temperature  at  which  other  bodies  pass  into 
that  state;  for,  if  a gas  were  liquefied,  and  confined  by 
pressure  so  as  to  prevent  it  from  dilating  again  into  the 
form  of  gas,  it  is  probable  that  in  that  state  a quantity 
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of  heat  would  render  it  incandescent  which  would  be 
altogether  incapable  of  producing  the  same  effect  on  it 
in  tlie  form  of  gas. 

Estahlished  facts,  and  analogy  founded  on  them, 
therefore,  lead  to  the  conclusion,  that,  if  a sufficient 
quantity  of  heat  be  supplied  to  any  body,  that  body 
will  at' length  liecome  luminous;  and,  therefore,  that 
light  is  invariably  a consequence  of  heat,  when  that 
heat  attains  a certain  degree  of  intensity;  the  quantity 
of  heat  necessary  for  the  production  of  light,  differing 
according  to  the  nature  of  the  body  which  contains  that 
Jieat,  those  having  a less  specific  heat  requiring  a less 
supply  of  heat  to  render  them  luminous. 

Let  us  now  enquire  how  far  the  presence  of  heat  is  a 
necessary  consequence  of  the  presence  of  light. 

In  Chapter  XII.  of  tliis  volume  it  was  shown 
that  the  least  refrangible  rays  of  solar  light  were  tliose 
which  possessed  the  quality  of  hea*  in  the  highest  de- 
gree ; the  most  refrangible  luminous  rays,  though  still 
indicating  the  presence  of  the  calorific  principle,  ex- 
hibited that  in  a very  slight  degree ; while  the  invisible 
chemical  rays,  still  more  refrangible  than  these,  pro- 
duced no  sensible  effect  on  the  thermometer.  M e are, 
therefore,  led  to  infer,  that,  in  solar  light,  the  heating 
qualities  of  the  rays  increase  as  their  refrangibility 
tliminishes. 

M'hen  light  falls  on  an  opaque  body,  it  is  either 
wholly  or  jiartially  absorlied.  If  it  lie  partially  absorlx'tl, 
that  portion  which  is  not  absorlied  is  reflectetl,  or  driven 
liack,  into  the  space  from  which  the  light  came.  Now, 
it  is  clear  that,  so  far  as  light  is  the  means  of  commu- 
nicating heat  to  an  opaque  body  under  these  circum- 
stances, this  heat  must  pfoceeil  altogether  from  the  light 
which  is  absorbed. 

It  has  been  explained,  in  Chapter  XII.,  that  the  solar 
light  is  composed  of  lights  of  several  different  colours. 
M hen  this  light  falls  on  an  opaque  body,  it  happens 
that  lights  of  certain  colours  are  absorbed  by  the  sur- 
face of  the  body,  and  the  remainder  of  the  solar  light 
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is  reflected.  On  tliis  fact  depends  all  the  phenomena 
of  the  colours  of  natural  bodies.  ^V'hen  a body  appears 
to  be  of  a red  colour,  it  reflects  from  its  surface  that 
portion  of  the  sun’s  light  which  is  red,  and  it  absorbs  all 
the  other  colours.  Again,  if  a body  appears  green,  it 
absorbs  all  the  sun's  light  which  strikes  upon  it,  except 
the  green  light,  and  that  alone  is  reflected,  and  so  on  ; 
similar  reasoning  being  applied  to  all  other  shades  of 
colour.  If  a body  apjiears  perfectly  black,  it  absorbs  all 
the  sun’s  light,  and  reflects  none.  If  it  be  perfectly 
white,  it  reflects  all  the  sun  s light,  and  absorbs  none : 
but  perfect  colours,  whether  black  or  white,  or  of  what- 
ever other  tint  they  may  be,  do  not  exist  in  nature.  No 
body  exhibits  an  absolute  black  or  an  absolute  white, 
however  near  these  limits  they  may  approach. 

’I'liese  principles,  which  may  be  found  much  more 
fully  explained  in  our  treatise  on  Optics*,  when  com- 
bined with  what  has  been  already  proved  in  ChapterXll. 
respecting  the  different  calorific  jiowers  of  the  rays  of 
solar  light,  will  render  the  following  observations  easily 
understood. 

If  an  opaque  body,  of  any  colour,  be  exposed  to  the 
direct  rays  of  the  sun,  it  will  be  observed  to  rise  in  its 
temjierature,  or  become  warm.  If  it  be  of  a black 
colour,  it  will  exhibit  a rapid  and  considerable  increase 
of  temperature.  Next  to  black,  a body  of  a blue  colour 
will  absorb  most  heat.  Next  follow  green,  yellow,  and 
red,  and  white  least  of  all. 

'J'hat  black  should  absorb  most  heat,  and  white  least, 
follows  immediately  from  the  fact  that  a body  of  a black 
colour  absorbs  nearly  all  the  solar  rays,  and  with  them 
their  heat ; while  a body  of  a white  colour  reflects  nearly 
all  the  rays,  and  with  them  reflects  their  heat.  Of  all 
the  constituent  parts  of  solar  light,  that  which  possesses 
the  least  heating  power  is  the  blue  light.  A body,  there- 
fore, which  reflects  this  only,  must  absorb  all  the  most 
])owcrful  heating  rays;  and  hence  we  see  why  an  opaque- 
object  of  a blue  colour  receives  the  most  heat,  next  to 
* See  Oi-iics,  Cab.  Cjc.  cliap.  xxxiv. 
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black.  The  green  light  has  a certain  lieating  power,  less 
than  the  red  or  yellow,  but  more  than  the  blue.  A body, 
therefore,  which  reflects  the  green  light,  absorbing  the 
others,  reflects  more  heat  than  a blue  or  black  object ; 
but  less  than  objects  of  those  colours  which  occupy  the 
lower  part  of  the  prismatic  spectrum.  Such  a body, 
therefore,  receives  less  heat  from  the  solar  light  than* 
those  of  a darker  shade,  and  more  than  those  of  a lighter. 
'I'he  application  of  the  same  reasoning  will  explain  why 
bodies  of  a yellow  or  red  colour  absorb  still  less  heat. 

If  several  pieces  of  cloth, of  the  same  size  and  ipiality, 
but  of  different  colours,  black,  blue,  green,  yello>v,  and 
white,  be  thrown  on  the  surface  of  snow  in  clear  ilay- 
light,  but  especially  in  sunshine,  it  will  lx*  found  that  the 
black  cloth  will  quickly  melt  the  snow  lx*neath  it,  and 
sink  downwards.  'I’he  blue  will  do  the  same,  but  less 
rapidly;  the  green  still  less  so;  the  yellow  slightly;  and 
the  wliite  not  at  all.  'J’hese  effects  illustrate  the  prin- 
ciples just  explained. 

M e see,  also,  that  the  warmth  or  coolness  of  clothing 
depends  as  well  on  its  colour  as  its  quality.  A white 
dress,  or  one  of  a light  colour,  will  always  lx*  cooler 
than  one  of  the  same  quality  of  a dark  colour,  and  espe- 
cially so  in  clear  weather,  when  there  is  much  sunshine. 
A white  or  light  colour  reflects  heat  copiously,  and 
absorbs  little  ; while  a black  and  dark  colour  absorbs 
copiously,  and  reflects  little.  From  this  we  see  that 
experience  has  supplieil  the  place  of  science  in  directing 
the  choice  of  clothing.  'I'he  use  of  light  colours  always 
Jirevails  in  summer,  and  that  of  dark  colours  in  winter. 

( >f  transparent  objects,  some,  such  as  air  and  the  gases, 
are  almost  jierfectly  so,  transmitting  nearly  all  the  light 
to  which  they  are  exposed.  Such  bodies  arc,  conse- 
quently, invisible,  since  the  light  which  passes  through 
them,  and  which  alone  can  affect  the  sight,  suffers  no 
effect  different  from  that  which  it  would  undergo  if 
they  were  not  present,  and  if  the  space  through  which  it 
passed  were  an  absolute  vacuum.  Such  boilics,  since 
they  arrest  no  portion  of  the  light  in  its  progress,  receive 
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no  heat  from  it.  The  same  is  true  of  some  liquids,  as 
pure  water,  and  of  some  solids,  though  in  a less  degree, 
as  plate  glass.  'I’he  rays  of  solar  light  passing  through 
a pane  of  jilate  glass,  produce  little  effect  on  its 
temperature  ; but  some  little  effect  is  produced,  since  no 
glass,  however  pure,  is  perfectly  transparent : hut  even 
were  it  admitted  that  glass  and  other  transparent  bodies 
were  absolutely  transparent  to  all  the  luminous  rays  of 
solar  light,  it  might  happen  that  they  would  absorb 
those  invisible  calorific  rays  which  were  proved  to  exist 
in  it,  and  to  be  less  refrangible  than  any  luminous  rays. 
However,  in  general,  so  far  as  the  transmission  of  sun- 
light is  concerned,  bodies  which  are  absolutely  trans- 
parent, or  nearly  so,  are  found  to  arrest  an  extremely 
small  portion  of  the  calorific  principle  of  the  sun’s  light. 
'I'his  effect,  therefore,  is  generally  consistent  with  the 
supposition  that  the  calorific  principle  is  a quality  of  the 
solar  rays. 

Hut  numerous  bodies  are  imperfectly  transparent,  or 
transparent  only  to  lights  of  a particular  colour  ; and  in 
this  respect  transparent  objects  bear  an  analogy  to  opaque 
ones.  The  colour  of  a transparent  object,  ivlien  we  look 
tlirough  it,  depends  on  the  colour  of  the  light  which  it 
transmits.  Thus,  stained  glass  exhibits  various  colours 
according  to  its  quality  when  viewed  from  the  interior  of 
a window  in  which  it  is  set.  A ])iece  of  blue  glass  ad- 
mits a blue  light  to  passthrough  it;  but  intercepts  other 
colours,  lied  glass,  in  like  manner,  allows  a red  light 
to  penetrate  it ; but  stops  the  passage  of  lights  of  other 
colours.  The  lights  which  are  intercepted  by  partially 
transparent  objects  are  partly  absorbe<l  by  them,  and 
partly  reflected.  The  portion  which  is  reflected,  is  of 
that  colour  which  the  object  appears  when  viewed,  no 
source  of  light  being  behind  it,  and  the  remainder  is 
absorbed.  Let  us  suppose  that  the  light  which  pene- 
trates a piece  of  stained  glass  were  mixed  with  the  light 
which  is  reflected,  the  mixture  would  not  give  the  com- 
plete solar  light  which  strikes  upon  it ; the  part  which 
it  absorbs  would  still  be  wanting  : if  that  were  added. 
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the  mixture  of  the  three  would  form  white  solar  light. 

Hence  we  see  the  reason  why  a window  of  stained  glass 
exhibits  one  set  of  colours  when  viewetl  from  the  interior, 
and  a different  set  of  colours  when  viewed  from  the  ex- 
terior. 4\'hen  viewed  from  the  interior,  the  colour 

0 

which  it  tranmnits  is  seen ; when  viewed  from  the  ex- 
terior, only  the  colour  which  it  reflectx  is  observed. 

To  determine  the  effects  of  the  sun’s  light  in  heating 
a transparent  object,  it  is  necessary,  first,  to  ascertain  , 

the  colour  of  the  light  transijiitted  through  it;  and,  next,  t 

the  colour  of  the  light  reflectetl  by  it.  'I'liese  two  ^ 

colours  being  subtracted  from  the  combination  of  colour  | 

exhibited  in  the  prismatic  spectrum,  the  remainder  will 
be  the  colour  of  the  light  absorbed.  The  heating  power 
of  this  light  may,  therefore,  be  ascertained  from  the  jj 

experiments  explained  in  Chapter  XI 1.;  and  by  i| 

this  means  the  relative  effects  of  the  heat  of  the  sun’s  1 

rays  on  different  coloured  semitransparent  bodies  may  [ 

be  found.  ‘ 

partially  transparent  object,  therefore,  will  always 
absorb  most  heat  when  the  colours  which  it  transmits  j' 

and  reflects  are  those  which  occupy  the  upper  portion 
of  the  prismatic  spectrum  ; for,  in  that  case,  the  lights  ! 

which  it  absorbs  are  those  which  occupy  tlie  lower  j)oi- 
tion  of  the  spectrum,  and  are  the  most  powerful  in  their  i 

calorific  effects. 

Hence  we  see  the  reason  why  the  coloured  glasses 
used  bv  sir  M’illiain  Herschel  to  initierate  the  sun  s 

• O 

light  in  his  telescopes  were  so  frequently  cracked  by  the 
heat  they  absorbed.  The  splendour  of  the  light  in  a 
large  telescope  rendered  it  necessary  to  use  glas.'es  of  a 
very  dark  colour,  and,  consequently,  such  as  absotlied 
the  most  calorific  colours. 

The  calorific  power  of  the  sun’s  rays  may  be  exhi- 
bited in  a very  conspicuous  manner,  by  concentrating  a 
large  number  of  them  into  a small  space  by  means  of  a 
buniitiy-glantf.  Such  an  instrument  is  usually  formed  " 

cither  of  a large  concave  reflector,  by  which  the  ray.s, 
falling  on  an  extensive  surface,  are  reflected  in  lines 


1 


350  A TREATISE  ON  HEAT,  CHAP.  XIV.  V 

which  all  tend  towards  one  point,  or  by  a large  convex  ;1 
lens  of  glass,  which,  when  the  rays  pass  through  it,  f 

liend  them,  or  refract  them,  in  directions  converging  all  I* 

to  the  same  point.  In  either  case,  the  effect  of  the  rays 
is  increased  in  the  proportion  which  the  magnitude  of  j 


the  ])oint  into  wliich  they  are  collected  hears  to  the  v 
magnitude  of  the  reflector  or  the  lens.  From  experi-  t 

ments  performed  in  this  way  by  count  llumford,  it  i 

appears,  however,  that  no  change  in  the  heating  jiower  ^ 


of  individual  rays  is  produced  by  this  means  ; and  tliat  r 

the  increased  energy  of  their  calorific  action  arises  V 

altogether  from  a great  numlier  of  them  being  concen- 
trated in  a small  space. 

The  heating  power  of  the  sun’s  rays,  when  collected 
by  a burning-glass,  far  exceeds  the  heat  of  a powerful 
furnace.  A piece  of  gold  placed  in  the  focus  of  such  a 
glass,  has  not  only  been  melted,  but  has  been  actually 
converted  into  vapour,  by  Lavoisier.  This  fact  was 
proved  by  a piece  of  silver  placed  at  some  height  above 
the  gold,  having  been  gilded  by  the  condensation  of  the 
vapour  of  the  gold  on  its  surface. 

Artificial  lights  are  generally  accompanied  by  heat  in 
various  degrees ; and,  generally,  the  more  intensely 
brilliant  the  light,  the  more  powerful  will  be  the  ca- 
lorific effects.  It  would  appear,  however,  from  some 
remarkable  differences  which  arc  observed  in  the  trans-  < 

mission  of  artificial  light  through  transparent  bodies,  ‘ 

that  the  invisible  calorific  rays  exist  in  such  light  in  a 
much  greater  proportion  than  in  solar  light.  If  a screen 
of  plate  glass  be  placed  before  a coal  fire,  although 
scarcely  any  light  will  be  intercepted,  nearly  all  the 
heat  will  be  immediately  stopped.  This  has  been  ge- 
nerally adduced  as  a proof  that  light  and  heat  are  dis- 
tinct principles ; since  the  glass,  in  this  case,  is  said  to 
separate  them.  The  effect,  however,  admits  of  explan- 
ation with  equal  facility,  on  the  supposition  that  heat 
is  a quality  of  light,  and  that  the  luminous  property 
may  have  so  weak  a force  in  some  rays,  as  to  be  in- 
capable of  affecting  the  sight.  The  light  from  the  fire. 
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in  the  case  just  mentioned,  is  generally  of  a red  colour, 
like  that  of  the  rays  at  the  lowest  point  of  the  luminous 
spectrum  : it  is  probable,  therefore,  that  it  may  contain 
also  the  more  calorific  invisible  rays,  which  are,  in  that 
neighbourhood,  in  the  spectrum.  If  this  be  admitted, 
the  light  emitted  by  a fire  will  consist  of  a much  larger 
proportion  of  the  invisible  calorific  rays  than  is  found 
in  sunlight.  The  proportion,  therefore,  which  the 
visible  rays  transmitted  by  the  glass  boars  to  the  in- 
visible rays  which  may  not  be  transmitted,  will  be  much 
less  than  in  sunlight;  and,  consequently,  the  rays 
transmitteil  by  the  glass  will  possess  comparatively  a 
much  less  heating  power. 

One  of  the  most  remarkable  exceptions  to  the  general 
fact,  that  the  presence  of  light  necessarily  infers  the 
presence  of  heat,  is  the  fact,  that  moonlight,  in  whatever 
degree  it  can  be-  concentrated  by  the  most  powerful 
burning-glasses,  has  never  yet  been  found  to  affect  the 
most  sensible  thermometer.  De  la  Hire  collected  the 
rays  of  the  full  moon,  when  on  the  meridian,  by  a 
burning-glass  of  about  three  feet  in  diameter,  in  the 
focus  of  which  he  jdaced  a delicate  air  thermometer. 
The  density  of  the  lunar  rays  was  in  this  case  increased 
in  the  proportion  of  about  300  to  1 , and  yet  not  the 
slightest  effect  was  produced.  This  anom  ’ ' 


ca.sily  accounted  for.  .Vdmitting  that  th  , 

no  part  of  the  invisible  calorific  rays  of  the  solar  light, 
it  will  follow,  that  the  heating  power  of  moonlight 
cannot  be  in  a greater  jiroportion  to  that  of  sunlight 
than  the  relative  brilliancy  of  the  two  lights.  Now,  to 
determine  the  comparative  sjilendour  of  moonlight  and 
sunlight,  let  the  moon,  when  seen  in  the  firmament 
during  the  day,  be  compared  with  a white  cloud  near 
it : its  brightness,  and  that  of  the  cloud,  will  appear 
very  nearly  the  same.  Assuming  that  they  are  exactly 
the  same,  it  will  follow,  that  in  tlie  day,  when  the  whole 
firmament  is  covered  with  white  Heecy  clouds,  the 
brilliancy  of  the  light  would  be  the  same  as  if  the  whole 
firmament  were  covered  with  an  illuminated  surface 
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aimiltii  lu  tl\ut  ut'  tilt-  muon.  'I'lu-  light,  theivturt-,  uf 
a t'luiuly  (lay  ut  this  kiiul,  will  Ih-  as  imiih  muri-  hrilliaiil 
than  tht-  light  ut  thu  uiuuii,  as  thu  luagiiituilt-  ut  thf 
w huh-  tiniiaim-iit  is  givutur  than  that  |iuitiuu  ut'  it  uo. 
nipii'il  hy  the  t'ull  uiuuii.  This  |iru|iurtiuu  is  lu-arly 
that  ut' .'t()(l,()Otl  tu  I ; aiul  heiu-t-  the  light  ut' a elumly 
(lay  is  ^SlUljtlOtl  times  hiightei  than  muun-light:  euuse> 
(|uently,  the  intensity  ut'  the  niuun’s  lays  is  eeitainly 
nut  greater  than  piirt  ut'  the  intensity  ut' sun- 

light. In  the  e\|ieriinent  ut  Ih-  la  Mire,  just  explained, 
where  the  niuun’s  rays  were  euneentrated  in  the  |iru- 
purtiun  ut' ,'ttHI  tu  I,  the  etl'eet  (d  the  euneentrated  light 
in  the  t'uens  ut'  a hnrning  glass  wunhl  nut  aniunnt  tu 
mure  than  the  ItlOtlth  part  id  the  etli-et  ut'  the  direet 
Hni'iUH't'ntt'ntt'ii  light  id  the  snn.  Nuw  it  was  tumid 
that,  under  t'avuiirahle  eireiiiiislaiiees,  the  sun-light, 
aeting  un  the  hidh  id'  a therniunieter,  eaiised  it  tu  list- 
ahuiit  : it  t'ulluw  s,  theret'ure,  that  the  etlhet  id'  the 

euneentrated  light  id'  the  niuun,  in  the  exia-i inient  just 
uieiitfcmed,  euiild  nut  exeeed  the  tit'th  part  ut  a degree  ; 
but  even  this  is  greater  than  its  true  eti'eets,  U-iaiise  tin 
light  id'  the  uiuuii  has  iK-eii  here  eunipared  with  the 
light  id'  a elumly  day,  w hieh  is  le.ss  intense  than  the 
direet  rays  ut'  the  sun.  I'runi  this  and  uther  reasuns  it 
is  pruhaiile,  that  admitting  the  niuun’s  rays  tu  [lussess 
the  ealuritie  puwer,  they  euuhl  nut,  in  the  expeiimeiit 
id'  Me  la  llii-e,  atfeet  the  therniunieter  tu  an  extent  even 
of  the  twentieth  id'  a degree. 

There  are  eertain  hudies  whieh,  at  a euniparatively 
low  tennierature,  possess  the  property  id' emitting  light, 
presenting  an  appearaiiee  of  a lamlK-nt  thinie,  the  eulunr 
being  ilitH-reiit  in  ditlereiit  lanlies,  and  apparently  de- 
pending on  the  euK'ur  id  the  hudy  itselt  ; this  prueess 
is  called  /lAo.v/i/iui'r.vceme.  The  minerals  which  pussess 
this  property  in  the  highest  degree  are  tliiur  spar  and 
phosphate  of  lime.  Some  hudies  exhihit  this  etli-ct  at 
the  cuiiiiiieucemetit  of  spuntaneuus  cumhiistiuii.  t'crtain 
kinds  of  meat  and  tish,  when  putrefaction  begins,  are 
himinuus  in  the  dark.  If  four  drachms  of  the  substance 
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of  whiting,  herring,  or  mackerel,  be  put  into  a phial 
containing  two  ounces  of  sea  water,  or  of  pure  water 
holding  in  solution  half  a drachm  of  common  salt,  the 
jihial,  when  exposed  in  a dark  place,  after  the  lapse  of 
three  days  exhibits  a luminous  ring  on  the  surface  of 
the  liquid.  The  whole  liquid,  when  agitated,  liecomes 
luminous,  and  continues  so  for  some  time.  M'hen  these 
liquids  are  frozen,  the  phosphorescence  disappears,  hut 
it  re-appears  when  they  arc  again  thawed.  A moderate 
increase  of  temperature  causes  an  increase  in  the  lu- 
minous apjiearance,  but  a boiling  heat  extinguishes  it. 
The  light  thus  produced  has  no  sensible  effect  on  the 
thennometer.* 

* T*homson  on  Heat  p.  28S 
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CHAP.  XV 

COMIIUSTION. 

In  the  preceding  chapters,  many  examples  have  been 
presented,  in  wliich  the  chemical  combination  of  two 
bodies  was  accompanied  by  a change  of  temjierature. 

hen  sulphuric  acid  and  pure  water  are  mixed  together 
at  the  same  temperature  of  ()0°,  the  mixture  will  sud- 
denly rise  to  the  temperature  of  boiling  water.  In  like 
manner,  when  snow  at  the  temperature  of  32°  is  mixed 
with  common  salt  at  the  same  temperature,  the  compound 
resulting  will  fall  many  degrees  below  the  common  tem- 
perature of  the  constituents.  It  may  be  taken,  there- 
fore, as  a general  principle,  that  chemical  combination 
is  one  of  the  numerous  causes  by  which  heat  may  be 
developed  or  absorbed.  Every  part  of  chemical  science 
abounds  in  facts  illustrative  of  this  principle. 

AV'e  have  seen  that  an  extreme  increase  of  temperature 
is  attended  by  the  presence  of  light.  Now,  if  these 
two  general  laws  be  placed  in  juxtaposition,  it  may 
be  expected,  that  if  chemical  combinations  can  be  dis- 
covered in  which  extreme  quantities  of  heat  may  be 
developed,  the  product  may  attain  that  temperature  at 
which  it  will  be  luminous. 

Such  are  the  principles  which  form  the  foundation 
of  the  ordinary  process  of  combustion  or  burning.  When 
fire  is  produced,  such  a combination  always  takes  place 
between  the  particles  of  two  bodies,  as  produces  a 
development  of  heat  so  extreme  as  to  produce  light. 
If  the  body  emitting  light  in  this  case  have  the  solid 
form,  the  effect  is  called  fire  ; but  if  it  be  vapour,  it  is 
called  fiame. 

It'  so  happens,  that  among  the  infinite  variety  of 
natural  substances  by  the  combination  of  which  this 
remarkable  phenomenon  is  produced,  one  of  the  two 
combining  bodies  is,  almost  in  every  case,  the  substance 
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called  in  chemistry  oxygen  gas ; and  that  in  the  few 
cases  where  oxygen  is  not  present  there  is  a very  limited 
number  of  other  substances,  one  or  the  other  of  which 
must  he  one  of  the  combining  substances. 

Among  these  other  substances,  the  princip.al  are 
three  bodies,  called  in  chemistry  chlorine,  bromine,  ami 
iodine. 

Some  one  of  these  four  bodies — oxygen,  chlorine,  bro- 
mine, and  iodine — being,  almost  in  every  case,  one  of 
the  two  bodies  by  the  combination  of  which  combustion 
is  produced,  and  the  other  bodies  with  which  they 
severally  combine  being  f.ir  more  numerous,  the  four 
just  mentioned  are  distinpruished  relatively  to  the  phe- 
nomena of  combustion,  by  the  name  eupjtorters  of  com - 
bnxtion  ; while  the  other  body  forming  the  combination 
with  them,  whatever  it  may  lie,  is  called  « combu.sfible. 
'J’hese  terms,  however,  must  be  carefully  understood  as 
not  expressing  any  distinct  or  different  mode  of  action 
which  the  two  combining  bodies  exert  in  the  process  of 
their  combination.  Supporters  of  combustion  and  com- 
bustibles, as  far  as  has  been  <liscovered,  have  no  other 
difference  than  this,  — that  the  former  are  very  limited 
in  numlx’r,  and  the  latter  very  numerous. 

Exclusive  of  the  four  supjiorters  of  combustion,  every 
sim])le  substance  known  in  chetnistry  are  combustibles, 
except  azote  or  nitrogm  yas.  'I’he  meaning  of  this  is, 
that  all  simple  substances  are  capable  of  entering  into 
combination  with  one  or  other  of  the  four  bodies  called 
oxygen,  chlorine,  bromine,  or  iodine,  in  such  a manner 
as  to  be  attended  with  a sudden  evolution  of  light  and 
heat. 

After  the  discovery  of  the  true  nature  of  the  process 
of  combustion,  it  was  long  supposed  that  the  only  sup- 
porter of  combustion  was  oxygen,  and  the  j)henomenon 
of  combustion  was  consequently  defined  to  be  the  rapid 
combination  of  oxygen  with  some  other  substance. 
'I'his  is,  indeed,  the  nature  of  the  phenomenon  in  all 
ordinary  cases  of  combustion  ; and  it  is  only  in  few 
instances,  developed  by  the  researches  of  modern  che- 
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mists  that  chlorine  and  the  other  supporters  play  a 
part. 

'I'lie  tendency  which  a body  heated  considerably  above 
the  temperature  of  the  surrounding  medium  has  to  dis- 
miss its  heat,  whether  by  contact  or  radiation,  renders 
it  necessary  that  the  combination  which  produces  com- 
bustion should  be  so  rapid  as  to  be  almost  instant- 
aneous ; for  if  the  heat  developed  were  produced 
progressively,  it  would  be  progressively  dissipated,  and 
could  never  accumulate  so  as  to  produce  that  in- 
creased temperature  which  is  necessary  for  tlie  evolu- 
tion of  light. 

In  all  ordinary  cases  of  combustion,  one  of  the  com- 
bining bodies  is  the  oxygen,  which  forms  a component 
part  of  atmospheric  air  ; and  one  of  the  circumstances 
which  most  favour  combustion  is  the  fact  that  the  con- 
stituent elements  of  atmospheric  air  are  mixed  together, 
cither  mechanically,  or,  if  they  be  chemically  combined, 
their  afiinity  is  of  the  weakest  imaginable  kind.  Thus, 
the  oxygen  exists  in  the  atmosphere  almost  in  a free 
state,  and  ready  to  combine  with  any  object  which  pre- 
sents to  it  the  slightest  affinity.  The  application  of  heat 
to  any  body,  by  weakening  the  energy  of  the  cohesive 
jirinciple,  leaves  its  particles  more  free  to  obey  other 
affinities ; and,  consequently,  it  is  found  that  bodies 
which  cannot  combine  at  one  temperature  will  fre- 
quently be  capable  of  combining  when  the  temperature 
of  one  or  both  is  raised.  A body,  therefore,  may  exist 
at  a certain  temperature,  when  surrounded  by  the  oxygen 
of  the  atmospheric  air ; but  if  the  temperature  of  that 
body  be  raised,  the  affinity  of  its  molecules  for  those  of 
oxygen  will  at  length  be  enabled  to  take  effect  by  the 
diminution  of  the  force  by  which  its  particles  are  held 
together.  In  conformity  with  this  principle,  we  find, 
that  when  a.  combustible  is  raised  to  a certain  temper- 
ature, its  particles  rapidly  combine  with  those  of  the 
oxygen  contained  in  the  surrounding  air.  In  their  com- 
bination, heat  and  light  are  evolved,  and  fire  is  produced. 
When  phosphorus  is  raised  to  the  temperature  of  148°, 
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it  burns  with  great  splendour.  The  particles  of  the 
phosphorus,  in  this  case,  combine  with  those  of  the 
oxygen  in  the  atmosphere,  and  so  much  heat  is  de- 
veloped by  their  combination  that  the  light  is  evolved. 
The  temperature  necessary  to  each  different  substance,  to 
combine  with  the  oxygen  and  produce  combustion,  is 
very  different.  Hydrogen  gas  requires  a heat  equal  to 
that  of  incandescence  to  cause  it  to  begin  to  burn. 
^^'ood,  coal,  and  other  combustibles,  burn  when  raised 
to  various  temperatures. 

According  to  the  experiments  of  sir  Humphry  Davy, 
the  temperature  necessary  to  enable  the  following  sub- 
stances to  combine  with  oxygen,  vary  in  the  order  in 
which  they  stand  ; the  first  being  that  which  burns  at 
the  lowest  temperature,  and  the  succeeding  ones  at  tem- 
peratures gradually  increasing. 


Phosphorus. 

Phosphuretted  hydrogen  gas. 
Hydrogen  and  chlorine. 
.Sulphur. 

Hydrogen  and  oxygen. 
Olefiant  gas. 


Sulphuretted  hydrogen. 
.Alcohol. 

Wax. 

Carbonic  oxide. 
C'arburetted  hydrogen. 


The  experimental  proofs  by  which  combustion  is 
shown  to  arise  from  the  combination  of  oxygen  with 
other  principles,  consist  of  the  whole  range  of  one  de- 
partment of  chemical  science.  A\'e  may,  however,  offer 
an  experiment  as  an  example  of  this  species  of  demon- 
stration. 

Let  a short  earthenware  tube  be  filled  with  a coil  of 
iron  wire,  the  xveight  of  which  has  been  previously  as- 
certained. Let  one  extremity  of  this  tube  be  connected 
with  a bladder  filled  with  oxygen  gas,  the  weight  of 
which  is  known  ; and  let  the  other  extremity  be  con- 
nected with  a flaccid  bladder,  the  weight  of  which,  in- 
cluding the  air  which  it  contains,  is  also  exactly  known. 
Let  the  porcelain  tube  and  its  contents  be  raised  to  in- 
candescence by  the  application  of  heat,  and  let  the 
oxygen  contained  in  the  bladder  be  then  forced  through 
the  tube  in  contact  with  the  wire.  The  wire  in  this 
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case  ivill  burn,  and  be  rapidly  oxidised,  and  tbe  product 
will  be  the  ojcide  of  iron.  VVlien  this  product  is  weighed, 
it  will  be  found  to  be  heavier  than  the  iron  ; and  when 
the  two  bladders  and  their  contents  are  weighed,  they 
will  he  found  to  be  lighter  than  before,  by  exactly  the 
weight  which  the  iron  has  gained ; the  oxygen,  there- 
fore, which  lias  been  lost  by  air  contained  in  the  bladders, 
has  been  combined  with  the  iron  during  the  process  of 
combustion. 

Flame  is  gas  heated  to  whiteness  by  the  heat  pro- 
duced by  the  combustion  of  volatile  matter.  AHien  a 
candle  burns,  the  tallow  or  wax  of  which  it  is  com- 
posed, is  first  licjuefied,  and  then  drawn  upwards  through 
the  interstices  of  the  wick  by  capillary  attraction.  As 
it  comes  in  contact  with  the  source  of  heat,  it  is  boiled, 
and  converted  into  vapour ; this  vapour  ascends  in  a 
column  by  reason  of  its  lightness,  and  is  now  raised  to 
the  temperature  which  enables  it  to  form  a combination 
with  tlie  oxygen  of  the  surrounding  air.  This  com- 
bination instantly  and  copiously  develops  heat,  which, 
being  communicated  to  the  surrounding  current  of  gas, 
renders  it  luminous,  and  produces  the  white  bright  light 
of  the  flame.  It  will  be  apparent  from  this,  that  the 
light  from  the  flame  can  only  exist  on  its  exterior  sur- 
face, which  is  in  contact  with  air.  The  flame  of  a 
candle  or  lamp  is,  therefore,  so  far  as  regards  heat, 
hollow;  or  rather  it  is  a column  of  gas,  the  exterior  sur- 
face of  which  is  luminous,  while  the  interior  is  non- 
luminous.  As  the  gas  in  the  interior  of  the  flame 
ascends,  it  gets  into  contact  with  a fresh  portion  of  the 
atmosphere,  from  which  it  receives  a supply  of  oxygen, 
by  combination  ivith  which,  heat  is  evolved,  ivliich  pro- 
duces light.  As  the  gas  ascends  from  the  centre  of  the 
flame,  it  comes  successively  into  contact  with  the  air, 
and  in  this  manner  becomes  luminous,  until  at  length' 
the  column  is  reduced  to  a point.  Thus,  the  flame  of 
a candle  or  lamp  gradually  tapers  to  a point,  until  all 
the  gas  produced  from  the  boiling  matter  in  the  wick 
receives  its  due  complement  of  oxygen  from  the  air,  and 
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passes  off.  It  speedily  loses  the  temperature  necessary 
to  render  it  luminous,  and  the  flame  terminates. 

The  light  produced  by  lamps  or  candles  formed  of 
different  substances,  has  different  illuminating  powers, 
according  to  the  quantities  of  light  evolved  by  the  com- 
bination of  the  gas  or  vapour  with  oxygen. 

The  vapour  of  some  substances  is  capable  of  com- 
bining witli  oxygen  at  a temperature  below  that  which 
is  necessary  for  the  production  of  flame.  Sir  Humphry 
Davy  coiled  a piece  of  platinum  wire  round  the  wick  of 
a spirit  lamp,  and,  having  lighted  the  lamp,  and  allowed 
it  to  burn  till  the  wire  became  red-hot,  he  then  ex- 
tinguishetl  it;  the  wire,  however,  with  the  heat  which  it 
had  acquired,  communicated  a sufficient  heat  to  the  va 
pour  raised  from  the  alcohol,  to  enable  it  to  combine 
with  the  oxygen  of  the  surrounding  air : and  a slow 
combustion,  without  flame,  was  thus  produced.  This 
process  of  combustion  might  be  continued  for  any  length 
of  time,  or  as  long  as  the  alcohol  in  the  lamp  could 
supply  vaj)our. 

The  product  obtained  by  the  combination  of  oxygen 
and  the  vapour  of  alcohol,  in  this  case,  was  of  a nature 
altogether  ilitterent  from  tliat  obtained  by  the  ordinary 
combustion  of  the  spirit  lamp.  .Acetic  acid  forms  a 
part,  but  not  the  whole,  of  the  product. 

Tliere  arc  other  vapours,  which,  like  that  of  alcohol, 
are  susceptible  of  combustion  without  flame.  .Among 
these  are  the  vapours  of  ether,  camphor,  and  some  of 
the  volatile  oils. 

If  platinum  wire,  heated  to  redness,  be  introduced 
into  a receiver  containing  a mixture  of  coal  gas  or  the 
vapour  of  ether  and  atmospheric  air,  it  will  continue 
red-hot  until  the  whole  of  the  gas  is  consumed.  In 
this  case  the  gas  combines  with  the  oxygen  of  the  atmo- 
spheric air  with  which  it  is  mixed,  and  combustion  takes 
place. 

Dr.  Thomson  accounts  for  this  process  by  the  fact 
of  the  small  specific  heat  and  bad  conducting  power  of 
platinum  : a small  quantity  of  heat  is  sufficient  to  make 
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it  red-hot;  and  being  a bad  conductor,  it  loses  little  heat 
during  the  process.  Platinum,  at  a red  heat,  has  a suf- 
Hciently  high  temperature  to  produce  a rapid  combin- 
ation of  the  vapour  of  alcohol  with  oxygen,  but  it  is 
not  sufficient  for  the  production  of  flame.* 

ff  a jet  of  hydrogen  gas  be  projected  on  a small  ma.ss 
of  spungy  j)latinum,  the  platinum  will  become  red-hot, 
and  will  continue  so  as  long  as  the  jet  plays  on  it.  This 
forms  an  easy  means  of  producing  an  instantaneous 
light ; and  an  apparatus  is  constructed  in  a convenient 
form  for  this  purpose.  By  turning  a stop-cock,  the  jet 
of  gas  is  thrown  on  a small  cup,  containing  platinum, 
which,  immediately  becoming  red-hot,  is  capable  of  light- 
ing a match.  The  same  effect  may  be  produced  by  a 
jet  of  the  gas  projected  on  other  substances,  such  as 
palladium,  rhodium,  and  iridium.  Some  others,  also, 
such  as  osmium,  would  be  attended  with  a like  effect, 
if  their  temperatures  were  previously  raisetl.  Platinum 
foil  would  not,  under  these  circumstances,  redden ; but 
if  it  be  crumpled,  like  paper,  it  will  undergo  the  same 
effect  as  the  spongy  platinum. 

'Phese  effects  have  l>een  accounted  for  by  the  fact  that 
spongy  platinum,  and  other  substances  in  a similar 
state,  have  such  an  affinity  for  oxygen  gas,  that  their 
capillary  attraction  produces  the  absorption  of  that  gas 
from  the  atmospheric  air  into  their  pores,  in  which  it  is 
sometimes  collected  even  in  a condensed  state.  It  is 
probable  that  spongy  platinum  contains  within  its  pores 
a considerable  quantity  of  condensed  oxygen  gas.  Char- 
coal is  known  to  absorb,  by  its  capillary  attraction, 
nine  times  and  a quarter  its  own  bulk  of  oxygen  ; 
and,  when  placed  in  contact  with  hydrogen  gas,  the 
oxygen  absorbed  combines  w’ith  the  hydrogen,  and 
forms  water.  The  jet  of  hydrogen  gas  projected  on  a 
spongy  platinum  probably  combines  with  the  oxygen 
held  in  its  pores,  and  the  heat  developed  by  the  com- 
bination renders  the  platinum  red-hot. t 

'fhe  determination  of  the  quantity  of  heat  produced 
* Thomson  on  Heat,  p.  311.  t Ihid.  p.  315. 
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in  tile  combustion  of  different  substances  is  a matter  not 
only  of  great  scientific  interest,  but  of  considerable  import- 
ance in  the  useful  arts  and  manufactures.  The  mutual 
relation  between  the  quantity  of  the  combustible,  and  of 
the  oxygen  combined  with  it,  and  the  heat  developed,  if 
accurately  ascertained  for  various  combustibles,  could 
not  fail  to  throw  light  not  only  on  the  theory  of  com- 
bustion, but,  probably,  on  the  nature  of  heat  in  general. 
In  the  arts  and  manufactures,  as  well  as  in  domestic 
economy,  the  due  selection  of  combustible  matter  de- 
pends, in  a great  degree,  on  the  quantity  of  heat  or 
light  developed  by  a given  weight  of  it  in  the  process 
of  combustion. 

Nevertheless,  there  is  no  subject  in  experimental 
physics  in  which  more  remains  to  be  discovered,  and  in 
which  the  process  of  discovery  is  more  difficult,  than  in 
the  determination  of  the  quantity  of  heat  developed  in 
the  combustion  of  various  substances.  Experiments 
have  been  matle  on  some  combustibles  by  Lavoisier 
and  La  Place  with  their  calorimeter.  A few  others  have 
been  made  by  Dalton.  Crawfurd  and  count  Rumford 
have  also  made  some  experiments  on  this  subject.  The 
method  of  Lavoisier  and  La  Place  consisted  of  burn- 
ing the  combustible  within  the  calorimeter,  and  mea- 
suring the  quantity  of  ice  melted  by  the  heat  which  it 
developed.  Dalton  placed  a given  weight  of  water,  at  a 
known  temperature,  in  a tinned  vessel.  Having  previ- 
ously ascertained  the  specific  heat  of  this  vessel,  that  of 
water  being  known,  he  applied  the  burning  matter  to 
the  bottom  of  it,  so  as  to  cause  it  to  impart  its  heat  to 
the  water.  The  quantity  of  heat  developed  was  mea- 
sured by  the  increased  temperature  of  the  water,  and 
the  vessel  which  contained  it.  This  process  would  evi- 
dently give  results  considerably  below  the  truth  ; because 
it  is  impossible  that  all  the  heat  developed  in  the  com- 
bustion could  be  imparted  to  the  vessel ; some  would 
Ik?  necessarily  communicated  to  the  surrounding  air 
without  reaching  the  vessel,  and  more  would  be  dis- 
persed by  radiation.  Dr.  Crawfurd  contrived  to  sur- 
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round  the  burning  matter  with  water,  by  the  increased 
temperature  of  which  he  measured  the  heat  developed. 

Sir  Humphry  Davy  made  experiments  to  determine 
the  heat  developed  by  some  gases  in  the  process  of  com- 
bustion, and  adopted  a method  of  experimenting  dif- 
fering little  from  that  of  Dalton.  He  caused  the  flame 
to  act  on  the  bottom  of  a copper  vessel,  containing  a 
given  weight  of  oil  raised  to  a given  temperature,  and 
estimated  the  heat  produced  in  the  combustion  by  the 
increased  temperature  received  to  the  oil.  The  follow- 
ing are  tlie  results  obtained  by  these  experiments : — 


Substances  Inimcd  in 
one  Pound. 

Oxygen 

consumed 

Ice  melted  in  Pounds. 

in  Pounds. 

I.avoi8ier. 

Crawfurd. 

Dalton. 

Kumford. 

Hydrogen 

7-5 

295-6 

480 

320 

Carburetted  hydrogen 

4 0 

85 

Oleflant  gas 

3-5 

88 

Carlxniic  oxide 

O-.08 

25 

Olive  oil 

3-0 

U9-0 

89 

1(H 

94-07 

Rape  oil 

3-0 

124-10 

Wax 

30 

13.30 

97 

104 

126-24 

Tallow 

30 

960 

104 

11T58 

Oil  of  turpentine 

60 

Alcohol 

. 

2-0 

58 

67 -47 

Sulphuric  ether 

- 

30 

62 

Naphtha 

_ 

1070.3 

Phosphorus 

. 

1-33 

lOOO 

60 

97-83 

Charcoal 

. 

2-66 

96-5 

69 

44) 

Sulphur 

- 

TO 

20 

Camphor 

- 

70 

Caoutchouc 

• 

42 

The  great  discordance  which  is  apparent  betweed  the 
results  of  these  experiments  shows  how  much  still  re- 
mains to  be  done  in  this  department  of  the  pliysics  of 
heat.  It  is  probable,  however,  that  the  results  of  the 
experiments  of  Lavoisier  and  La  Place  are  more  en- 
titled to  confidence  than  those  of  the  other  experimenters. 
Dr.  Thomson  thinks  that  it  is  probable  that  one  pound 
of  hydrogen  gas  gives  out  in  combustion  as  much  heat 
as  would  melt  400  lbs.  of  ice,  or  5(),000  of  heat. 

The  copious  development  of  heat,  in  the  process  of 
combustion,  and  the  consequent  luminous  effect,  were 
accounted  by  Lavoisier  by  the  fact  that  a condensation 
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of  matter  took  place.  Thus,  when  a gaseous  substance, 
by  the  process  of  combination  witli  oxygen,  passes  into 
the  liquid  or  the  solid  state,  all  the  latent  heat  which 
maintained  it  in  the  form  of  gas  suddenly  becomes 
sensible,  and  an  immense  increase  of  temperature  ne- 
cessarily ensues.  The  same  effect  takes  place  when  a 
liquid  passes  into  the  soliil  state.  Now,  it  is  certain 
that,  in  numerous  cases  of  combustion,  these  effects 
take  place ; and  all  such  cases  admit  of  being  reduced  to 
the  .same  class  of  phenomena  as  the  solidification  of  a 
liquid  or  the  condensation  of  a vajiour,  in  both  of  which 
cases,  as  has  been  already  explained,  heat  is  evolved. 
Some  of  the  phenomena  of  combustion  may,  perhaps,  be 
reduced  to  the  case  of  ordinary  condensation  without 
change  of  form  ; but  there  are  instances  which  do  not 
seem  to  fall  uiuler  this  class  of  effects.  On  the  contrary, 
in  certain  cases,  solids  or  liquids,  in  the  process  of  com- 
bustion, pass  into  the  state  of  gases.  Thus,  when  gun- 
powder is  exploiled,  the  oxygen,  which  is  contained 
abumlantly  in  the  saltpetre,  combining  with  the  sulphur 
and  carbon,  which  are  the  other  constituents  of  this 
substance,  assumes  the  gaseous  form.  At  the  same 
time  a highly  elastic  Huid  is  producetl,  as  well  as  a large 
quantity  of  heat  and  light. 

So  far,  therefore,  as  the  theory  of  Lavoisier  assumes 
that  combustion  is  the  consequence  of  rapid  chemical 
combination,  and  that  such  combination  is  accomj)anied 
by  a copious  evolution  of  heat  and  light,  it  is  strictly 
a statement  of  fact,  but  when  it  is  attempted  to  reduce 
these  facts  to  the  general  class  of  phenomena,  in  which 
heat  and  light  are  developed  by  condensation,  the  theory 
fails,  because  all  the  phenomena  which  it  professes  to 
explain  cannot  be  reduced  to  this  cla.ss.  It  is  also 
assumed,  in  the  theory  of  Lavoisier,  that  oxygen  is 
a compound  of  heat,  light,  and  a certain  unknown  base; 
that  a decomposition  takes  place  by  which  the  heat  and 
light  are  disengaged,  and  the  unknown  base  is  combined 
with  the  combustible.  Now,  the  c.xistence  of  this  un- 
known base  is  a gratuitous  assumption,  inasmuch  as  such 
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a base  has  never  been  exliibited  in  a separate  form; 
i)esi(ies  which,  it  is  assumed  that  light  and  heat  are 
bodies,  and  not  qualities  of  matter,  which  is  still  unde- 
cided. 

So  remarkable  a phenomenon  as  combustion,  and  one 
so  susceptible  of  such  various  and  important  practical 
applications,  could  not  fail,  at  an  early  j>eriod,  to  attract 
the  attention  of  chemists.  A\'e  accordingly  find  many 
theories  propounded  at  various  epochs  in  the  history  of 
chemistry  for  its  explanation.  One  of  the  earliest  of  these 
tJieories  assumes  the  existence  of  a first  principle,  or 
elementary  substance,  called  fire,  which  had  the  property 
of  devouring  other  bodies.  According  to  this  theory, 
combustion  was  tlie  process  by  which  the  combustible 
was  converted  into  fire:  whatever  part  of  the  condnistible 
was  unsusceptible  of  this  conversion  remained  behind  in 
the  form  of  ashes. 

Dr.  Hook  traced  the  phenomena  of  combustion  to  the 
solvent  power  over  the  combustible  possessed  by  a prin- 
ciple found  in  atmospheric  air,  similar  to  one  which 
exists  still  more  copiously  in  nitre.  How  near  this  in- 
genious hypothesis  approached  to  the  true  principle  of 
combustion  may  be  easily  perceived.  But  the  theory 
which  took  j)ossession  of  .the  scientific  world,  to  the 
exclusion  of  all  others,  for  a long  period,  was  the  Stah- 
lian  theory  of  l*lilogist07i.  In  this  theory,  the  phenome- 
non of  combustion  was  explained  by  assuming  the  ex- 
istence of  a body  Cialled  phlogiaton,  which  was  supposed 
to  be  a constituent  element  of  all  combustibles.  'I'he 
process  of  combustion  consisted  in  the  sudden  separation 
of  phlogiston  from  the  combustible  ; and  this  separation 
was  accompanied  by  the  heat  and  light  which  charac- 
terised the  phenomenon.  Some  succeeding  philosophers 
regarded  this  phlogiston  as  light  maintained  in  bodies  as 
it  were  in  the  latent  state,  and  with  its  ordinary  con- 
comitant heat.  Dr.  Priestley,  and  others,  discovered 
that  the  atmospheric  air  in  which  combustion  takes 
place  becomes  incapable  of  permitting  the  same  pheno- 
menon to  be  repeated  in  it,  and  likewise  that  such  air 
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was  rendered  incapable  of  supporting  animal  life.  He 
inferred  that  atmospheric  air  had  an  affinity  for  phlo- 
giston, and  that  its  presence  was  necessary,  in  order  to 
ertect  the  extrication  of  phlogiston  from  the  combustible, 
and,  consequently,  that  the  presence  of  atmospheric  air 
was  essentially  necessary  to  combustion;  but  that  when 
the  atmospheric  air  became  saturated  with  the  phlogis- 
ton which  it  received  during  the  process  of  combustion, 
the  same  air,  being  incapable  of  combining  with  any 
greater  quantity  of  phlogiston,  was  incapable  of  sustain- 
ing the  process  of  combustion. 

Still  the  Phlogistic  theory  laboured  under  the  capital 
defect,  that  the  existence  of  phlogiston,  as  a separate 
jirinciple,  was  never  proved;  and,  in  fact,  that  the  as- 
sumption of  its  existence  had  no  other  foundation  than 
its  convenience  for  the  solution  of  the  phenomena  of 
combustion.  This  defect  in  the  theory  of  Stahl  was 
attempted  to  be  removed  by  a bold  assumption  of  Kir- 
wan,  viz.  that  phlogiston  was  no  other  substance  than 
hydrogen.  The  necessary  consequences  of  the  adop- 
tion of  such  an  hypothesis  were,  that  hydrogen  is  a com- 
|)onent  part  of  every  combustible  body  ; that  combustion 
consists  in  the  decomposition  of  the  combustible  into 
the  hydrogen  and  its  base ; that,  after  issuing  from 
the  combustible,  the  hydrogen  combines  with  the  oxygen 
of  the  atmospheric  air.  Such  were  the  bases  of  the 
Kirwanian  theory. 

Matters  were  now  ripe  for  the  discovery  of  Lavoisier. 
Hook  had  held,  that  a principle  in  atmospheric  air, 
identical  with  the  prominent  element  of  salt  water,  was 
a solvent  for  all  combustibles ; that  the  solution  effected 
by  it  was  accompanied  by  heat  and  light.  Kirwan 
held,  that  a combination  of  a certain  element  of  the 
combustible  with  the  oxygen  of  the  atmosidieric  air  was 
the  cause  of  combustion.  Lavoisier,  rejecting  what 
was  superfluous  in  these  theories,  at  once  assumed  that 
combustion  was  caused  by  the  combination  of  the  oxygen 
of  the  atmosiihere,  not  with  hydrogen,  or  with  the 
imaginary  substance  of  phlogiston,  but  with  the  com- 
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Imstible  itself,  and  tiiat  in  such  combination  heat  and 
light  were  produced.  He  accounted  for  the  phenomena 
by  two  admitted  cliemical  laws:  first,  that  the  chemical 
affinity  of  bodies  for  each  other  is  awakened  by  the 
elevation  of  temperature  of  one  or  both  ; and,  secondly, 
that  a body,  in  passing  from  the  gaseous  to  tlie  liquid 
or  solid  state,  jiroduces  an  abundant  evolution  of  heat. 
The  combustible,  therefore,  when  raised  to  a certain 
temperature,  is  brought  to  the  state  in  which  its  chemi- 
cal affinity  for  oxygen  is  capable  of  taking  effect.  The 
oxygen,  in  combining,  changes  its  form,  and  disengages 
a large  quantity  of  latent  heat. 

This  theory  was  ijuickly  embraced  by  Herthollet, 
Fourcroy,  Morveau,  and  other  leading  chemists  of  the 
times,  and  has  since  been  very  generally  received.  There 
are,  however,  as  has  been  already  stated,  some  pheno- 
mena connected  with  combustion,  which  it  fails  to  ex- 
plain. These  are  the  cases,  where,  in  the  combustion, 
the  change  of  form  is  the  reverse  of  that  whicli,  accord- 
ing to  the  theory  of  Black,  would  cause  a development 
of  heat.  AMien  the  combining  substances  previously 
exist  in  the  solid  state,  and  during  combustion  pass  into 
the  gaseous  state,  we  should  expect  a large  absorption 
of  heat  instead  of  a considerable  evolution  of  this  prin- 
ciple. 

This  defect  in  the  theory  has  given  rise  to  another, 
which  has  been  proposed  by  sir  Ilunij)hry  Davy.  Ac- 
cording to  this  theory,  the  phenomena  of  affinity  arc 
the  consequences  of  bodies  existing  in  different  states 
of  electricity.  It  is  known  that  bodies,  when  oppositely 
electrified,  attract  each  other,  and  when  similarly  elec- 
trified, repel  each  other.  If  the  molecules  of  two 
bodies  be  oppositely  electrified,  and  be  so  placed  that 
they  can  act  on  one  another,  their  effects  will  be  attrac- 
tion, the  energy  of  which  will  be  increased  in  a rapid 
proportion  with  the  diminution  of  their  distance.  The 
more  intensely  one  is  positively  electrified,  and  the  other 
negatively,  with  so  much  the  greater  force  will  they 
combine,  and  the  phenomena  of  combustion  will  be  ex- 
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hibitecl  in  their  union.  Oxygen  is  in  an  intensely  nega- 
tive state  of  electricity,  and  hydrogen  intensely  positive. 
Hence  they  combine  with  a great  evolution  of  heat. 

The  merits  of  the  electric  theory  of  combustion  will 
be  fully  discussed  in  our  treatise  on  electricity,  and  we 
shall  limit  ourselves  here  to  the  mere  reference  to  that 
theory. 


3()8 


A TREATISE  ON  HEAT. 


CHAP.  XVI. 


CHAP.  XVI. 

SENSATION  OF  HEAT. 

Of  all  tlie  means  of  estimating  physical  effects,  the  most 
obvious,  and  those  upon  which  mankind  place  the 
strongest  confidence,  are  the  nenites.  The  eye,  the  ear, 
and  the  touch,  are  apjiealed  to  by  the  whole  world,  as 
the  unerring  witnesses  of  the  presence  or  absence,  the 
qualities  and  degrees,  of  light  and  colour,  sound  and  heat. 
Hut  these  witnesses,  when  submitted  to  the  scrutiny  of 
reason,  and  cross-examined,  so  to  speak,  become  in- 
volved in  inextricable  perplexity  and  contradiction,  and 
speedily  stand  self-convicted  of  palpable  falsehood.  Not 
only  are  our  organs  of  sensation  not  the  best  witnesses 
to  which  we  can  apjieal  for  exact  information  of  the 
qualities  of  the  objects  which  surround  us,  but  they  are 
the  most  fallible  guides  which  can  be  selected.  Not 
only  do  they  fail  in  declaring  the  qualities  or  degrees  of 
the  physical  principles  to  which  tliey  are  by  nature  se- 
verally adapted,  but  they  often  actually  inform  us  of 
the  presence  of  a quahty  which  is  absent,  and  of  the 
absence  of  a quality  which  is  present. 

The  organs  of  sense  were  never,  in  fact,  designed  by 
nature  as  instruments  of  scientific  enquiry;  and  had 
they  been  so  constituted,  they  would  probably  have  been 
unfit  for  the  ordinary  purposes  of  life.  It  is  well  ob- 
served by  Locke,  that  an  eye  adapted  to  discover  the 
intimate  constitution  of  the  atoms  which  form  the  hand 
of  a clock,  might  be,  from  the  very  nature  of  its  me- 
chanism, incapable  of  informing  its  owner  the  hour 
indicated  by  the  same  hand.  It  may  be  added,  that  a 
pair  of  telescopic  eyes,  which  would  discover  the  mole- 
cules and  population  of  a distant  planet,  would  ill  re- 
quite the  spectator  for  the  loss  of  that  ruder  power  of 
vision  necessary  to  guide  his  steps  through  the  city  he 
inhabits,  and  to  recognise  the  friends  which  surr6und 
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liim.  The  comparison  of  instruments  adapted  for  the 
uses  of  commerce  and  domestic  economy,  and  those  de- 
signed for  scientific  purposes,  furnishes  a not  less  appro- 
priate illustration  of  the  same  fact.  The  highly  delicate 
balance  used  by  the  philosopher  in  his  enquiries  respect- 
ing the  relative  weights  and  proportions  of  the  consti- 
tuent elements  of  bodies  would,  by  reason  of  its  very 
perfection  and  sensibility,  be  utterly  useless  in  the  hands 
of  the  merchant  or  the  housewife.  Each  class  of  in- 
struments has,  however,  its  peculiar  uses,  and  is  adapted 
s to  give  indications  with  that  degree  of  accuracy  which 
is  necessary  and  sufficient  for  die  purpose  to  which  it  is 
ajiplied. 

The  term  heat,  in  its  ordinary  acceptation,  is  used  to 
express  a feeling  or  sensation  which  is  protluced  in  us 
when  we  touch  a hot  body.  ^Ve  say  that  the  heat  of  a 
body  is  more  or  less  intense,  according  to  the  degree  in 
which  the  feeling  or  sensation  is  produced  in  us.  In 
die  present  treatise  the  term  has  been  used  in  a some- 
what different  sense.  It  is  here  applied  to  express  a 
certain  state  of  body,  which  is  attended  with  certain  dis- 
tinct mechanical  effects,  many  of  which  arc  capable  of 
being  actually  measured,  and  one  of  which  only  is  the 
effect  produced  on  our  organs,  and,  through  them,  in  the 
mind,  to  which  alone,  in  the  popular  sense,  the  term 
heat  is  applied.  This  distinction  in  the  use  of  the 
term  has  induced  some  philosophers  to  adopt  another 
word,  calorie,  to  express  the  physical  effect,  while  the 
common  term,  heat,  has  been  retained  to  express  the 
sensation.  It  does  not  appear  to  us  to  be  necessary  to 
adopt  this  term,  because  it  never  happens  that  any  con- 
fusion arises  from  the  two  senses  of  the  term  heat;  and, 
besides,  the  use  of  the  term  caloric  is  apt  to  lead  the 
mind  to  the  assumption  of  an  hypothesis  or  theory  con- 
cerning the  nature  of  heat,  the  consequences  of  which 
are  apt  to  be  mixed  with  that  investigation  which  should 
lie  foiTnded  on  the  results  of  experiment  alone. 

'file  touch, by  which  we  acquire  the  perception  of  heat, 
like  the  eye,  ear,  and  otlier  organs,  is  endowed  with  a 
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sensibility  confined  within  certain  limits ; and  even 
w'ithin  these  we  do  not  possess  any  exact  power  of  per- 
ceiving or  measuring  the  degree  of  the  quality  by  which 
the  sense  is  effected.  If  we  take  two  heavy  bodies  in 
the  hand,  we  shall,  in  many  cases,  be  able  to  declare 
that  one  is  heavier  than  the  other;  but  if  we  are  asked 
whether  one  be  exactly  twice  as  heavy  or  thrice  as  heavy 
as  the  other,  we  shall  be  utterly  unable  to  decide.  In 
like  manner,  if  the  weights  be  nearly  equal,  we  shall  be 
unable  to  declare  whether  they  are  exactly  equal  or  not. 
If  we  look  at  two  objects,  differently  illuniinatt*d,  we 
shall  in  the  same  way  be,  in  some  cases,  able  to  declare 
which  is  the  more  splendid ; but  if  their  splendour  be 
nearly  equal,  the  eye  will  be  incapable  of  determining 
w'hether  the  equality  of  illumination  be  exact  or  not. 
It  is  the  same  with  heat.  If  two  bodies  be  very  dif- 
ferent in  temperature,  the  touch  will  sometimes  inform 
us  which  is  the  hotter  ; but  if  they  be  nearly  equal,  we 
shall  be  unable  to  decide  which  has  the  greater  or  which 
the  less  temperature.  But  even  this  information,  rude 
and  unsatisfactory  as  it  is,  is  more  full  than  that  which 
the  evidence  of  the  touch  frequently  furnishes. 

After  what  has  been  explained  in  the  preceding  part 
of  this  treatise,  the  reader  will  have  no  difficulty  in 
perceiving  that  feeling  can  never  inform  us  of  the  quan- 
tity of  heat  which  a body  contains,  much  less  of  the 
relative  quiintities  contained  in  two  bodies.  In  the  first 
place,  the  touch  can  never  be  affected  by  heat  which 
exists  in  the  latent  state.  Ice-cold  water,  and  ice  itself, 
feel  to  have  the  same  temperature,  and  to  contain  the 
same  quantity  of  heat;  and  yet  we  have  shown  that  ice- 
cold  w'ater  contains  a great  deal  more  heat  than  ice ; 
nay,  that  it  can  be  compelled  to  part  with  its  redundant 
heat,  and  to  become  ice;  ami  that  this  redundant  heat, 
when  so  dismissed,  may  be  made  to  boil  a considerable 
quantity  of  -water.  But  it  is  not  only  in  the  case  of 
latent  heat,  which  cannot  be  felt  at  all,  that  the  touch 
fails  to  inform  us  of  the  quantities  of  heat  in  a body. 
It  has  been  shown  that  different  bodies  are  raised  to  the 
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same  temperatuie  by  very  different  quantities  of  heat. 
If  water  and  mercury,  both  at  the  temperature  of  32°, 
be  touched,  they  will  be  felt  to  be  equally  cold  ; and  if 
they  be  both  raised  to  100°,  and  then  touched,  they  will 
be  felt  to  be  both  equally  warm  ; and  the  inference  would 
be,  that  etjual  quantities  of  heat  must  have  been  in  the 
meanwhile  communicated  to  them.  Now, on  the  contrary, 
it  has  been  proved  that,  in  this  case,  the  (juantity  of 
heat  which  has  been  communicated  to  the  water  is  not 
less  than  thirty  times  the  quantity  which  has  lx>en  im- 
jjarted  to  the  mercury.  In  fact,  to  cause  the  same 
change  of  temperature,  and,  therefore,  the  same  feeling 
of  heat,  in  different  bodies,  requires  very  <tiff'erent  cpian- 
tities  of  heat  to  lie  imparted  to  them.  It  is  plain, 
therefore,  that  the  sense  of  touch  totally  fails  in  the 
discovery  of  the  quantities  of  heat  which  must  lx?  added 
to  different  bodies  in  order  to  protluce  in  them  the  same 
change  of  temperature. 

But  it  may  be  said,  that  the  thermometer  itself  is 
here  in  the  same  predicament  as  the  touch,  and  that 
this  scientiffc  measure  of  heat  likewise  fails  to  indicate 
the  quantity  of  that  princi|)le  which  has  been  added  or 
subtracted.  Setting  aside,  however,  the  estimation  of 
(juantitics  of  heat,  the  sense  of  touch  is  not  less  fallacious 
in  the  indications  which  it  gives  of  tem])erature  itself; 
and  here,  indeed,  the  error  and  confusion  into  which  it 
is  apt  to  lead,  when  unaided  by  the  results  of  science, 
are  very  conspicuous.  If  we  hold  the  hand  in  water 
which  has  a temperattire  of  about  })0°,  after  the  agitation 
of  the  li(|uid  has  ceased  we  shall  hecome  wholly  insen- 
sible of  its  presence,  and  will  be  unconscious  that  the 
hand  is  in  contact  with  any  body  whatever.  \i'e  shall, 
of  cour.'^e,  lx*  altogether  unconscious  of  the  temperature 
of  the  water.  Having  held  both  hands  in  this  water, 
let  us  now  remove  the  one  to  water  at  a temperature  of 
200°,  and  the  other  to  water  at  the  temperature  of  ,‘i2°. 
,\fter  holding  the  hands  for  some  time  in  this  manner, 
let  them  he  both  removed,  and  again  immersed  in  the 
water  at  <10° ; immediately  we  shall  become  sensible  of 
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warmth  in  the  one  liand,  and  cold  in  the  other.  To  the 
hand  whicli  liad  been  immersed  in  tlie  cold  water,  the 
water  at  <10’  will  feel  hot ; and  to  the  hand  which  had 
been  immerseil  in  the  water  at  200°,  the  water  at  90° 
will  feel  cold.  If,  therefore,  the  touch  be  in  this  case 
taken  as  the  evidence  of  temjieratin-e,  the  same  water  will 
be  judged  to  be  bot  and  cold  at  the  same  time. 

If,  in  the  heat  of  summer,  we  descend  into  a cave,  we 
become  sensible  that  we  are  surrounded  by  a cold  at- 
mosphere ; but  if,  in  the  rigour  of  a frosty  winter,  we 
descend  into  the  same  cave,  we  are  conscious  of  the 
presence  of  a warm  atmosphere.  Now,  a thermometer 
susjiended  in  the  cave,  on  each  of  these  occasions,  will 
show  exactly  the  same  temperature ; and,  in  fact,  the 
air  of  the  cave  maintains  the  same  temperature  at  all 
seasons  of  the  year.  The  body,  however,  being,  in  the 
one  case,  removed  from  a warm  atmosjihere  into  a colder 
one,  and,  in  the  other  case,  from  a very  cold  atmosphere 
into  one  of  a higher  temperature,  becomes,  in  tlie  latter 
case,  sensible  of  warmth,  and,  in  the  former,  of  cold. 

Thus,  we  see  that  the  sensation  of  heat  depends  as 
much  on  the  state  of  our  own  bodies,  as  that  of  the  ex- 
ternal bodies  which  excite  the  sensation  ; the  same 
body  at  the  same  temperature  proilucing  different  sen- 
sations of  heat  and  cold,  according  to  the  previous  state 
of  our  bodies  when  exposed  to  it. 

Hut  even  when  the  state  of  our  bodies  is  the  same, 
and  the  temperature  of  external  objects  the  same,  dif- 
ferent objects  will  feel  to  us  to  have  oifferent  degrees  of 
heat.  If  we  immerse  the  naked  body  in  a bath  of 
water  at  the  temperature  of  120°,  and,  after  remaining 
some  time  immersed,  ]>ass  into  a room  in  which  the  air 
and  every  object  is  raised  to  the  same  temperature,  we 
shall  experience,  in  passing  from  the  water  into  the  air, 
a sensation  of  coolness.  If  we  touch  different  objects 
in  the  room,  all  of  which  are  at  the  temperature  of  120°, 
we  shall,  nevertheless,  acquire  very  different  perceptions 
of  heat.  'Udien  the  naked  foot  rests  on  a mat  or  carpet, 
a sense  of  gentle  warmth  is  felt;  but  if  it  be  removed  to 
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the  tiles  of  the  floor,  heat  is  felt  sufficient  to  produce 
inconvenience.  If  the  hand  be  laid  on  a marble  chim- 
ney piece,  a strong  heat  is  likewise  felt,  and  a still 
greater  heat  in  any  metallic  object  in  the  room.  M alls 
and  woodwork  will  be  felt  warmer  than  the  matting,  or 
the  clothes  which  are  put  on  the  person.  Now,  all 
these  objects  are,  nevertheless,  at  the  same  temperature, 
as  may  be  proved  by  the  application  of  the  thermometer. 
From  this  chamber  let  us  suppose  that  we  pass  into  one 
at  a low  temperature : the  relative  heats  of  all  the  ob- 
jects will  now  be  found  to  be  reversed : the  matting, 
carpeting,  and  woollen  objects  will  feel  the  most  warm  ; 
the  woodwork  and  furniture  will  feel  colder;  the  marble 
colder  still ; and  metallic  objects  the  coldest  of  all. 
Nevertheless  here,  again,  all  the  objects  are  exactly  at 
the  same  temperature,  as  may  be  in  like  manner  ascer- 
tained by  the  thermometer. 

In  the  ordinary  state  of  an  apartment,  at  any  season 
of  the  year,  the  objects  which  are  in  it  all  have  the  same 
temperature,  and  yet  to  the  touch  they  will  feel  warm  or 
cold  in  different  degrees:  the  metallic  objects  will  be 
coldest;  stone  and  marble  less  so ; wood  still  less  so; 
and  carpeting  and  woollen  objects  will  feel  warm. 

^^dIen  we  bathe  in  the  sea,  or  in  a cohl  bath,  we  are 
accustomed  to  consider  the  water  as  colder  than  the  air, 
and  the  air  colder  than  the  clothes  which  surround 
us.  Now,  all  these  objects  are,  in  fact,  at  the  same 
temperature.  A thermometer  surrounded  by  the  cloth 
of  our  coat,  or  suspended  in  the  atmosphere,  or  im- 
mersed in  the  sea,  will  stand  at  the  same  temperature. 

A linen  shirt,  when  first  put  on,  will  feel  colder  than 
a cotton  one,  and  a flannel  shirt  will  actually  feel  warm; 
yet  all  these  have  the  same  temperature. 

The  sheets  of  the  bed  feel  cold,  and  blankets  warm  ; 
the  blankets  and  sheets,  however,  are  eijualiy  warm. 
A still,  calm  atmosphere,  in  summer,  feels  warm  ; but 
if  a wind  arises,  the  same  atmosphere  feels  cool.  Now, 
a thermometer  suspended  under  shelter,  and  in  a calm 

n « 3 


874 


A TIIKATISE  ON  HEAT. 


CRAP.  XVI. 


])lace,  will  indicate  exactly  the  same  temperature  as  a 
thermometer  on  which  the  wind  blows. 

These  circumstances  may  be  satisfactorily  explained^ 
when  it  is  considered  that  the  human  body  maintains 
itself  almost  invariably,  in  all  situations,  and  at  all  parts 
of  tlie  globe,  at  the  temiieiature  of  fj6’°  ; that  a sensation 
of  cold  is  produced  when  heat  is  withdrawn  from  any 
part  of  the  body  faster  than  it  is  generated  in  the 
animal  system  ; and,  on  the  other  liand,  warmth  is  felt 
when  either  the  natural  escape  of  the  heat  generated  is 
intercepted,  or  when  some  object  is  placed  in  contact  with 
the  body,  wbich  has  a higher  temperature  than  that  of 
the  body,  and,  consequently,  imparts  heat  to  it.  The 
transition  of  heat  from  the  body  to  any  object,  when  that 
object  has  a lower  temperature,  or  from  the  object  to  the 
body,  when  it  has  a higher  temperature,  depends,  in  a 
certain  degree,  on  the  conducting  power  of  the  objects 
severally  ; and  tbe  transition  will  be  slow  or  rapid  ac- 
cording to  that  conducting  power.  An  object,  therefore, 
which  is  a good  conductor  of  heat,  if  it  has  a lower 
temperature  than  the  body,  carries  off  heat  quickly,  and 
feels  cold;  if  it  has  a higher  tem])erature  than  the  body, 
it  communicates  heat  (juickly,  and  feels  hot. 

A bad  conductor,  on  tlie  other  hand,  carries  off  and 
communicates  heat  very  slowly  ; and,  therefore,  though 
at  a lower  temperature  than  the  body,  is  not  felt  to  be 
colder,  and,  though  at  a higher  temperature,  not  felt  to 
be  warm. 

Most  of  tbe  apparent  contradictions  which  have  been 
already  adduced  in  the  results  of  sensation,  compared 
with  thermometric  indications,  maybe  easily  understood 
by  these  principles. 

^^’hcn  we  pass  from  a hot  bath  into  a room  of  the 
same  temperature,  the  air,  though  at  a higher  temperature 
than  our  boefy,  communicates  heat  to  it  more  slowly  than 
the  water,  because,  being  a more  rare  and  attenuated 
substance,  a less  number  of  its  particles  are  in  actual 
contact  with  the  body  j and  also  such  particles  as  are  in 
contact  with  the  body,  take  almost  the  same  temperature 
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as  the  body,  and  adhere  to  it,  forming  a sort  of  coating 
or  shield,  by  w'hich  the  body  is  defended  from  the 
effects  of  the  hotter  part  of  tlie  surrounding  atmosphere. 
A carpet,  being  a bad  conductor  of  heat,  fails  to  trans- 
mit heat  to  the  foot;  and,  therefore,  tliough  at  a higher 
temperature  than  the  body, creates  no  sensationofwarmth. 
The  tiles  aud  marble  being  better  conductors  of  heat, 
and  at  a higher  temperature  than  the  body,  transmit 
heat  readily;  and  metallic  objects  still  more  so.  These, 
tlierefore,  feel  hot.  On  passing  into  a cold  room,  the 
very  contrary  effects  ensue.  Here  all  the  objects  liave  a 
temperature  below  that  of  the  body ; the  carpet,  and  other 
liatl  conductors,  not  being  capable  of  receiving  heat  when 
touched,  produce  no  sensation  of  cold.  \\'ood,  being  a 
lietter  conductor,  feels  cooler.  Marble,  being  a better 
conductor,  gives  a still  stronger  sensation  of  cold;  and 
metal,  the  best  of  all  conductors,  j)roduces  that  sensation 
in  a still  greater  degree. 

In  cold  temperatures,  die  particles  of  water  which 
carry  off  die  heat  from  the  body  are  far  more  numerous 
dian  those  of  air,  and,  therefore,  carry  die  heat  off  more 
rapidly;  and  besides,  they  are  constandy  changing  their 
position  ; the  particles  warmed  by  the  Ixidy  immediately 
ascend  by  dieir  levity,  and  cold  particles  come  into  con- 
tact with  the  skin.  Thus  water,  although  a bad  con- 
ductor of  heat,  lias  the  same  effect  as  a good  conductor, 
by  the  effect  of  its  currents. 

Sheets  feel  colder  than  the  blankets,  because  they  are 
better  conductors  of  heat,  and  carry  off  the  heat  more 
rapidly  from  the  body ; but  when,  by  the  continuance 
of  the  body  between  them,  they  acquire  the  same  tem- 
perature, they  will  then  feel  even  warmer  than  the 
blanket  itself.  Hence  it  may  be  understood  why  flannel, 
worn  next  die  skin,  forms  a warm  clotlUng  in  cold  cli- 
mates, ami  a cool  covering  in  hot  climates. 

I0  explain  the  apparent  contradiction  implied  in  the 
fact,  that  the  use  of  a fan  produces  a sensation  of  cool- 
ness, even  though  the  air  which  it  agitates  is  not  in  any 
degree  altered  in  temperature,  it  is  necessary  to  consider 
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that  the  air  whicli  surrounds  us  is  generally  at  a low’er 
temperature  than  that  of  the  body.  If  tlie  air  be  calm 
and  still,  the  particles  which  are  in  immediate  contact 
with  the  skin  acquire  the  temperature  of  the  skin  itself, 
and  having  a sort  of  molecular  attraction,  they  adhere 
to  the  skin  in  the  same  manner  as  particles  of  air  are 
found  to  adhere  to  the  surface  of  glass  in  philosophical 
experiments.  Thus  sticking  to  the  skin,  they  form  a 
sort  of  warm  covering  for  it,  and  speedily  acquire  its 
temperature.  'I'he  fan,  however,  by  the  agitation  which 
it  produces,  continually  expels  the  particles  thus  in  con- 
tact with  the  skin,  and  brings  new  particles  into  that 
situation.  Each  particle  of  air,  as  it  strikes  the  skin, 
takes  heat  from  it  by  contact,  and,  being  driven  off', 
carries  that  heat  with  it,  thus  producing  a constant  sen- 
sation of  refreshing  coolness. 

Now,  from  this  reasoning  it  would  follow,  that  if  we 
were  placed  in  a room  in  which  the  atmosphere  has  a 
higher  temperature  than  the  use  of  a fan  would 

have  exactly  opposite  effects,  and,  instead  of  cooling, 
would  aggravate  the  effects  of  heat ; and  such  would,  in 
fact,  take  place.  A succession  of  hot  particles  would, 
therefore,  be  driven  against  the  skin,  while  the  jiarticles 
which  would  be  cooled  by  the  skin  itself  would  be  con- 
stantly removed. 

It  may  be  objected  to  some  of  the  preceding  reason- 
ings, that  glass  and  porcelain,  though  among  the  worst 
conductors  of  heat,  generally  feel  cold ; this,  however, 
is  easily  explained.  W'hen  the  surface  of  gla.ss  is  first 
touched,  in  consequence  of  its  density  and  extreme 
smoothness  a great  number  of  j)articles  come  into  con- 
tact with  the  skin  ; and  each  of  these  particles,  having  a 
tendency  to  an  equilibrium  of  temperature,  takes  heat 
from  the  skin  until  they  acquire  the  same  temperature 
as  the  body  which  is  in  contact  with  them.  A\'hen  the 
surface  of  the  glass,  or  perhaps  the  particles  to  some 
very  small  depth  within  it,  have  acquired  the  temper- 
ature of  the  skin,  then  the  glass  will  cease  to  feel  cold, 
because  its  bad  conducting  power  does  not  enable  it  to 
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attract  more  heat  from  the  body.  In  fact,  the  glass 
will  only  feel  cold  to  the  touch  for  a short  space  of  time 
after  it  is  first  touched.  The  same  observation  will 
ajiply  to  porcelain  and  other  bodies  which  are  bad  con- 
ductors, and  yet  which  are  dense  and  smooth.  On  tlie 
other  hand,  a mass  of  metal,  when  touched,  will  continue 
to  be  felt  cold  for  any  length  of  time,  and  the  liand  will 
be  incapable  of  warming  it,  as  was  the  case  wi‘h  the 
glass. 

A silver  or  metallic  tea-])ot  is  never  constructed  with 
a handle  of  the  same  metal,  while  a porcelain  tea-pot 
always  has  a porcelain  handle.  The  reason  of  this  is, 
that  metal  being  a good  conductor  of  heat,  the  handle 
of  the  silver  or  other  metallic  tea-iwt  would  speedily 
acquire  the  same  temperature  as  the  water  which  the 
vessel  contains,  and  it  would  be  imjiossible  to  apply  the 
hand  to  it  without  pain.  On  the  other  hand,  it  is  usual 
to  place  a wooden  or  ivory  handle  on  a metal  tea-pot. 
These  substances  being  bad  conductors  of  heat,  the 
handle  will  be  slow  to  take  the  temperature  of  the  metal ; 
and  even  if  it  do  take  it,  will  not  produce  the  same  sens- 
ation of  heat  in  the  hand.  A handle,  apparently  silver, 
is  sometimes  put  on  a silver  tea-pot,  but,  if  examinwl,  it 
will  be  found  that  the  covering  only  is  silver ; and  that 
at  the  points  where  the  handle  joins  the  vessel,  there  is 
a small  interruption  between  the  metallic  covering  and 
tlie  metal  of  the  tea-pot  itself,  which  space  is  sufficient 
to  interrupt  the  communication  of  heat  to  the  silver  which 
covers  the  handle.  In  a porcelain  tea-pot,  the  heat  is 
slowlyi  transmitted  from  the  vessel  to  its  handle  ; and 
even  when  it  is  transmitted,  the  handle,  being  a bad 
conductor,  may  be  touched  without  inconvenience. 

A kettle  which  has  a metal  handle  cannot  be  touched 
when  filled  with  boiling  water,  without  a covering  of 
some  non-conducting  substance,  such  as  cloth  or  paper ; 
while  one  with  a wooden  handle  may  be  touched  without 
inconvenience. 

The  feats  sometimes  performed  by  quacks  and  moun- 
tebanks, in  exposing  their  bodies  to  fierce  temperatures. 
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may  be  easily  explained  on  the  princiide  here  laid  down. 
^\^hen  a man  goes  into  an  oven  raised  to  a very  high 
temperature,  he  takes  care  to  have  under  his  feet 
a thick  mat  of  straw,  wool,  or  other  non-conducting 
substance,  upon  which  he  may  stand  with  impunity  at 
the  j)roposed  temperature.  1 1 is  body  is  surrounded  with 
air,  raised,  it  is  true,  to  a high  temperature ; hut  the 
extreme  tenuity  of  this  fluid  causes  all  that  portion  of 
it  in  contact  with  the  body  at  any  given  time  to  produce 
but  a slight  effect  in  communicating  heat.  The  exhi- 
bitor always  takes  care  to  be  out  of  contact  with  any 
good  conducting  substance  ; and  when  he  exhibits  the 
effect  produced  by  the  oven  in  which  he  is  enclosed 
upon  other  objects,  he  takes  equal  care  to  place  them  in 
a condition  very  different  from  that  in  which  he  himself 
is  placed  ; he  exposes  them  to  the  effect  of  metal  or 
other  good  conductors.  Meat  has  been  exhibited,  dressed 
in  the  apartment  with  the  exhibitor:  a metal  surface  is 
in  such  a case  provided,  and,  probably,  heated  to  a much 
higher  temperature  than  the  atmosphere  which  surrounds 
tlie  exhibitor. 
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CHAP.  XVII. 

SOURCES  OF  HEAT. 

The  investigations  which  have  formed  the  subject  of 
the  preceding  chapters  of  this  volume  have  necessarily 
led  to  the  frequent  mention  of  the  chief  sources  from 
which  heat  may  be  derived ; and  the  operation  and 
effects  of  some  of  these  sources  have  been,  to  a certain 
extent,  explained.  In  a treatise,  however,  devoted  ex- 
clusively to  the  subject  of  Heat,  it  seems  necessary  to 
offer  some  more  detailed  view  of  the  physical  sources  of 
Uiat  principle. 

Ily  a source  of  heat,  we  would  be  here  understood 
to  mean  any  object  or  process,  natural  or  artificial,  by 
which  the  quantities  of  Heat  contained  in  a body  may 
lie  increased,  or  by  which  they  may  be  transmitted  from 
one  body  to  another. 

Under  this  point  of  view  the  principal  sources  of  heat 
may  be  enumerated  as  follows,  in  which  order  we  shall 
consider  them  : — 

1.  Solar  light. 

2.  Electricity. 

3.  Condensation  of  vapour,  and  solidification  of  liquids. 

4.  Percussion,  compression,  and  friction. 

5.  Chemical  combination. 

().  Animal  life. 


I.  So/ar  Light. 

The  globe  which  we  inhabit,  in  its  physical  characters, 
is  in  all  respects  analogous  to  the  smaller  bodies  which 
exist  on  its  surface.  These  bodies,  being  within  the 
reach  of  direct  experiment,  are  the  means  by  which,  in 
tJie  first  instance,  we  are  enabled  to  discover  the  chief 
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properties  of  matter.  Observation  of  the  more  distant 
appearances  of  the  greater  masses  of  the  universe,  in- 
cluding the  earth  itself,  teaches  us  that  these  bodies  are 
playing  the  same  part,  on  a grander  stage,  as  the  most 
minute  particles  of  dust  whicli  dance  in  the  sunbeam,  or 
the  still  more  impalpable  atoms  of  air  which  float  around 
us.  The  force  of  an  irresistible  body  of  analogies, 
therefore,  hurries  us  to  the  conviction  that  the  same 
physical  properties,  which  observation  and  experience 
disclose  to  us  in  the  more  limited  masses  wdiich  imme- 
diately surround  us,  are  exhibited  in  exactly  the  same 
manner  among  those  infinite  systems  of  bodies,  which, 
filling  the  immensity  of  space,  are  placed  far  beyond 
tlie  reach  of  that  species  of  observation  by  which  alone 
those  peculiar  qualities  can  be  detected. 

Like  other  physical  (lualitics,  the  distribution  of  heat 
is  regulated  by  the  same  laws  among  the  bodies  of  tlie 
universe  as  among  the  bodies  whicb  surround  us.  The 
earth  radiates  and  absorbs  heat  in  the  same  manner  as 
any  body  placed  on  its  surface.  If  there  were  no  ex- 
ternal source  of  heat,  therefore,  the  consequence  would 
be  that  the  earth,  by  constantly  dismissing  heat  by  ra- 
diation into  the  surrounding  space,  would  be  gradually 
cooled,  and  the  temperature  of  all  objects  would  fall 
indefinitely.  Liquids  would  be  converted  into  solids ; 
and  gases  into  liquids,  and  subsequently  into  solids. 
But  although  the  earth  radiates  heat,  and  thereby  con- 
tinually loses  a portion  of  that  heat  which  it  contains, 
it,  on  the  other  hand,  absorbs  such  heat  as  is  radiated 
upon  it  by  other  bodies.  The  bodies  of  the  universe, 
from  which  the  earth  in  this  manner  may  receive  a 
supply  of  heat  to  replace  its  loss  by  radiation,  may  be 
expressed  in  three  distinct  classes  : 1 st,  tbe  sun  ; 2d,  the 
other  bodies  of  the  solar  system,  including  planets  and 
satellites,  and  the  moon  ; and,  3d,  the  fixed  stars. 
We  have  already  seen  that  the  heat  which  accompanies 
the  rays  reflected  from  the  moon  is  inappreciable  to  the 
most  sensible  thermometer ; and  that,  even  admitting 
that  the  reflection  of  heat  from  the  moon  was  propor- 
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tional  with  its  reflection  of  light,  the  utmost  effect  of 
its  rays,  when  condensed  300  times  by  a powerful  re- 
flector or  lens,  would  not  produce  an  effect  amounting 
to  a minute  fraction  of  a degree  of  the  thermometer. 
It  may,  therefore,  he  assumed,  that  from  the  moon  the 
earth  receives  no  sensible  supply  of  heat  to  replace  that 
which  it  loses. 

The  experiments  of  jirofessor  Leslie  on  radiation 
lead  to  the  conclusion  that  the  jiower  of  radiated  heat 
from  a given  object  varies  with  the  magnitude  of  the 
object  and  the  di.stance,  increa.sing  in  the  .same  projior- 
tion  as  the  superficial  magnitude  is  increa.sed  (the  nature 
of  the  surface  being  supposed  to  be  given),  and  de- 
creasing in  the  same  proportion  as  the  di.stance  is  in- 
creased. From  this  conclusion  it  follows,  that  the  effect 
of  heat  radiated  from  an  object  is  always  proportional 
to  the  apparent  visual  magnitude  of  that  object.  'I'hus, 
if  two  bodies,  radiating  heat  in  a similar  manner,  have 
the  same  apparent  magnitude,  wlwtever  be  their  real 
magnitude,  the  effect  of  their  raiUated  heat  will  be  the 
same. 

Assuming  that  the  surfaces  of  the  planets  and  their 
satellites  have  the  same  power  of  reflecting  heat  as 
the  moon,  it  will  follow,  that  tlie  effects  of  these 
bodies  in  radiating  heat  to  the  earth,  compared  with 
that  of  the  moon,  will  be  in  proportion  to  their  apparent 
magnitudes.  Now,  the  apparent  magnitude  of  the 
largest  of  these  bodies  is  proiUgiously  less  than  that  of 
the  moon,  and  many  of  them  have  so  small  an  apparent 
magnitude  as  to  be  invisible  to  the  naked  eye.  It  fol- 
lows, therefore,  if  tlie  heat  radiated  to  the  earth  by  the 
moon  be  inappreciable,  that  which  proceeds  from  the 
planets  and  other  bodies  to  the  solar  system  will  be  still 
more  inconsiderable.  So  far,  therefore,  as  the  solar 
system  is  concerned,  the  sun  alone  must  he  regarded  as 
the  means  of  restoring  to  the  earth  tlie  heat  which  it 
loses  by  radiation. 

All  the  results  of  astronomical  observation  counte- 
nance the  i>robability  that  the  fixed  stars  are  bodies 
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similar  to  the  sun.  They  shine  with  their  own  light, 
and  not,  like  the  planets,  with  light  received  from  an- 
other object.  Their  light  is,  therefore,  far  more  intense 
and  splendid  than  that  of  any  planet.  If  it  be  as- 
sumed, that  these  bodies  be  similar  to  the  sun,  we  may 
suppose  that  their  rays  are  equally  calorific.  It  will 
tlierefore  follow,  by  the  law  established  by  sir  John 
Leslie,  that  the  heating  power  of  the  fixed  stars  will  be, 
to  that  of  the  sun,  in  the  proportion  of  their  apparent 
magnitudes.  On  a first  view  of  these  facts,  ami  con- 
sidering the  intense  heating  power  of  the  sun’s  rays, 
and  the  immense  number  of  the  fixed  stars,  it  might  be 
supposed  that  the  firmament,  studded  as  it  is  by  these 
bodies,  would  offer  an  extensive  source  of  heat.  Such, 
however,  is  not  the  fact.  The  distance  even  of  the 
nearest  fixed  stars  is  so  immense,  that  the  most  power- 
ful telescope  ever  yet  constructed  has  been  incapable  of 
producing  the  slightest  effect  in  magnifying  them.  In 
fact,  no  fixed  star  has  any  visual  magnitude  whatever  : 
they  are  mere  lucid  points  which  subtend  no  angle  to 
the  eye.  If,  therefore,  Leslie’s  law  be  applied  to  them, 
it  will  follow  that  the  heat  of  solar  light  is,  to  that  of 
the  fixed  stars,  in  an  infinite  proportion. 

From  this  it  appears  that  the  only  external  source  of 
appreciable  heat  to  the  earth  is  the  sun. 

The  composition  of  solar  light,  and  the  different 
heating  powers  of  its  constituent  parts,  have  been  already 
fully  explained  in  Chapter  XIV.  AV’e  have  also  shown 
in  that  chapter  the  intense  heating  power  of  the  natural 
light  of  the  sun  when  concentrated  by  artificial  means. 
The  heat  produced  in  this  manner  far  exceeds  in  in- 
tensity most  artificial  heats,  and  is,  probably,  not  inferior 
to  the  powers  of  A’oltaic  electricity,  or  to  the  effects  of 
the  blow-pipe. 

II.  Electricity. 

M'hen  the  electrical  equilibrium  of  two  bodies  has 
been  destroyed,  its  sudden  restoration  is  attended  with  an 
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exhibition  of  light  and  an  intense  heat.  A like  effect 
attends  the  same  phenomena  in  Voltaic  electricity.  These 
subjects,  however,  belong  more  properly  to  the  subject 
of  electricity  than  to  that  of  the  present  treatise,  and  we 
shall,  therefore,  confine  ourselves  merely  to  the  mention 
of  them  as  one  of  the  sources  of  heat,  reserving  a de- 
tailed account  of  the  effects  for  our  Treatise  on  Elec- 
tricity. 


III.  Condenmtion  of  Vapour,  and  Solidification  of 
Liquidn. 

In  the  Sixth  and  Seventh  Chapters  of  this  volume 
these  phenomena  have  been  fully  explained.  \\'hen 
a body  in  the  liquid  state  passes  into  the  solid  form, 
or  is  congealed,  all  that  quantity  of  heat  which  existed 
in  it  in  the  latent  form  is  disengaged,  and  may  be 
communicated  to  any  other  body,  and  caused  either  to 
raise  its  temperature,  or  to  produce  on  it  any  of  the 
physical  efi'ects  of  heat.  In  some  cases,  this  latent  heat 
may  be  made  to  afiect  the  temperature  of  the  ice  itself, 
and  actually  to  become  sensible  in  the  ice.  Thus,  if 
water  be  cooled  below  its  freezing  point,  still  remaining 
in  the  liquitl  state  which  it  may  be,  even  to  the  extent 
of  below  the  freezing  point,  the  moment  it  solidifies 
it  rises  to  the  temperature  of  32°.  A part  of  the  heat 
which  is  extricated  in  solidification  is  here  employed  in 
warming  the  ice  to  the  tenqierature  of  the  freezing 
point ; the  remainder  is  dismissed  into  the  surrounding 
air,  or  communicated  to  any  adjacent  object,  and  may  be 
employed  in  producing  any  of  the  ordinary  effects  of 
heat. 

In  the  condensation  of  vapour,  or  its  restoration  to 
the  liquid  state,  all  that  heat  which  is  absorbed  in  taking 
tile  vaporous  form  is  dismissed,  and  may  be  commu- 
nicated to  any  other  body,  and  made  to  produce  any  of 
the  effects  of  heat. 
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IV.  Percussion,  Compression,  and  Friction. 

In  general,  when  a body,  by  mechanical  force  or 
other  means,  is  reduced  in  its  dimensions,  so  that  its 
particles  pass  into  a more  condensed  state,  heat  is  evolved 
— that  is,  the  temperature  of  the  body  is  raised. 

A piece  of  metal,  struck  with  a hammer,  becomes 
warm ; and  if  the  blow  be  repeated,  the  temperature  will 
be  constantly  raised.  Iron  may,  in  this  manner,  be 
rendered  even  red-hot  by  percussion ; but  there  is  a limit 
to  this  process;  and  it  is  found  that,  after  a certain  quan- 
tity of  hammering,  the  metal  attains  a state  at  which  it 
is  incapable  of  evolving  more  heat. 

'I’here  is  reason  to  suppose  that  when  it  has  attained 
this  limit,  it  is  capable  of  no  further  condensation  by 
percussion ; and  this  woukl  lead  us  to  connect  the  evolu- 
tion of  heat  witli  the  increase  of  density. 

Tliere  is  also  reason  to  believe  that  the  increased 
density  is  attended  with  a decrease  of  specific  heat,  — a 
circumstance  which  would  account  for  the  evolution  of 
heat ; since  the  body,  after  condensation,  contains  the 
same  absolute  quantity  of  heat  as  before,  by  wliich  a 
diminished  specific  heat  will  give  it  a higher  temper- 
ature. 'I’he  heat  whicli  is  evolved  in  tlie  rolling  of 
metallic  plates,  and  in  wire-drawing,  may  be  attributed 
partly  to  compression  and  partly  to  friction. 

The  most  remarkable  case  of  the  evolution  of  heat 
by  compression  is  exhibited  when  air  is  highly  con- 
densed. It  would  seem  that  the  heat  evolved  in  this 
process  is  sometimes  so  intense  as  to  be  accompanied  by 
light.  A slight  flash  of  light  is  observed  to  accompany 
the  discharge  of  an  air-gun  in  the  dark ; and  if  a glass 
Ions  be  fixed  in  the  side  of  the  copper  ball  in  which  the 
air  is  condensed,  a flash  of  light  will  be  observed  at  each 
stroke  of  the  piston. 

"U  hether  the  air,  in  compression,  however,  becomes 
luminous  or  not,  it  is  certain  that  it  attains  a temper- 
ature sufficient  to  ignite  certain  substances.  If  a small 
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portion  of  the  species  of  fungus  called  boletus  igniarius 
or  amadou  be  steeped  in  a solution  of  nitre,  and  dried, 
it  will  take  fire,  when  placed  under  the  piston  of  a syringe 
in  which  air  is  suddenly  condensed. 

Every  one  is  familiar  with  examples  of  the  evolution 
of  heat  by  friction.  It  is  well  known  that  fire  may  be 
kindled  by  rubbing  pieces  of  dry  wood  rapidly  against 
one  another,  accompanied  by  pressure.  If  the  axle  on 
which  a carriage  wheel  revolves  be  not  kej)t  well  oiled 
or  greased,  so  as  to  diminish  the  friction,  it  may  lie- 
coine  red  hot,  and  has  even  been  known  to  set  fire  to 
tlie  wheel.  In  factories,  where  j)ieces  of  machinery  are 
kept  in  rapid  motion,  it  is  necessary  to  supply  to  those 
parts  of  tliem  whicli  are  most  exjHJsed  to  friction,  a 
stream  of  water  to  keep  them  cool. 

The  most  remarkable  set  of  experiments  instituted 
for  the  purpose  of  investigating  the  efiects  of  friction  in 
the  production  of  heat,  were  e.xecuted  by  count  Hum- 
ford. 

'I'his  philosopher  took  a cannon,  cast  solid,  and  rough 
from  the  foundery.  lie  had  its  extremity  cut  off',  and 
turned  it  in  the  form  of  a cylinder,  about  eiglit  inche.s 
diameter,  and  ten  inches  long  ; it  was  connected  with  the 
cannon  by  a small  cylindrical  neck.  In  tliis  cylinder, 
a hole  was  bored,  3,'^th  inches  in  diameter,  and 
Troths  in  length.  Into  this  hole  was  put  a blunt  steel 
borer,  which,  by  means  of  horses,  was  made  to  rub 
against  the  bottom.  At  the  same  time  a hole  was  made 
in  tlte  cylinder,  perpendicular  to  the  direction  of  the 
bore,  ami  extending  in  the  solid  part  a little  beyond  the 
end  of  the  bore.  Into  this  hole  was  introduced  a ther- 
mometer to  determine  the  heat  acquired  by  the  cylinder. 
In  order  to  prevent  the  escape  of  the  heat,  the  cylinder 
was  surrouniled  with  ffannel.  Matters  being  thus  ar- 
ranged, the  borer  was  pressed  against  the  bottom  of  the 
hole,  with  a force  of  about  10,000  lbs.,  and  the  cylinder 
was  made  at  the  same  time  to  revolve  once  in  two  se- 
conds. .\t  the  commencement  of  the  experiment,  the 
temperature  of  the  cylinder  was  (i0°.  At  the  end  of 
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half  an  liour  it  attained  a temperature  of  130°.  Tlie 
metallic  du.st,  produced  l>y  the  friction,  weighed  837 
grains.  If  it  be  supposed  that  the  heat  wide))  raised 
the  temperature  of  the  cylinder  was  all  evolved  from 
this  dust,  it  must  have  given  out  as"  much  heat  as  would 
raise  it  through  a range  of  temperature,  amounting  to 
the  inconceivable  e,vtent  of  1)6300°  ; for  the  weight  of 
the  cylinder  was  <118  times  the  weight  of  the  dust,  con- 
sequently, to  raise  the  cylinder  1°,  would  require  as 
much  heat  as  would  raise  the  <lust  0 18“ ; but,  as  the 
cylinder  was  raised  70°,  we  shall  obtain  the  whole 
a)))ount  of  heat  disengaged  by  the  dust,  by  )nultiplying 
f)18°  by  70.  In  another  experiment,  count  Ilumford 
enclosed  the  cylinder  in  a wooden  box,  filled  with  water, 
which  effectually  e.xcluded  air,  the  cylinder  itself,  and 
the  borer,  being  surrounded  with  water.  The  motion 
of  the  instniinent  was,  at  the  same  tinre,  not  impeded 
by  this  arrangoncDt.  'I'he  quantity  of  water  amounted 
to  1 8‘77  lbs.  avoirdupois,  and  the  temperature  of  the 
whole,  at  the  beginnmg  of  the  experiment,  was  60°. 
The  cylinder  was  )nade  to  revolve  for  an  hour  at  the 
same  rate  as  before  ; and  the  temperature  of  the  water 
■was  raised  to  107°.  In  half  an  hour  more  it  was  raised 
to  178°;  and  in  2^  hours,  front  the  commencement  of 
the  experiment,  the  water  actually  boiled.  The  hea8 
evolved  in  this  jtrocess  was  calculated  to  have  been 
sufficient  to  raise  26’^  lbs.  of  water  from  32°  to  boiling 
heat. 

Sir  Humphry  Davy  showed  that  two  pieces  of  ice> 
in  an  attnosphere  tnaintained  at  the  temperature  of 
32°,  were  caused  to  tnelt  each  other  by  rubbing  them 
together. 

It  does  not  appear  that  the  evolution  of  heat  by 
friction  can  be  reduced  to  that  class  of  phenomena  in 
which  increase  of  temperature  accompanies  increase  of 
density.  Heat  is  juoduced  by  rubbing  soft  bodies 
against  one  another,  in  cases  where  no  increase  of  den- 
sity takes  place.  If  the  hands  be  rubbed  stnartly  to- 
gether, or  against  a piece  of  cloth,  or  any  rough  surface, 
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warmth  will  be  obtainerl,  and  heat  developed.  Neither 
can  this  phenomenon  be  traced  to  any  effect  produced  on 
the  specific  heat  of  the  bodies  which  are  rubbed  together, 
for  the  specific  heat  remains  the  same  after  the  friction 
as  before,  nor  has  it  any  analogy  to  combustion,  or  other 
cases  of  chemical  combination.  The  presence  of  oxygen 
gas,  or  any  other  supporter  of  combustion,  is  altogether 
unnecessary. 

y.  Clumiral  Combinntion, 

This  source  of  heat  has  been  explaineti  incidentally, 
in  several  parts  of  tlie  preceding  chapters,  so  fully,  that 
little  remains  to  be  addetl  on  the  subject  in  this  jilace. 
It  has  been  shown  that  chemical  combination  is  the 
cause  of  the  whole  series  of  phenomena  of  combustion, 
and  tliat  every  case  whatever,  in  which  bodies  combine 
diemically,  is  attended  with  a change  of  temperature. 
MTierever  the  temperature  of  the  compound  is  greater 
tlian  that  of  the  components,  chemical  combination  Ix'- 
comes  a source  of  heat,  ^\’e  .shall  merely  add  here  a 
few  examples  illustrative  of  this  jirinciple,  in  addition 
to  those  which  have  been  already  given  in  other  parts 
of  this  volume. 

If  a quantity  of  water  be  poured  on  a mass  of  quick 
lime,  a temperature  is  ])ro<luced  considerably  exceeding 
that  of  boiling  water,  ^^'ater,  in  this  process,  passes 
from  the  liquid  to  the  solid  state,  and,  in  so  tloing,  dis- 
misses its  latent  heat,  in  the  same  manner  as  it  would 
in  freezing.  'J'his  is  one  obvious  source  of  heat  in  the 
experiment.  It  does  not  however  follow,  that  it  is  the 
only  one. 

If  a current  of  muriatic  acid  gas  be  pa.<sed  through 
water,  a considerable  elevation  of  temjierature  will  be 
produced.  In  this  cases  chemical  combination  is  formed 
between  the  gas  and  the  water. 

If  oxygen  and  hydrogen  gases,  in  the  proportion  of 
.S  to  I by  weight,  be  introduced  into  the  same  vessel,  an 
electric  spark  passed  through  them  will  cause  them  to 
combine,  and  water  will  be  formed.  The  heat  produced  in 
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the  transition  of  these  gases  to  the  liquid  state^  obtained 
by  combination,  is  very  considerable. 

U'hen  the  chloride  of  azote,  an  oily  liquid,  is  decom- 
posed, its  constituents  take  the  form  of  gas,  and  expand 
into  fiOO  times  their  volume.  The  expansion  is  accom- 
panied by  a considerable  evolution  of  light  and  heat,  and 
by  explosion.  'I’liis  is  one  of  the  cases  in  which  che- 
mical action  seems  to  evolve  heat  in  circumstftnces  con- 
trary to  that  in  which  it  is  produced  by  mechanical 
means. ' The  evolution  of  heat  is  here  accompanied  by 
a change  which,  when  chemical  agency  is  not  present,  is 
generally  productive  of  extreme  cold ; viz.  a transition 
from  the  liquid  to  the  gaseous  state. 

^T.  Animal  lAfe. 

The  investigation  of  this  source  of  heat  belongs  more 
properly  to  physiology  than  to  the  subject  of  the  present 
treatise.  It  may  be  sufficient,  therefore,  to  state  here, 
that  there  exists,  in  the  animal  economy,  some  unknown 
means  by  which  heat  is  produced  and  regulated.  It  is 
the  peculiar  property  of  life,  that  a living  body  main- 
tains the  same  degree  of  heat  in  all  vicissitudes  of  cli- 
mate and  wcatlier.  The  temperature  of  the  human 
body  is  maintained  at  about  C)8°,  whether  it  be  exposed 
to  the  frozen  atmosphere  of  the  pole,  or  to  the  ardent 
heat  of  the  tropics.  In  the  animal  economy,  therefore, 
there  must  exist  certain  properties  by  which  temperature, 
if  not  the  quantity  of  heat  itself,  is  regulated,  its  ex- 
cess checkeil,  and  its  defects  supplied. 

^V'hatever  be  the  means  by  which  heat  is  generated  in 
the  system,  the  processes  of  perspiration  anil  evapor- 
ation, radiation  from  the  surface  of  the  body,  and  the 
loss  of  heat  by  contact  with  the  surrounding  air,  and 
other  objects  of  a lower  temperature,  are  sufficient  to 
explain  why  the  heat  generated  in  the  system  does  not 
accumulate  so  as  to  raise  the  temperature  indefinitely, 
and  that,  on  the  contrary,  ivhy,  whatever  be  the  tem- 
perature of  tlie  climate,  that  of  the  body  does  not  ex- 
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ceed  a certain  limit.  When  the  temperature  of  the 
climate  is  low,  radiation,  and  conduction,  and  the  loss 
of  lieat  by  the  contact  of  cold  objects,  operate  power- 
fully, in  proportion  to  the  difference  between  the 
temperature  of  surrounding  objects  anti  that  of  the 
body.  In  warm  weather,  or  in  hot  climates,  where  tlie 
difference  between  the  temperature  of  the  body  and  that 
of  the  air  and  every  surrounding  object  is  small,  these 
effects  are  proportionally  diminished  ; but  then  the  heat 
carried  off  by  perspiration  and  evaporation  from  the 
skin  is  proportionally  increased,  so  that  as  the  activity 
of  one  principle  is  abated,  the  other  receives  increased 
energy,  and  the  temperature  of  the  body  is  regulated  and 
iixed. 

It  is  not,  however,  so  easy  to  explain  the  natural 
means  provided  in  the  animal  economy,  by  which  heat 
is  generated,  d'he  obvious  analogy  which  respiration 
bears  to  combustion,  first  suggi-sted  a method  of  ex- 
plaining this  process.  In  rcs[)iration,  oxygen  combines 
with  carbon,  and  in  combustion,  a like  effect  takes 
place.  Hence  the  combination  of  oxygen  with  carbon 
in  the  lungs,  furnished  the  foundation  of  one  of  the 
earliest  attempts  to  explain  the  source  of  animal  heat. 
The  heat  evolved  in  this  combination  in  the  lungs  was 
supposed  to  be  communicated  to  the  blood,  and  to  be 
thus  circulated  through  the  system;  but  here  a difficulty 
presented  itself.  Under  these  circumstances  the  lungs 
would  l)e  the  hottest  part  of  the  body,  a consequence  not 
consistent  with  fact.  This  difficulty  was  removed  by 
a theory  proposed  by  Ur.  Crawford.  He  stated,  from 
some  exjieriments  which  he  had  made  on  arterial  and 
venous  blood,  that  the  specific  heat  of  arterial  blood  was 
greater  than  that  of  venous  blood,  in  the  proportion  of 
1030  to  892 ; and,  consequently,  as  the  blood  passed 
from  the  lungs  to  the  arteries,  its  capacity  for  heat  was 
suddenly  increased,  and  the  heat  evolved  by  the  com- 
bination of  oxygen  with  carbon,  in  the  process  of  re- 
spiration, was  consumed  in  supplying  to  the  arterial 
blood  that  additional  quantity  of  heat  which  its  increased 
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capacity  rendered  necessary  for  the  preservation  of  its 
temperature.  The  arterial  blood,  in  passing  from  the 
arteries  through  the  capillaries,  again  underwent  a di- 
minished capacity  for  heat,  and  heat  must,  therefore,  he 
<lisinissed  into  the  system.  Thus  the  heat  absorbed  by 
the  arterial  blood  in  the  veins  was  communicated  to  every 
part  of  the  system,  and  maintained  its  temperature. 

This  theory,  plausible  and  beautiful  as  it  unejuestion- 
ably  is,  was  attacked  by  Dr.  John  Davy,  who  disputed 
the  fact  on  which  it  was  founded.  He  stated,  on  the 
authority  of  ex])erimenfs  made  by  himself,  that  there  is 
little  or  no  difference  between  the  specific  heats  of  ar- 
terial and  venous  blood  ; and,  therefore,  the  heat  evolved 
in  respiration  cannot  be  consumed  by  any  increased  ca- 
pacity which  the  blood  acquires  in  the  lungs. 

According  to  another  theory,  the  oxygen  inhaled  in 
respiration  is  not  immediately  combined  with  carbon 
in  that  ])rocess,  but  is  dissolved  by  the  blood,  and  car- 
ried with  it  through  the  system.  In  its  progress  it  is 
gradually  combined  with  carbon,  and,  on  returning  to 
the  lungs,  it  is  expired  in  the  form  of  carbonic  acid. 
This  supposition  would  account  for  the  gradual  evolution 
of  heat  by  the  blood  as  it  passes  through  the  system. 

Some  j)hilosophers  deny  altogether  that  the  comhiiia- 
tion  of  oxygen  with  carbon  in  the  system  is,  in  any 
degree,  instrumental  in  the  production  of  animal  heat, 
a id  refer  the  evolution  of  caloric  altogether  to  the  in- 
fiuence  of  the  nervous  system.  Among  these  autho- 
rities the  principal  is  l\lr.  IJrodie,  who  made  some  in- 
genious experiments  on  rabbits,  with  a view  to  overturn 
the  received  theory.  A rabbit  was  killed  by  the  division 
of  its  spinal  marrow.  The  head  was  removed,  the  ves- 
sels of  the  neck  being  secured  by  ligatures,  and  the 
nozle  of  a bellows  fitted  to  the  trachea.  In  this  way 
artificial  respiration  was  continued  by  the  bellows  in 
the  dead  body  of  the  animal.  The  circulation  was  thus 
continued,  and  the  air  respired  underwent  the  same 
changes  as  in  the  living  animal ; nevertheless  the  tein- 
jierature  of  the  body  fell,  even  more  rapidly  than  in  ano- 
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ther  rabbit  of  exactly  the  same  size  ami  colour,  killed 
in  a similar  manner,  but  in  which  the  process  of  artifi- 
caal  respiration  was  not  carried  on. 

I'he  result  of  this  experiment  of  Brodie  has  been, 
however,  disputed  ; and  the  experiment  being  repeated 
by  other  physiologists  is  said  to  have  been  attended  with 
different  effects,  tlie  process  of  cooling  Ixdng  evidently 
retarded  by  artificial  respiration.  Indeed,  there  are 
many  circumstances,  which,  taken  together,  form  a body 
of  evidence  almost  irresistible,  that  the  source  of  animal 
heat  is  somehow  or  other  dependent  on  or  connected 
with  the  process  of  respiration.  Thus  it  is  found,  that 
the  temfierature  of  the  blood  is  low,  anil  is  influenced  by 
the  temperature  of  the  surrounding  medium  in  all  those 
classes  of  animals  whose  respiratory  organs  are  small 
and  weak,  and  which  consume  oxygen  in  small  quan- 
tities, and  generate  little  carbonic  acid  in  respiration. 
On  tlie  other  hand,  the  warm-blooded  animals  are  found 
to  possess  powerful  respiratory  organs;  and  in  proportion 
as  the  temperature  of  the  animal  is  high,  so  is  their 
breathing  apparatus  large,  and  the  consumption  of 
oxygen  and  production  of  carbonic  acid  considerable. 
In  the  same  animal,  also,  the  state  of  the  circulation  has 
an  obvious  connection  with  tlie  power  of  generating 
heat.  M hen  the  blood  circulates  slowly,  the  temper- 
ature is  low  ; and,  on  the  contrary,  when  the  circulation 
is  rajiid,  and  oxygen  consumed,  and  carbonic  acid  pro- 
duced largely,  heat  is  generated  rapidly  and  abundantly. 

From  some  experiments  made  by  Jurine  and  Aber- 
nethy,  it  would  follow  that  the  whole  surface  of  tlie 
body  is  employed  in  a sort  of  respiration;  for  oxygen  is 
consumeil,  and  carbonic  acid  generated  at  the  surface  of 
the  skin.  Though  these  experiments  have  been  ques- 
tioned, so  far  as  regards  tlie  human  subject,  they  arc  in- 
disputable with  respect  to  other  animals.  If  this,  then, 
be  assumed,  will  it  not  follow  that  heat  is  generated  by 
this  combination  of  oxygen  and  carbon,  throughout  the 
whole  surface  of  the  body,  as  well  as  by  the  process  of 
respiration  ? 
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Having  in  the  preceding  chapters  of  this  volume  ex- 
plained, with  some  detail,  the  various  and  complicated 
effects  produced  by  heat,  under  all  the  variety  of  circum- 
stances in  which  that  physical  principle  exhibits  itself, 
it  now  only  remains  to  notice  the  attempts  which  have 
been  made  by  different  philosojdiers  to  generalise  these 
phenomena,  and  by  ascending  in  the  chain  of  effects  to 
discover  thereby  the  nature  of  their  common  cause. 

Two  different  hypotlieses  have  been  proposed  respect- 
ing the  nature  of  heat.  In  the  first,  it  is  regarded  as 
a material  substance  ,mi  generis,  which  pervades  all 
nature,  and  is  capable  of  combination  with  other  bodies, 
and  by  such  combination,  produces  the  various  effects 
attributed  to  heat.  In  the  other,  heat  is  regarded  not 
as  a material  substance,  but  as  a quality  of  matter.  A 
body  when  heated  is  supposed  to  be  put  in  a certain 
state  in  which  its  constituent  molecules,  or  the  mole- 
cules of  some  subtle  fluid  which  pervades  it,  are  put 
into  a state  of  vibration  ; and  this  vibration  is  considered 
as  the  cause  of  heat. 

The  vibratory  hypothesis  has  been  maintained  in  dif- 
ferent senses  by  different  philosophers.  By  some,  the 
vibration  is  attributed  to  the  constituent  molecules  of 
the  body  which  manifests  the  quality  of  heat.  Others 
suppose,  that  a certain  subtle  fluid  pervades  all  nature, 
which  is  highly  elastic,  and  suscejitible  of  vibration  ; 
that  it  not  only  fills  the  abysses  of  space,  but  is  dif- 
fused through  the  dimensions  of  all  bodies,  whether  in 
the  gaseous,  liquid,  or  solid  form  ; that  this  subtle  fluid 
is  capable  of  being  put  into  a state  of  vibration;  and  tliat 
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such  vibrations  are  the  cause  of  lieat,  anti  probably,  in 
another  degree,  the  cause  of  bght.  Leslie  attributes 
these  vibrations  to  the  air. 

According  to  the  material  hypothesis,  the  expansion 
produced,  when  the  temperature  of  the  body  is  raisetl,  is 
owing  to  the  calorific  fluid  which  penetrates  its  dimen- 
sions, and  increases  its  hulk  ; and  the  more  of  this  fluid 
is  added,  the  greater  will  lie  the  increase  of  bulk. 

Different  bodies  are  differently  enlarged  by  the  addi- 
tion of  this  fluid,  according  to  the  nature  of  their 
powers,  and  to  the  degree  of  attraction  which  their 
molecules  have  for  the  molecules  of  heat.  If  there  be 
a slight  attraction,  then  the  increase  of  dimension  by 
the  infusion  of  the  particles  of  heat  is  considerable.  If, 
on  the  contrary,  there  be  a strong  affinity,  then  the 
molecules  coalescing  into  a smaller  capacity,  produce  a 
less  degree  of  expansion  ; and  hence  the  phenomena  of 
specific  heat  are  attempted  to  be  explained. 

In  some  cases  an  actual  chemical  combination  takes 
place  between  the  molecules  of  heat  and  those  of  the 
body  by  which  the  form  of  the  body  is  totally  changed, 
and  by  which  the  moleculesof  heat  lose  their  characteristic 
property.  These  circumstances  are  derived,  by  an  ob- 
vious analogy,  from  the  ordinary  phenomena  of  che- 
mical combination,  in  which  the  component  parts  often 
lose  their  peculiar  qualities  by  combination  ; and  they 
more  frequently  do  so  the  more  powerful  the  affinity  by 
which  the  combination  is  produced.  When  the  mole- 
cules of  heat  thus  intimately  combine  with  the  molecules 
of  the  solid,  the  solid  becomes  a liquid,  and  the  heat 
loses  its  ordinary  quality  of  raising  the  temperature  of 
tlie  body.  In  order  to  awaken  this  affinity,  and  give 
efficacy  to  it,  it  is  necessary  that  the  body  should  pre- 
viously be  raised  to  a certain  temperature.  Hence  the 
melting  point  of  each  body  is  fixed,  ^\’hen  the  lique- 
faction is  completed,  the  affinity  is  satisfied,  and  tlie 
body  is  so  far  saturated  with  heat.  A similar  comhin- 
ation  is  adduced  in  explanation  of  the  transition  of  a 
body  from  the  liquid  to  the  vaporous  form.  According  to 
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this  hypothesis,  the  condensation  of  the  vapour  and  the 
congelation  of  the  liquid,  are  instances  of  a decom- 
position, in  which  the  matter  of  heat  is  separated  from 
them.  Jlodies,  wlien  they  radiate  heat,  dismiss  the  par- 
ticles of  caloric,  which  j)ass  through  space  with  a force 
proportional  to  that  with  which  they  are  emitted,  and, 
encountering  other  bodies,  are  absorbed  or  reflected  in 
a greater  or  a less  degree,  according  to  the  affinities  of 
the  particles  occupying  the  surface  of  these  bodies  for 
them. 

'I'he  fact  that  heat  is  transmitted  through  a vacuum, 
is  also  generally  adduced  in  support  of  this  hyjiothesis, 
in  opposition  to  the  vibratory  theory.  If  heat  be  ad- 
mitted to  be  a material  substance,  it  is  easily  conceiv- 
able that  it  may  pass  tlirough  a glass  receiver,  and, 
penetrating  the  vacuum,  affect  the  thermometer  placed 
in  it. 

Such  are  the  leading  arguments  by  which  the  mate- 
rial hypothesis  is  suj)]>orted ; and  are,  indeed,  the  facts 
on  which  it  was  probably  formed. 

The  fact  that  certain  liquids  expand  in  freezing,  al- 
though, at  first,  it  a])pears  at  variance  with  this  hy- 
pothesis, may,  perhaps,  admit  of  explanation,  on  the 
supposition  that  the  extrication  of  heat  calls  into  ex- 
istence among  the  particles  forces  which  cause  their 
mutual  separation.  The  expansion  of  water  between 
and  the  freezing  point,  might  be  conceived  to  l)e 
explained  in  the  same  way.  It  is  difficult,  however,  to 
reconcile  this  theory  with  the  phenomena  of  ignition  and 
combustion  ; and  these  jdienomena  are,  accordingly,  by 
some  philosophers,  considered  to  be  utterly  inconsistent 
with  the  material  hypothesis. 

If  it  be  admitted  that  heat  is  a material  substance 
sni  generh,  we  might  naturally  expect  that  a body  would 
increase  in  weight  in  proportion  as  heat  is  added  to  it. 
Thus,  a given  weight  of  water,  at  212°,  when  con- 
verted into  steam,  receives  1000°  of  heat,  and  should, 
therefore,  be  heavier,  when  in  the  form  of  steam, 
by  the  weight  of  the  heat  added  to  it.  Accord- 
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cordingly,  many  philosophers  have  attempte<l  to  test  the 
material  theory  by  this  fact.  Dr.  Fordyce  put  about 
1700  grains  of  water  into  a glass  vessel,  and  sealed  it 
hermetically.  Its  temperature  was  reduced  to  .S2°  by  a 
freezing  mixture.  It  was  carefully  weighed,  and  again 
exposed  to  the  action  of  cold,  by  which  a considerable 
portion  of  tlie  water  it  contained  was  frozen.  This 
water  then  dismis.sed  140°  of  heat;  ami  it  was  expected, 
in  conformity  with  the  material  tlieory,  that  a loss  of 
weight  woulil  have  ensued.  On  the  contrary,  it  was  found, 
by  weighing  the  vessel,  that  the  weight  was  increasetl 
by  the  si.xtieth  part  of  a grain.  Similar  experiments, 
however,  were  subsequently  made  by  other  philosophers; 
and  there  is  reason  to  conclude  that  no  actual  change  of 
weight  takes  j)lace  in  a Iwdy  by  any  change  of  tem- 
perature, or  by  the  extrication  of  heat  in  the  process 
either  of  condensation  or  li(]uefaction.  It  must  hence 
be  admitted,  that,  if  heat  be  a material  substance,  it  is 
one  which  either  does  not  po.s.sess  the  property  of  gravi- 
tation, or  possesses  it  in  so  small  a degree  as  to  be  in- 
appreciable by  any  means  whicii  we  possess  of  mea- 
suring it. 

An  ingenious  experiment,  instituted  by  count  Rum- 
ford,  with  a view  to  determine  this  point,  may  be  here 
mentioned.  He  suspended  equal  weights  of  water  and 
quicksilver,  inclosed  in  two  Iwttles,  from  the  arms  of  a 
highly  sensible  balance.  The  liquids  in  this  case  had 
the  temperature  of  tlie  apartment  in  which  tlie  experi- 
tueiU  took  place,  which  was  ()1°.  He  then  exposed 
ihef^i,  for  twenty-four  hours,  to  an  atmosphere  of  1>4°  ; 
the  weight,  however,  remained  j)recisely  the  same. 
Now,  from  the  respective  specific  heats  of  these  two  li- 
quids, it  is  certain  that,  in  descending  from  the  tem- 
l)erature  of  0T°  to  34°,  the  water  must  have  parted 
witli  at  least  thirty  times  as  much  heat  as  the  mer- 
cury. 

Resides  the  defect  in  the  material  theory  of  failing  to 
explain  these  phenomena  in  which  heat  is  evolved,  to- 
gether with  light,  this  theory  contains  an  inherent  vice. 
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by  afisuming  the  existence  of  a body  which  has  never 
been  obtained  in  a separate  form,  — a body  also,  which, 
so  far  as  all  means  of  practical  investigation  afford  any 
evidence,  is  destitute  of  the  leading  material  character  of 
gravitation.  In  this  respect,  the  theory  is  in  the  pre- 
dicament of  the  exploded  phlogistic  theory  of  Stahl, 
in  which  the  only  evidence  of  the  existence  of  such  a 
substance  as  phlogiston,  was  the  convenience  it  afforded 
in  explaining  the  phenomena  of  combustion. 

The  advocates  for  the  vibratory  theory  contend,  that 
the  material  hypothesis,  besides  totally  failing  to  ex- 
plain an  extensive  and  striking  class  of  the  phenomena 
of  heat,  is  involved  in  a contradiction,  by  the  result  of 
the  experiment  of  count  Rumford,  described  in  page 
38.5,  in  which  heat  is  evolved  by  friction.  In  this  ex- 
periment no  source  can  be  assignetl  from  which  the 
material  fluid,  to  which  heat  is  ascribed,  could  be  de- 
rived. It  was  not  in  any  change  of  capacity,  for  the 
borings  had  the  same  specific  heat  as  the  metal  from 
which  they  were  abradetl.  That  the  oxygen  of  the  at- 
mosphere, or  the  atmosphere  in  any  manner,  might  not 
be  supposed  to  influence  the  experiment,  it  was  per- 
formed, as  has  been  already  described,  in  water.  The 
water  underwent  no  chemical  change,  dismissed  no  con- 
stituent i>art,  and  yet  it  received  so  great  a quantity  of 
Jieat  that  it  boiled.  Now  it  appears,  from  these  ex- 
periments, that  heat  may  be  derived  from  a body,  with- 
out any  limit  whatsoever,  by  the  continued  application 
of  friction.  Two  bodies  rubbed  together  for  all  eternity 
will  still  continue  to  give  out  the  matter  of  heat,  yet 
they  will  still  contain  as  much  heat  as  they  did  at  tlie 
commencement ; a conclusion  which  implies  a manifest 
contradiction  in  terms.  Hence  it  is  argued,  that  what- 
ever heat  may  be,  it  cannot  be  material. 

To  this  Dr.  Thomson  replies,  by  denying  the  alleged 
fact,  that  the  specific  heat  of  the  cylinder  remains  the 
same.  He  considers  that  a diminution  of  specific  heat 
has  taken  place,  and  ascribes  tbe  evolution  of  heat  to  this 
cause.  This  being  a matter  of  fact  into  which  it  does 
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uot  appear  that  Dr.  Thomson  has  experimentally  in- 
quired, and  into  which  it  is  certain  that  count  Rumford 
did  experimentally  inquire,  we  must,  at  present,  rather 
incline  to  admit  the  force  of  count  Kumford’s  reasoning 
until  his  facts  are  disproved. 

To  ascertain  whether  the  heat  produced  by  friction 
depended  on  the  presence  of  any  body,  besides  the  body 
under  examination,  an  experiment  of  this  nature  was 
performed  in  an  exhausted  receiver  by  Boyle,  I’ictet,  and, 
more  lately,  by  sir  Humi>hry  Davy.  In  all  cases  heat 
was  developed  by  the  rubbing  surfaces.  Sir  Humphry 
Davy  caused  two  pieces  of  ice  to  melt  each  other  by  the 
heat  developed  by  their  mutual  friction  in  a vacuum. 
It  is  argued  that  the  heat  developed  in  this  experiment 
could  not  arise  from  any  diminution  of  specific  heat  in 
die  bodies  under  examination,  because  the  specific  heat 
of  water  is  greater  than  that  of  ice.  The  pieces  of  ice 
used  in  this  experiment,  also,  were  intercepted  from  all 
communication  with  object.'s,  from  which  they  might 
derive  heat,  by  being  placed  on  a plate  of  ice  under 
the  receiver. 

Sir  Humphry  Davy  argues,  that  the  immediate  cause 
of  the  phenomena  of  heat  is  motion ; ” that  the  laws  of 
its  communication  are  precisely  the  same  as  the  laws  of 
motion.  Since  all  matter  may  be  made  to  fill  a smaller 
volume  by  cooling,  it  is  evident  that  its  particles  must 
liave  space  between  them,  and  since  every  body  can 
communicate  the  power  of  expansion  to  a body  of  lower 
temperature,  that  is,  can  give  an  expansive  motion  to  its 
particles,  it  is  a probable  inference  that  its  own  particles 
are  possessed  of  the  same  motion  ; but  if  there  is  no 
d'.ange  in  the  position  of  its  parts  as  long  as  its  temper- 
ature is  uniform,  the  motion,  if  it  exists,  must  be  a 
vibratory  or  undulatory  motion,  or  a motion  of  the  par- 
ticles round  their  axes,  or  a motion  of  particles  round 
each  other. 

“ It  seems  possible  to  account  for  all  the  phenomena  of 
heat,  if  it  be  supposed  that,  in  solids,  the  particles  are 
in  a constant  state  of  vibratory  motion,  the  particles  of 
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the  hottest  body  moving  with  the  greatest  velocity,  and 
through  the  greatest  space ; that,  in  liquids  and  elastic 
fluids,  besides  the  vibratory  motion,  which  must  be  con- 
ceived greatest  in  the  last,  the  particles  have  a motion 
round  their  own  axes,  with  different  velocities,  the  par- 
ticles of  elastic  fluids  moving  with  the  greatest  quick- 
ness; and  that,  in  ethereal  substances,  the  particles  move 
round  their  own  axes,  and  separate  from  each  other, 
penetrating  in  right  lines  through  space.  'I'emper- 
alure  may  be  conceived  to  be  dependent  on  the  velocity 
of  the  vibrations  ; increase  of  capacity  on  the  motion 
being  performed  in  greater  space;  and  the  diminution  of 
temperature,  during  the  conversion  of  solids  into  liquids 
or  gases,  may  be  explained  on  the  idea  of  the  loss  of 
vibratory  motion,  in  consequence  of  the  revolution  of 
])articles  round  their  axes,  at  the  moment  when  the 
body  becomes  liquid  or  aeriform,  or  from  the  loss  of 
rapidity  of  vibration,  in  consequence  of  the  motion  of 
the  particles  through  greater  space.” 

The  material  tlieory  has  the  advantage  of  offering  an 
easily  Intelligible  explanation  of  the  phenomena  of  heat, 
so  far  as  it  is  at  all  applicable  or  satisfactory.  On  the 
other  hand,  the  vibratory  theory  is  involved  in  the  diffi- 
culty of  requiring  more  acute  powers  of  mind  to  appre- 
hend its  force,  or  even  to  understand  any  of  its  applica- 
tions. Indeed,  it  would  scarcely  admit  of  full  exposition 
without  the  use  of  the  language  and  symbols  of  the 
higher  mathematics  ; but,  perhaps,  the  strongest  support 
which  the  vibratory  theory  can  derive,  is  from  the  facts 
which  render  it  probable  that  heat  and  light  are  identical. 
AV^e  have  already,  in  the  twelfth  chapter  of  this  volume, 
stated  some  of  the  facts  and  arguments  which  favour 
this  position. 

The  rays  of  light  differ  from  each  other  in  refrangi- 
bility,  in  colour.  In  thdr  chemical  influence,  and  in  their 
calorific  ])owcr.  It  is,  therefore,  ])robable,  that  they 
may  also  ditter  extensively  in  their  power  of  acting  on 
the  retina  and  on  the  thermometer.  It  has  been  already 
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observed,  that  our  organs  of  sensation  possess  a sensi- 
bility confined  within  certain  hinits  ; and  this  observation 
is  not  less  true  of  the  eye  than  of  the  other  organs.  It 
is,  therefore,  probable,  that  the  sight  may  be  sensible 
mily  to  rays  of  light  limited  by  certain  degrees  of  re- 
frangibility,  and  that  too  great  or  too  small  a degree  of 
refrangibility  may  render  the  rays  incapable  of  jiro- 
ducing  sensation.  Certainly  some,  and  probably  all,  those 
rays  which  are  invisible  to  us,  are  visible  to  other  ani- 
mals. 'I’he  chemical  rays  which  are  situate  at  the  top  of 
the  spectrum,  beyond  the  violet  rays,  may  also  have  the 
calorific  power,  though  in  so  slight  a degree  as  not  to 
art'ect  the  thermometer.  It  is,  in  fact,  easy  to  concei\t, 
tliat  the  calorific,  chemical,  and  luminous  property,  may 
belong  to  every  part  of  tlie  spectrum,  including  even  the 
invisible  rays  at  both  its  extremities,  but  that  these  prin- 
ciples may  vary  according  to  ditterent  laws,  the  one  de- 
creasing as  the  other  increases,  so  that  one  may  be  in- 
sensible to  our  powers  of  observation  while  another  is  in 
the  full  intensity  of  its  action.  Such  an  hypothesis  is 
nothing  more  than  a simple  expression  of  the  pheno- 
mena. If  all  the  rays  which  produce  invisible  heat  and 
chemical  effects  are  assumed  equally  to  be  rays  of  light, 
it  will  follow  that  they  will  be  all  reflected  by  the  same 
surfaces  ; and,  according  to  the  same  law,  of  the  equality 
of  the  angle  of  incidence  and  reflection.  Hence  it  will 
follow,  that  they  will  be  all  concentrated  and  dispersed 
similarly  by  concave  or  convex  reflectors.  It  follows, 
also,  that  they  will  be  all  polarised  when  transmitted 
Wirough  double  refracting  crystals,  or  when  reflected  at 
a particular  angle  by  glass,  and  when  they  have  re- 
ceived these  modifications  they  will  be  susceptible  of 
reflection  by  the  glass  when  placed  on  two  opposite 
sides,  while  they  are  incapable,  by  a similar  reflection, 
by  a glass  similarly  placed  on  two  sides  at  right  angles 
to  these. 

On  the  other  hand,  if  the  chemical  and  calorific  rays 
be  another  principle,  distinct  from  the  luminous  rays, 
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Uiere  will  be  no  reason  to  expect  that  these  invisible 
rays  will  be  reflected  at  all. 

Since,  therefore,  all  these  complicated  effects  produced 
on  the  luminous  rays  are  equally  produced  on  non- 
luminous  rays,  it  follows,  that  the  fact  of  their  being 
invisible  is  only  relative  to  the  peculiar  degree  of  sensi- 
bility of  our  eyes,  and  has  no  connection  witli  the  nature 
of  the  rays  themselves.  According  to  the  experiment  of 
De  la  Hire,  the  invisible  calorific  rays,  emitted  by  the  body 
when  gradually  heated,  assume  the  property  and  quality 
which  the  luminous  calorific  rays  possess.  It  may,  there- 
fore, be  inferred,  that,  when  the  rays  emitted  begin  to  be 
visible,  they  might  be  expected  to  be  analogous  to  the 
least  calorific  part  of  the  spectrum,  which  is  its  violet 
extremity,  and  this,  in  fact,  is  exhibited  in  all  flames. 
If  the  flame  of  a candle  be  e.xamined,  it  will  be  found 
to  exhibit  a blue  or  a violet  colour,  at  the  lowest  point 
where  it  emanates  from  the  wick,  and  this  colour  in- 
creases to  whiteness  where  the  flame  attains  its  greatest 
degree  of  intensity. 

Nevertheless,  these  circumstances,  while  they  indicate 
tlie  state  of  progression,  do  not  exclude  the  peculiar 
property  which  may  belong  exclusively  to  the  successive 
phases  of  that  progression.  Thus,  the  calorific  eman- 
ations of  different  temperatures,  and  the  luminous  eman- 
ations of  different 'colours,  may  differ  from  each  other 
in  their  power  of  producing  vision,  heat,  and  chemical 
action,  in  their  power  of  being  transmitted,  in  their 
power  of  penetrating  transparent  bodies,  and,  perhaps,  in 
many  other  characters,  which  philosophers,  have  not  yet 
examined.* 

If  the  identity  of  beat  and  light  be  admitted,  then 
the  question  of  the  nature  of  heat  is  removed  to  that  of 
light.  Respecting  light,  two  theories  have  been  pro- 
posed, precisely  similar  to  those  of  heat ; viz.,  the  cor- 
puscular and  the  undulatory  theories.  Both  of  these 
theories  serve  to  explain  the  great  bulk  of  optical  phe- 
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nomena;  but  some  effects,  discovered  by  modem  investi- 
gations in  physical  optics,  are  considered  to  be  more 
satisfactorily  explained  by  the  undulatory  theory.  The 
question,  however,  still  continues  unsettled. 

If,  on  a question  of  this  nature,  authorities  be  con- 
sidered to  be  entitled  to  any  weight,  the  vibratory  theory 
would  seem  to  have  the  stronger  support.  This  theory 
was  first  suggested  by  Bacon,  and,  after  him,  atloptetl 
successively  by  Boyle,  Newton,  Cavendish,  Kuinford, 
Davy,  Young,  and  a host  of  modern  philosophers.  On 
the  other  hand,  some  distinguished  chemists,  among 
whom  may  be  mentioned  Thomson  and  Murray,  incline 
to  the  material  tlieory. 

Dr.  Young,  whose  optical  discoveries,  more  perhaps 
than  those  of  any  other  philosopher,  have  countenanced 
the  vibratory  theory  of  light,  is  one  of  the  strongest  ad- 
vocates for  the  adoption  of  the  same  theory  in  heat. 
“ The  nature  of  heat,”  be  says,  ” is  a subject  upon 
which  the  popular  opinion  seems  to  have  been  lately  led 
away  by  very  sujierficial  considerations.  The  facility 
with  which  the  mind  conceives  the  existence  of  an  in- 
dependent substance,  liable  to  no  material  variations, 
except  those  of  its  quantity  and  distribution,  especially 
when  an  appropriate  name,  and  a place  in  the  order  of 
the  simplest  elements,  has  been  bestowed  on  it,  appears 
to  have  caused  the  most  eminent  chemical  philosophers 
to  overlook  some  insuperable  difficulties  attending  the 
hypothesis  of  caloric.  Caloric  has  been  considered  as  a 
peculiar  elastic  or  ethereal  fluid,  pervading  the  substance 
or  the  pores  of  all  bodies,  in  different  quantities,  accord- 
ing to  their  different  capacities  for  heat,  and  according 
to  their  actual  temperatures;  and  being  transferred  from 
one  body  to  another,  upon  any  change  of  capacity,  or 
upon  any  other  disturbance  of  the  equilibrium  of  tem- 
perature; it  has  also  been  commonly  supposed  to  be  the 
general  principle  or  cause  of  repulsion  ; and  in  its  pas- 
sage from  one  body  to  another,  by  radiation,  it  has  been 
imagined  by  some  to  flow  in  a continual  stream ; and, 
by  others,  in  the  form  of  separate  particles,  moving, 
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with  inconceivable  velocity,  at  great  distances  from  each 
other. 

“ The  circumstances  which  have  been  already  stated, 
respecting  the  production  of  heat  by  friction,  appear  to 
aft'ord  an  unanswerable  confutation  of  the  whole  of  this 
doctrine.  If  the  heat  is  neither  received  from  the  sur- 
rounding bodies,  which  it  cannot  be  without  a depres- 
sion of  their  temperature,  nor  derived  from  the  quantity 
already  accumulated  in  the  bodies  themselves,  which  it 
could  not  be,  even  if  their  capacities  were  diminished  in 
any  imaginable  degree,  there  is  no  alternative  but  to 
allow  that  heat  must  be  actually  generated  by  friction  ; 
and  if  it  is  generated  out  of  nothing,  it  cannot  be  matter, 
nor  even  an  immaterial  or  semi-material  substance.  The 
collateral  parts  of  the  theory  have  also  their  separate 
difficulties : thus,  if  heat  were  the  general  principle  of 
repulsion,  its  augmentation  could  not  diminish  the  elas^ 
ticity  of  solids  and  of  fluids  ; if  it  constituted  a con- 
tinued fluid,  it  could  not  radiate  freely  through  the  same 
space  in  ditterent  directions  ; and  if  its  repulsive  j)ar- 
ticles  followed  each  other  at  a distance,  they  would  still 
approach  near  enough  to  each  other,  in  the  focus  of  a 
burning  glass,  to  have  their  motions  deflected  from  a 
rectilinear  direction. 

“ If  heat  is  not  a substance,  it  must  be  a quality ; and 
tliis  quality  can  only  be  motion.  It  was  Newton’s 
opinion,  that  heat  consists  in  a minute  vibratory  motion 
of  the  particles  of  bodies,  and  that  this  motion  is  com- 
municated through  an  apparent  vacuum,  by  the  undu- 
lations of  an  elastic  medium,  which  is  also  concerned  in 
die  phenomena  of  ligiit.  If  the  arguments  which  have 
been  lately  advanced  in  favour  of  the  undulatory  nature 
of  light  be  deemed  valid,  there  will  be  still  stronger 
reasons  for  admitting  this  doctrine  respecting  heat;  and 
it  will  only  be  necessary  to  suppose  the  vibrations  and 
undulations,  principally  constituting  it,  to  be  larger  and 
stronger  than  those  of  light ; while,  at  the  same  time, 
the  smaller  vibrations  of  light,  and  even  the  blackening 
rays  derived  from  still  more  minute  vibrations,  may. 
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perhaps,  when  sufficiently  condensed,  concur  in  pro- 
ducing the  effects  of  heat.  These  effects,  beginning 
from  the  blackening  rays,  which  are  invisible,  are  a 
little  more  perceptible  in  the  violet,  which  still  possess 
but  a faint  power  of  illumination ; the  yellow-green 
afford  the  most  light;  the  red  give  less  light,  but  much 
more  heat ; while  the  still  larger  and  less  frequent  vibra- 
tions, which  have  no  effect  on  the  sense  of  sight,  may 
be  supposed  to  give  rise  to  the  least  refrangible  rays, 
and  to  constitute  invisible  heat. 

“ It  is  easy  to  imagine  that  such  vibrations  may  be  ex- 
cited in  tbe  component  parts  of  bodies  by  percussion,  by 
friction,  or  by  the  destruction  of  the  equilibrium  of  co- 
hesion and  repulsion,  and  by  a change  of  the  conditions 
on  which  it  may  be  restored,  in  consequence  of  com- 
bustion, or  of  any  other  chemical  change.  It  is  remark- 
able tliat  the  particles  of  fluids,  which  are  incapable  of 
any  material  change  of  temperature  from  mutual  friction, 
have  also  very  little  power  of  communicating  heat  to 
each  other  by  their  immediate  action,  so  that  there  may 
be  some  analogy,  in  tliis  respect,  between  tlie  communi- 
cation of  heat  and  its  mcclianical  excitation.”  * 

• Young**  Nftt.  Phil,  i,  63J, 
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/ 

liINKAR  DILATATION  OF  SOLIDS  BY  HEAT. 

Dimensions  which  a Bar  takes  at  212°  whose  Length  at  32° 
is  1 -00000000. 


Glass  tube 

Smeaton 

1 00083333 

Ditto 

. 

Roy  ... 

. 

100077015 

Ditto 

. 

Deluc's  mean 

1-(K)082800 

Ditto 

. 

Dulon^  and  Petit 

_ 

1-00080130 

Ditto 

Lavoisier  and  Laplace 

_ 

1-00081106 

Plate  glass 

_ 

Ditto 

. 

1-000890890 

Ditto  crown  glass 

Ditto 

imtnm 

Ditto 

Ditto 

_ 

1-00089700 

Ditto 

Ditto 

. 

1-00091751 

Ditto  rod 

Roy  ... 

1-00080787 

Deal 

Rov,  as  glass. 

Platina 

Borcla 

1-000850.55 

Ditto 

. 

Dulong  and  Petit 

. 

1 -00088420 

Ditto 

Trougiiton 

. 

1-00099180 

Ditto  and  Glass 

_ 

. 

Berthoud 

. 

1-00110000 

Palladium 

_ 

Wollaston 

1-00100000 

Antimony 

_ 

. 

SmeatoD 

- 

1-00108300 

Cast-iron  prism 

_ 

. 

Roy 

. 

1-00110940 

Cast  iron 

I^avoifier,  bv  Dr.  loung 

1 00111111 

Steel 

. 

Troughton 

. 

1-00118990 

Ditto  rod 

_ 

Roy 

. 

1-00114470 

Blistered  steel 
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1-00112SW) 

Ditto 

Smeaton 

_ 

1-00115000 

Steel  not  tempered 

I.avoisier  and  Laplace 

. 

1-00107875 

Ditto 

_ 

Ditto 

. 

1-001079.56 

Ditto  tempered  yellow 

. 

Ditto 

- 

1-OOI.-56900 

Ditto 

, 

_ 

Ditto 

1-(H)1 38600 

Ditto  at  a higher  heat 

Ditto 

- 

1-0012.3956 

Steel 

. 

. 

Troughton 

- 

1-00118980 

Hard  steel 

Smeaton 

- 

1 00122500 

Annealed  steel 

Muschenbroek 

_ 

1-00122000 

I’empercd  steel 

- 

- 

Ditto 

Borda 

* 

100I370«) 

]-(X)11.5ai0 

Sin  cat  on 

_ 

]-0(']258(« 

Soft  forced  iron 

IsHvoisicr  and  Laplace 

- 

1-00122045 

Round  iron,  wire  drawn 

Ditto 

- 

1-001235(4 

iron  wire 

_ 

Troughton 

• 

1-00144010 

_ 

_ 

Dulong  and  Petit 

1-00118203 

Smeaton 

_ 

10013<I200 

Annealed  gold 

_ 

Muschenbroek 

- 

1-00146000 

Gold 

_ 

Ellicot,  by  comparison 

- 

1-(X)15(XK)0 

Ditto  procured  by  parting 

- 

Lavoisier  and  Laplace 

- 

1-00146606 

Ditto,  Paris  sLandard,  un 

■] 

Ditto 

1-00155155 

annealed  - - - 

Ditto  ditto  annealed 

J 

Ditto  ' . 

- 

1-00151361 
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Cop|)cr  .... 

Muschenbroek 

1-0019100 

Ditto  .... 

Lavoisier  and  Laplace 

. 

1 ■00172214 

Ditto  ... 

Ditto 

. 

1-00171222 

Ditto  .... 

Troughton 

. 

1-00191880 

Ditto  - . - - 

Duloiig  and  Petit 

. 

1-00171821 

Brass  ... 

Borda 

. 

1-001 78300 

Ditto  .... 

Lavoisier  and  Laplace 

• 

1-00186671 

Ditto  - . . 

Ditto 

. 

1-00188971 

Brass  scale,  supposed  from  ) 

Roy 

1-00185510 

Hamburg  . • -J 

Cast  brass  . • • 

Smeaton 

. 

1-00187500 

EriKlish  plate  brass,  in  rod 

Roy 

1-00189280 

Ditto,  in  a trough  form 

Ditto 

• 

1-00189190 

Brass  . • • • 

Troughton 

. 

100191880 

Ditto  wire  - 

Smeaton 

. 

1-00193000 

Brass  ... 

Muschenbroek 

. 

100216000 

Copper  8,  tin  1 

Smeaton 

. 

1-00181700 

Silver  ... 

Herbert 

. 

1-00189000  , 

Ditto  ...  - 

Ellicot,  by  comparison 

1OO2I000 

Ditto  .... 

Muschenbroek 

. 

1O021-J000 

Ditto  of  cunel 

Lavoisier  and  Laplace 

. 

1-00190974 

Ditto,  Paris  standard  • - 

Ditto 

. 

1-00190868 

Silver  ... 

Troughton 

. 

1-0020826  . 

Brass  In,  tin  1 

Smeaton 

. 

100190800 

Speculum  metal 

Ditto 

. 

1-00193300 

Spelter  solder  ; brass  2,  line  1 

Ditto 

. 

1-00205800 

Malacca  tin  ... 

Lavoisier  and  Laplace 

. 

1-00193765 

Tin  from  Kalraouth 

Ditto 

. 

100217298 

Fine  pewter  ... 

Smeaton 

. 

10II228300 

Grain  tin  • • 

Ditto 

. 

1-00218300 

1 in  « • • . • 

Muschenbroek 

- 

1-00284000 

Soli  solder ; lead  2,  tin  1 

Smeaton 

. 

1-00250800 

Zinc  8,  tin  1,  a little  ham- 1 
racr^  . - - j 

Ditto 

- 

1-00269200 

Lead  .... 

Lavoisier  and  Laplace 

. 

1-00281836 

Ditto  .... 

Smeaton 

. 

1-00286700 

Zinc  .... 

Ditto 

. 

1-OU291200 

Ditto,  hammered  out,  half) 
inch  per  foot  • *3 

Ditto 

- 

1-00301100 

Glass  irom  32°  to  212° 

Dulong  and  Petit  . 

. 

1-00086130 

Ditto,  from  212°  to  392° 

Ditto 

. 

1D0091S27 

Ditto,  from  392°  to  572° 

Ditto 

. 

1-OUUlUllll 

The  last  two  measurements  by  an  air  thennome 

ter. 

II.  (chap.  II.) 

linear  Expansian.  of  a Rod  of  Iron,  length,  at  32°,  1 ,000,000 ; by 
the  Ex]>eriments  of  Hdllstrom. 


Temp. 

Length  of  an 
Iron  Hod. 

— lOO 

■999632 

22 

•999721 

1 

-999811 

+ 11 

•999901 

32 

lOOiXWO 

50 

1-000102 

68 

1-000211 

. 86 

1-0003-28 

Tempi 

Length  of  an 
Iron  Rod. 

-H04 

l-OiXW.5,1 

122 

l-iXXGSS 

110 

1-(XX)7.31 

1.58 

l-0008>»2 

176 

1-001063 

191 

1-001217 

212 

1-001*16 
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Dilatation  of  Liquids  from  .S2°  to  212°,  tlie  hulk  at  32°  being 

1-00000. 


Alcohol  from  8°  to  112° 

Dalton 

OllOtXI 

Nitric  acid  (sp.  gr.  I'i) 
Whale  oil  (from  60°  to  212°) 

Ditto 

011000 

0-08548 

Fixed  oils  .... 

Ditto 

0-08000 

Sulphuric  ether  ... 

Oil  of  turpentine  ... 

Sulphuric  acid  (sp.  gr.  1-85) 

Ditto 

0-07000 

0-07000 

0-06000 

Muriatic  acid  (sp.  gr.  1137) 

Ditto 

0-06000 

Brine  or  water  saturated  with  salt 

Ditto 

0-05000 

Water  ..... 

Ditto 

004444 

Water  IVom  42'5°  to  212°  . . 

Crichton 

0-04393 

Mercury  . . - . 

Dulong  and  Petit 

0018018 

Ditto  .... 

HUllstrOm 

001758 

Ditto  .... 

Roy  ... 

001680 

Ditto  .... 

Shuckburgh 

001852 

Ditto  .... 

Cavendish 

001872 

Ditto  .... 

Dalton 

0-02000 

IV.  (chap.  IV.) 

Exj)ansion  of  Water  from  30°  to  212°,  the  hulk  at  39°  being 

1-00000. 


Temp. 

— 

Expansion. 

Temp. 

— 

Expansion. 

30° 

Gilpin 

•200 

74° 

251 

32 

Ditto 

•120 

79 

•321 

34 

Ditto 

•6 

90 

•491 

' 39 

Ditto 

-0 

1(X) 

•692 

44 

Ditto 

•6 

102 

Kirwan 

•760 

48 

Ditto 

•18 

122 

Ditto. 

1258 

49 

Ditto 

•22 

142 

Ditto 

1-833 

54 

Ditto 

•49 

162 

2-481 

59 

Ditto 

•86 

182] 

3-198 

64 

•133 

202 

4-405 

69 

•188 

212  • 

4-333 

ArPENUIX. 
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V.  (chap.  IV.) 

Specific  Gravities  of  Water  at  different  Tenijieratures,  determined 
by  Ca])t.  Kater ; the  S}>ecijic  Gravity  at  62“  being  1 ■0000. 


Temp. 

Specific 

Gravity. 

Temp. 

Sj)crific 

Gravity. 

Temp. 

SiHjcific 

Uravity. 

500 

l-«)()5 

57° 

1XK)03 

f4° 

V-W* 

51 

1-CKW.5 

58 

10002 

» 

52 

ItXXIS 

.59 

1-0002 

66 

-9997 

53 

1-0004 

GO 

H«JOl  1 

67 

54 

HKI04 

61 

l-ooOl 

68 

•!«16 

55 

l1i0t4 

62 

11*00 

69 

56 

1-0003 

63 

■99t»9  ► 

i 

70 

-99-.A 

VI.  (chap.  IV.) 

Contraction  of  Water,  Alcohol,  SuljJiuret  of  Carbon  and  Ether, 
when  cooled  successively  through  5°  if  the  Centigrade  Ther- 
mometer, commeneingfrom  their  Hailing  Points  res/vctii>ely  ; the 
JiuiJing  Points  being,  in  Centigrade  Degrees,  Water  \ QOP,  Alcohol 
78’4I°,  Sulphurel  f Carbon  46'60°,  Suli'huric  Ether  35‘66^. 
— Gay  Lussac,  Annales  de  Chiniie  et  Phys.  ii.  1 30. 


Tcrap. 

Water. 

Alcohol 

Sulphurct  of 
Carbun. 

Ellicr. 

Contrartions. 

Contraction!. 

Contraction!. 

Contraction!.  i 

0° 

OOO 

OIX) 

0-00 

o-txi 

5 

3-;)4 

5*55 

6-14 

8-15 

10 

6-iU 

11.4;! 

1201 

16-17 

15 

10-50 

17‘51 

17-98 

24-16  1 

20 

13-15 

24-;14 

23-80 

31-8.3  ! 

25 

161*1 

211-15 

2965 

39-14  I 

30 

18-85 

3474 

351*) 

46-42 

35 

21-52 

40-28 

40-48 

52-06  1 

40 

24-10 

45(18 

45  / / 

58-77  ! 

V) 

26.50 

50-8) 

5108 

(0*48 

50 

28-56 

56-02 

.56-28 

7201 

55 

30-60 

6101 

61-14 

78-38 

60 

32  42 

65*96 

66  21 

fo 

.3402 

70-74 

1 

70 

35-47 

75*48 

75 

36-70 

80-11 

1 

X)  I)  4 


408 


APPENDIX 


VI.  (chap,  V.) 

Table  for  converting  Degrees  of  Fahrenheit's  Thermometer  into 
Degrees  of  lieaumurs  and  the  Centigrade  Thermometers. 


Fahr. 

flcaum. 

Cent 

212 

8(MX) 

100-00 

211 

79-55 

99-44 

210 

79-11 

08-88 

2t>9 

78-66 

08-33 

208 

78-22 

97-77 

207 

77-77 

97-22 

20fi 

77-33 

06-66 

2(W 

76-88 

06  11 

204 

7644 

95-55 

203 

76-(X) 

05-00 

202 

75-55 

04  44 

201 

75-11 

03-88 

2(K) 

74-66 

93-33 

I'W 

74-22 

02-77 

108 

7377 

92-22 

1!I7 

73-33 

01  (>6 

106 

72-88 

91-11 

105 

72-44 

00-55 

104 

72-00 

!X)-00 

193 

71-55 

89  44 

102 

71-11 

88-88 

101 

70-66 

88-33 

100 

70-00 

87-77 

189 

69-77 

87-22 

1S8 

6<i-33 

86-66 

187 

68-88 

86-11 

186 

68  44 

85  55 

185 

68-00 

85 -(X) 

184 

67-55 

84  44 

18;l 

67-11 

83-88 

182 

66  66 

33-33 

I8l 

66  22 

82-77 

180 

65-77 

82-22 

179 

65  33 

81  66 

178 

C4-88 

8111 

177 

(4-44 

80-55 

176 

64-00 

80-00 

175 

63-55 

79-44 

174 

62-11 

78-88 

173 

62-66 

78  33 

172 

62-22 

77-77 

:171 

61-77 

77-22 

170 

61-33 

76-66 

169 

60-88 

76-11 

168 

60  44 

75  55 

167 

60-(M) 

75-00 

166 

;)9‘55 

7444 

Ifw 

50  11 

73.88 

1(4 

58-66 

7333 

16.1 

58-22 

70*22 

162 

57-77 

72-77 

161 

57-33 

71-66 

Fahr. 

Heaum. 

Cent 

160 

56-88 

71-11 

159 

56  44 

70-.55 

1.58 

5600 

70-00 

1.57 

55.55 

69-4+ 

1.56 

55-11 

68-88 

155 

54-66 

68-33 

154 

.54-22 

(n-77 

153 

53-77 

67-22 

152 

.53-33 

66-66 

151 

52-88 

66.11 

150 

52-44 

65-55 

149 

52-00 

65-00 

148 

51 '55 

64-44 

147 

51-11 

63-88 

146 

.50-66 

63-33 

145 

50-22 

62-77 

144 

40-77 

62-22 

143 

49.S3 

61-66 

142 

48-88 

61-11 

141 

48-44 

60-.55 

1 140 

48-(X) 

60-00 

139 

47-55 

.59-44 

1.38 

47-11 

58-88 

137 

46-66 

58-33 

' 136 

46-22 

57-77 

135 

45-77 

.57-22 

' 1.34 

45-33 

.56  06 

1 1.33 

44-44 

.56-11 

1.32 

44-55 

.55.55 

131 

44-00 

55-00 

130 

43-55 

.54-44 

129 

4311 

53-88 

128 

42-66 

53-33 

127 

42-29 

52-77 

126 

41-77 

52-22 

; 125 

41-33 

51-66 

124 

40-88 

51-11 

123 

40-44 

.50.55 

100 

40-00 

.50-00 

121 

39.55 

49-44 

i 120 

39-11 

48-88 

1 119 

38-66 

48-, 33 

i 118 

38-22 

47-77 

i 117 

37-77 

47-22 

' 116 

37-33 

46  60 

i 115 

36-88 

46-11 

i 

36  44 

45-55 

113 

36-00 

45  (X) 

112 

35 ’55 

44-44 

111 

35-11 

43-88 

110 

34-66 

43-33 

109 

34-22 

42-77 

Fahr. 

Kcaum. 

Cent 

108 

33-77 

42-22 

107 

33-33 

41-66 

106 

32-88 

41-11 

105 

32-44 

40-55 

104 

32-00 

40  00 

103 

31-55 

89-44 

102 

31-11 

38-88 

101 

30-66 

38-33 

100 

30  22 

3777 

99 

2977 

37-22 

98 

29-33 

36-66 

97 

28  88 

36-11 

96 

28-44 

35.55 

95 

28 -(X) 

55-00 

94 

27-55 

34-44 

93 

27-11 

33 -.88 

92 

26.60 

33-33 

91 

26-22 

32-77 

90 

2.5-77 

32-22 

89 

25-33 

31-66 

88 

24-88 

31-11 

87 

24-41 

30-55 

86 

24  OJ 

30-00 

85 

23-55 

29  44 

84 

23-11 

28-88 

83 

22-66 

28-33 

82 

2777 

81 

2T-77 

27-22 

80 

21-33 

26-66 

79 

2088 

26-11 

78 

20-44 

25-.55 

77 

20-IX) 

25-00 

76 

19-55 

24-44 

75 

19-11 

23-88 

74 

18-66 

23.33 

73 

18-22 

2277 

72 

17-77 

22 

71 

17.33 

21-66 

70 

16-88 

21-11 

69 

1644 

20-55 

68 

16  00 

20-(X) 

67 

15*55 

10-44 

66 

15-11 

18-88 

65 

14-66 

18-33 

04 

14-22 

17-77 

63 

13-77 

17-22 

62 

13-33 

16-66 

61 

12-88 

16-11 

60 

12-41 

15-5.5 

59 

12.00 

15-00 

58 

11-55 

14-44 

57 

11  11 

13-88 
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Fahr. 

Reaum. 

Cent 

FahrJ 

Reaum. 

— 

Cent 

r— “““ 
Fahr. 

Reaum. 

Cent 

5*1 

1066 

13-33 

23 

—1-00 

—5-00 

—9 

—18-22 

—22-77 

oo 

10-22 

1277 

22 

4 11 

5-55 

10 

1866 

23-33 

5* 

977 

1222 

21 

1-88 

6-11 

11 

19-11 

23-88 

53 

9-33 

11-66 

20 

5-33 

666 

12 

19  55 

2114 

•K 

8-88 

11-11 

19 

5-77 

722 

13 

20(10 

2500 

SI 

811 

10-55 

18 

622 

777 

11 

20-14 

25*55 

S() 

8-00 

10-00 

17 

666 

8-33 

15 

20-88 

26  11 

+9 

7*55 

9-14 

16 

7 11 

8-88 

16 

21-33 

26-66 

■W 

7-11 

8-88 

15 

7-55 

9-14 

17 

21  77 

2722 

17 

666 

8-33 

11 

800 

10-00 

1 

2222 

2777 

6-22 

7-77 

13 

811 

10-55 

1 19 

22  66 

28-33 

45 

577 

7-22 

12 

8-88 

11-11 

20 

23-11 

28-88 

11 

5-33 

666 

11 

933 

11-66 

1 *• 

23  55 

am 

« 

1-88 

6-11 

10 

9-77 

1222 

2100 

3000 

I'H 

5-55 

9 

10  22 

1277 

■ 33 

2111 

30-55 

11 

120 

5-00 

8 

1066 

13-33 

1 21 

2188 

3111 

«) 

3-55 

114 

7 

11-11 

13-88 

' 25 

25-33 

3166 

a» 

3-11 

3-88 

6 

11  55 

1411 

1 26 

25-77 

32-22 

SH 

266 

3-33 

5 

12-00 

15-00 

, 27 

2622 

32-77 

37 

222 

2-77 

4 

12-14 

15*55 

1 28 

33-33 

Si> 

1-77 

3 

1288 

16  11 

i ^ 

27  11 

33  88 

as 

1 33 

1-66 

2 

13-33 

16-66 

30 

27.55 

3414 

at 

088 

Ml 

1 

13-77 

1722 

28.00 

35-00 

S3 

Oil 

0-55 

0 

1122 

17-77 

1 32 

2814 

35-55 

3d 

0- 

0- 

- 1 

14  *1*5 

18-33 

' 33 

£8-88 

36-11 

31 

—0-44 

— 0-S5 

2 

15-11 

18-88 

1 

29  33 

36-66 

30- 

0-88 

1-11 

3 

15*55 

19-14 

1 35 

29-77 

3722 

29 

1-33 

1-66 

4 

1660 

2000 

36 

3022 

37-77 

28 

1*77 

2-22 

5 

1611 

20-;'.S 

30-66 

38-33 

27 

2-77 

6 

1688 

21-11 

1 38 

31  11 

38-88 

26 

3-a3 

7 

17-33 

2166 

! 39 

31-55 

3914 

25 

24 

3-11 

355 

as8 

1.11 

8 

1 

1 

17-77 

22-22 

40 

32-00 

4000 

VIII.  (cOAP.  V.) 


Table  for  coni'crting  Degrees  of  the  Centigrade  Thermometer  into 
Degrees  of  Reaumur  and  yghre nlu.it' s Thermometer. 


Cent  Reaum. 

Fahr. 

Cent 

Reaum. 

Fahr. 

Cent 

Reaum. 

Fahr. 

100  80- 

212  ' 

87 

696 

1886 

71 

592 

1652 

99  ; 792 

2102 

86 

686 

186-8 

73 

57-6 

1631 

98  1 78-1 

208-1  ' 

85 

68- 

185- 

72 

58-1 

1616 

97  ' 77-6 

2.W-6 

84 

67-2 

18.32 

71 

56  8 

159-8 

96  ; 766 

204-S 

83 

661 

181-1 

70 

5*)* 

158- 

95  76- 

203- 

82 

65-6 

1796 

552 

1.562 

91  ' 752 

2012 

81 

616 

177-8 

r>8 

51-1 

till 

9.3  711 

199  4 

80 

61- 

176- 

(T7 

536 

152-6 

92  ; 73-6 

1976 

79 

632 

1742 

526 

1506 

91  72-8 

195-8 

78 

62-1 

172-1 

65 

.52- 

119- 

90  , 72- 

1!4- 

77 

61.6 

170-6 

61 

512 

1172 

89  ' 7I 2 

1 922 

76 

606 

168-8 

63 

501 

11.51 

88  7ol 

190-4 

75 

60- 

167- 

62 

49-6 

1136 
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Cent 

Heaum. 

Fahr. 

Cent 

Rcaum  . 

Fahr. 

Cent. 

Keaum. 

Fahr. 

fil 

48-8 

1418 

27 

218 

808 

—7 

—58* 

19’4 

GO 

48’ 

140- 

26 

208 

78.8 

8 

6-4 

178 

5y 

47-2 

1382 

25 

20- 

77- 

9 

72 

158 

58 

46-4 

l.‘36-4 

24 

192 

75-2 

10 

8- 

14- 

57 

45'6 

1.348 

23 

18-4 

73-4 

11 

88 

122 

5() 

41 -8 

1328 

22 

178 

718 

12 

98 

104 

55 

44- 

131- 

21 

168 

698 

13 

10-4 

88 

54 

43-2 

1292 

20 

16- 

68- 

14 

112 

6-8 

55 

42-4 

127-4 

19 

152 

662 

15 

12- 

5- 

52 

4l'ti 

1258 

18 

14-4 

64-4 

16 

128 

3-2 

51 

40-8 

1238 

17 

138 

62-6 

17 

138 

14 

GO 

4<J- 

122- 

16 

128 

608 

18 

14  4’ 

—0-4 

49 

392 

1202 

15 

12- 

59- 

19 

152 

22 

4.S 

38-4 

118-4 

14 

112 

67-2 

20 

16- 

4- 

47 

37-6 

1168 

13 

10-4 

.55-4 

21 

168 

58 

4i; 

36-8 

1148 

12 

98 

538 

2i 

178 

7 G 

45 

36- 

11.3- 

11 

88 

518 

23 

184 

9-4 

41 

352 

1112 

10 

8- 

50- 

24 

192 

112 

4.-3 

34-4 

109-4 

9 

72 

482 

25 

20- 

13- 

42 

33-6 

1078 

8 

6-4 

46-4 

26 

20  8 

14-8 

41 

328 

1058 

7 

58 

448 

27 

218 

168 

40 

32- 

1(W 

6 

48 

42-8 

28 

22.4 

18-4 

39 

312 

102-2 

5 

4- 

41- 

29 

232 

202 

38 

30-4 

100-4 

4 

32 

392 

.30 

24- 

22- 

37 

298 

988 

3 

2-4 

37-4 

31 

248 

238 

3R 

288 

968 

2 

18 

358 

.32 

258 

25-6 

3.5 

28- 

95- 

1 

—08 

.33-8 

3.3 

264 

27-4 

34 

272 

932 

0 

0- 

32- 

34 

27-2 

29-2 

33 

264 

91-4 

— 1 

0.8 

.30-9 

35 

28- 

31- 

32 

258 

898 

2 

1-6 

28-4 

36 

28-8 

328 

31 

248 

878 

3 

2-4 

268 

.37 

298 

348 

30 

24- 

86- 

4 

32 

24-8 

38 

.30-4 

36-4 

29 

232 

842 

5 

4- 

23. 

39 

3l2 

38- 

28 

22 ’4 

82-4 

6 

48 

212 

40 

32- 

40. 

IX.  (CUAP.  V.) 


Table for  converting  Degrees  of  Reaumur's  Thermometer  into  De- 
grees of  t^c  Centigratle  and  Fahrenheit's  Thermometers. 


Rcaum. 

Cent 

Fahr. 

Rcaum. 

Cent 

Fahr. 

Rcaum. 

Cent. 

Fahr. 

80 

100- 

C1Q 

69 

l86'25 

187-25 

.58 

72-5 

169-5 

79 

98-75 

20975 

68 

85 

185- 

57 

71-25 

160-25 

78 

97-5 

207-5 

67 

8.375 

182-75 

56 

70- 

158- 

77 

96-2,5 

2a5-25 

66 

R2-5 

180-5 

.55 

(«-75 

1.5575 

76 

!«• 

203- 

65 

8125 

178-25 

.54 

67-5 

1.53-5 

75 

9375 

20075 

64 

80- 

176- 

53 

66-25 

151-25 

74 

92-5 

198-5 

63 

78-75 

17375 

52 

65  ■ 

149- 

7.3 

91-25 

19625 

62 

77-5 

171-5 

51 

6.375 

146-75 

72 

90- 

194- 

61 

76-25 

169-25 

.50 

62-.^ 

144  5 

71 

88-75 

191-75 

60 

75 

167- 

49 

61-25 

14225 

70 

87-5 

189-5 

59 

73-75 

164-75 

48 

60- 

140- 
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Itcauni. 

Cent 

Fahr.  j 

Reaum. 

Cent 

Fahr. 

Reaum. 

Cent 

Fahr. 

•47 

5875 

13775  i 

20 

25- 

77- 

7 

875 

1625 

4« 

57-5 

135-5 

19 

2375 

74-75 

8 

10- 

14 

56-25 

133-25  ! 

18 

22-5 

72-5 

9 

1125 

1175 

44 

55* 

131-  1 

17 

2125 

7025 

10 

12-5 

95 

4.} 

5375 

12875  1 

16 

20- 

68- 

11 

1375 

725 

42 

52-5 

126-5 

15 

1875 

6575 

12 

15- 

5- 

41 

51-25 

124-25 

14 

17-5 

635 

13 

1625 

275 

40 

50- 

122. 

13 

1625 

6125 

14 

17*5 

0-5^ 

39 

4H*75 

11975 

12 

15. 

59- 

15 

1875 

—175 

38 

47-5 

1175 

:11 

1375 

5675 

16 

20- 

4 

SI 

46-25 

115-25 

10 

12-5 

.545 

17 

2125 

- 625 

36 

45- 

113- 

9 

11-25 

52  25 

18 

22-5 

8-5 

35 

4375 

11075 

R 

10- 

SO- 

19 

2375 

10-75 

34 

42-5 

1085 

7 

875 

4775 

90 

25- 

13- 

33 

41-25 

106-25 

6 

7-5 

455 

21 

26-25 

1525 

32 

40- 

104- 

5 

625 

4325 

22 

27-5 

175 

31 

3875 

10175 

4 

5- 

-41- 

23 

2875 

19-75 

30 

37-5 

99-5 

3 

375 

3875 

24 

30- 

£2- 

29 

36-25 

97-25 

2 

2 5 

365 

25 

3125 

24*£5  * 

28 

35- 

95- 

I 

125 

3425 

26 

32-5 

26-5  1 

27 

3375 

9275 

a 

0- 

32- 

27 

3375 

£875 

26 

32-5 

90-5 

—1 

—125 

2975 

28 

35- 

31- 

25 

31-25 

8825 

2 

2-5 

27-5 

29 

3625 

3325 

£4 

30- 

86- 

3 

375 

2525 

30 

37-5 

35-5 

23 

28-75 

83-75 

4 

5- 

23- 

31 

3875 

3775 

22 

27-5 

81-5 

5 

625 

2075 

32 

40- 

40* 

21 

26-25 

79-25 

6 

7-5 

18-5 

33 

41-25 

4225 

X.  (page  164.) 

Dr.  Black,  conceiving  it  probable  that  steam  might  be  used 
with  great  economy  if  raised  from  water  boiled  at  temper- 
atures lower  than  212°,  made  some  experiments  with  a view  to 
determine  the  quantity  of  heat  necessary  to  convert  a given 
weight  of  water  at  32°  into  steam  of  d'iflcrent  temperatures 
and  pressures.  Contrary  to  what  he  had  expected,  he  found 
tliat  exactly  the  same  quantity  of  heat  was  required  to  convert 
a given  weight  of  water  into  steam  under  whatever  pressure, 
and  at  whatever  temperature,  below  212°  the  water  was  boiled. 
In  the  year  1813,  I\Ir.  Sharpe  of  Manchester  carried  this  en- 
quiry farther,  and  extended  it  to  temperatures  altove  212®; 
and  the  same  question  was  also  brought  to  the  test  of  experi- 
ment, with  a similar  result,  by  jNIM.  Clement  and  Dcsonnes. 
From  all  these  experiments  it  appears  that  there  is  no  sensible 
diflerence  in  the  quantities  of  heat  consumed  in  converting  a 
given  weight  of  water  into  steam,  whatever  be  the  pressure 
under  which  the  water  is  boiled. 


412 


APPENDIX. 


Although  these  results  may  he  considered  as  practically  exact, 
yet  it  appears,  from  a formula  given  by  Laplace  {Mecaniqtie 
Celeste,  liv  xii.),  that  the  quantity  offbeat  necessary  to  pro- 
duce steam  is  not  rigorously  constant,  but  subject  to  a very 
slight  variation.  The  formula  of  Laplace  is  founded  upon 
two  assumptions  respecting  the  properties  of  vapour : Jirst, 
diat  the  ratio  of  the  specific  heat  of  steam  submitted  to  a given 
pressure  to  its  specific  heat  when  confined  within  a given  vo- 
lume is  invariable  at  all  temperatures;  and,  secondly,  that  the 
quantity  of  heat  necessary  to  raise  the  temperature  of  steam 
under  a given  pressure  is  always  proportional  to  the  elevation 
of  temperature.  — See  Annales  de  Cliimie  ct  Physique,  tom.  xxiii. 
p.  337.  ■ ‘ 


XI.  (page  165.) 

It  is  not  difficult  to  express  algebraically  the  relation  be- 
tween the  specific  gravities  of  steam  at  dilferent  temperatures, 
and  under  given  pressures.  Let  j be  the  specific  gravity  of 
steam  raised  under  pressure  expressed  by  a column  of  mer- 
cury, h,  and  let  the  corresponding  temperature  be  I.  Let  s' and 
//  be  the  specific  gravity  and  pressure  of  other  steam  raised  at 
die  temperature  l'.  We  shall  then  liave 

jt 448  -H  t' 

s'  li  448  + 1 • 

If  //be  the  medium  height  of  the  barometer,  viz.  29 ’9  inches, 
/ = 212°,  and  s'  be  the  specific  gravity  of  steam  raised  under 
diis  pressure,  we  shall  have 

h 660 
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XII.  (page  160.) 

Table  oj  Ike  boiling  PuhUs  of  l^ater  at  different  Elevations  above 
the  Level  of  the  Sea. 


Names  of  Places. 

Above 
Level  of 
bea. 

Mean 
Height  of 
Barom. 

Tliermom. 

Meties. 

MUlim. 

Farm  of  Antisana 

4IU1 

4.54 

187 

Town  of  Micuipampa  (Peru) 

3618 

4e.i 

190 

Quito  ... 

2MJ8 

527 

1!H 

Town  of  t'axamarca  (Peru) 

S86D 

531 

liH’4 

Santa  Ft*  dc  Bogota 

iiiidl 

544 

1958 

Cuen9a  (Quito)  . . ' 

StVid 

546 

UG-8 

Mexico 

2277 

572 

198-2 

Hospice  of  St.  Gothard 

2075 

586 

199-2 

St.  \ eran  (Maritime  Alps)  . 

> 2040 

588 

l<i9-4 

Breuil  (Valley  of  Mont  Cervin) 

a</7 

591 

199-6 

Maurin  (Lower  Alps) 

l‘W2 

599 

Sl  Kemi 

1604 

621 

202 

Hcas  (Pyrenees)  . • 

14<>5 

632 

203 

Oavanne  (Pyrenees) 

1444 

m 

2(i3-S 

Brianqon  . • . 

1306 

645 

204 

Barege  (Pvrenees) 

1269 

648 

2(H-2 

Palace  of  San  Ildefonso  (SpainV 

1155 

657 

2048 

Baths  of  Mont  d’Or  (Auvergne) 

, 1040 

(it)/ 

2068 

Pontarlier 

828 

6H5 

2TI58 

Ma<lrid  . . 

6HH 

704 

2(«-2 

Innspruck  . . . , 

5G6 

7r« 

208-4 

Munich  ... 

538 

710 

2086 

Lausanne 

sta 

713 

2088 

Augsburg  . . 

475 

716 

209 

SaUhurg  . . ' , 

452 

718 

209 

NcufchAtel 

4.H 

719 

209-2 

Ploinbieres 

421 

721 

209-2 

Clermont. Kerrand  (Prefecture) 

411 

722 

2092 

<Tcncva  and  Friburg 

378 

725 

209-4 

1 Im  . . . ‘ 

1 369 

726 

20!16 

Hati.sbon 

S«» 

726 

201*6 

Moscow 

300 

7.32 

21(r2 

(*otha  - . . . 

285 

733 

2102 

Turin  ... 

230 

7.38 

210-4 

Dijon  . . , . 

217 

740 

2106 

]*rague  . . 

179 

Macon  (Saone) 

16S 

744 

211 

Lyons  (Rhone) 

162 

745 

211 

Cassel  ... 

158 

745 

211 

Odttingen 

134 

747 

2112 

^ ienna  1 Danube) 

133 

747 

2112 

Miian  (Botanic  Garden) 

128 

748 

2112 

Bologna  . . « 

121 

749 

2112 

Parma  . 

93 

751 

211  4 

Dresden 

«) 

752 

211-4 

1 aris  (Royal  Observatory,  first  floor) 

65 

7.74 

2116 

Home  (Capitol) 

4<> 

/.j() 

2118 

Berlin  . . . , 

- 

40 

756 

i 

2118 

. . 

The  heights  in  the  first  column  arc  expresse<t  in  French  metres,  and 
those  in  the  second  column  in  millimetres.  10,(00  English  yards  are  equal 
to  yl  H metres,  ami  an  English  inch  is  equal  to  ii5'4  milliinttres. 
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XIII.  (page  173.) 


1 Table  of  the  principal  Effects  of  Heat. 


WcdR. 


Fahr. 


— 5fi 
55 
47 
4(] 
4). 
45 
42 
39 

30 

22 

11 

7 

7 


/ 

8 

16 

20 

23 

25 

28 

30 

32 

36 

42 

46 

50 

64 


1.  Freezing  Points  of  Liquiils. 

Nitrous  acid  freezes. 

Strongest  nitric  acid  freezes  (Cavendish). 
Sulphuric  ether  congeals  (Vauquelin). 

Ether  and  liquid  ammonia. 

5 Nitric  acid,  specific  gravity  1'424. 

Sulphuric  acid,  siiecific  gravity  1'6415. 

Liquid  ammonia  crystallises  (Vauquelin). 
Melting  point  of  quicksilver  (Cavendish). 
.Sulphuric  acid  (Thomson). 

Nitric  acid,  specific  gravity  1'407. 

Acetous  acid. 

2 Alcohol,  1 water. 

Alcohol  and  water  in  equal  quantities. 
Brandy. 

Strongest  sulphuric  acid  (Cavendish). 
Common  salt  1 part,  water  3 parts 
Common  salt  1 part,  water  4. 

Sal  ammoniac  1 part,  water  4, 

Oil  of  tur|)entine  (Macquer). 

.Strong  wines. 

Fluoric  acid. 

Oils,  bergamot,  and  cinnamon. 

Iluman  blood. 

Vinegar. 

Milk. 

Water. 

Olive  oil. 

Sulphuric  acid,  specific  gravity  1 •741. 
Sulphuric  acid,  s|)ccific  gravity  1'78  (Keir). 
Strong  acetic  acid. 

Oil  of  aniseeds,  50  (Thomson). 


+ 32 
40 
82 
97 
90 
104 
109 

112 

127 

136 

14!) 

145 

150 

155 


2.  Melting  Points  of  Solids. 

Equal  parts  of  sulphur  and  phosphorus. 

Ice  melts. 

Adipocire  of  muscle. 

Lard  (Nicholson). 

Phosphorus,  109  (Thenard). 

Resin  of  bile. 

Myrtle  wax  (Cadet). 

Stearin  ffom  hogs’  lard. 

Spermaceti  (Bo.stock). 

Tallow  (Nicholson),  92  (Thomson). 

Bees’  wax.  . 

Potassium  fuses  (Gay-I.ussac  and  Thenard). 
.■\mbergris  (La  Grange). 

Potassium. 

Bleached  wax  (Nicholson). 
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Wtdg.^ 

Fahr. 

10* 

Sodium  fuses  (Gay  Lussac  and  Thenard). 

212 

Bismuth  5 parts,  tin  3,  lead  2. 

218 

Sulphur  (Dr.  Thomson). 

234 

Sulphur  (Hopei,  212  (Fourc.),  185  (Kirw). 
Adipocire  of  biliary  calculi  (Fourcroy). 

235 

283 

Tin  and  bismuth  equal  parts. 

303 

Cemphor. 

334 

Tin  .3,  lead  2,  or  tin  % bismuth  1. 
Tin  (Crichton),  *13  (Irvine). 

442 

4<>0 

Tin  1,  lead  4 

476 

Bismuth  (Irvine).  ' 

612 

Lead  (Crichton),  591  (Irvine),  510  (Newton). 

680 

Zinc  (Davy),  698  (Brongniart). 

809 

Antimony. 

21 

3809 

27 

4587 

Copper. 

22 

3937 

Silver. 

32 

5237 

Gold. 

130 

17977 

Cobalt 

150 

20577 

Nickel. 

15* 

21097 

SoB  nails. 

158 

21637 

Iron. 

ISO 

21877 

Manganese. 

+ 170 

23177 

Platinum,  tungsten,  molybdena,  uranium,  titanium,  &c. 
3.  Solids  and  Liquids  volatilised. 

96 

Ether  Iwili. 

126 

Bisulphuret  of  carbon  boils. 

140 

Liquid  ammonia  boils. 

145 

Camphor  sublimes  (Venturi).  • ‘ 

170 

Sulphur  eva|x)rates  (Kirwan). 

176 

Alcohol  boil.s,  174  (Black),  173  (sp.  gr.  800).  ", 

212 

Water  and  most  essential  oils  boiL 

219 

Phosphorus  distils  .Pelletier). 

225 

Water  saturated  with  common  salt  boils.  , 

230 

Muriate  of  lime  boils  (Dalton). 

242 

Nitrous  acid  boils. 

248 

Nitric  acid  boils. 

283 

White  arsenic  sublimes. 

316 

Uil  of  tur]>entine  boils  (L're). 

540 

Metallic  arsenic  sublimes. 

554 

Phosphoru.s  boils. 

570 

Sulphur  boils. 

590 

Sulphuric  acid  boils  (Dalton),  5*6  (Black). 

600 

Linseed  oil  boils,  sulphur  sublimes  (Daw). 

. 660 

Mercury  boils  (Dalton',  6*4(Secondat),  600  (Black),  67S 
(Irv.),  656  (Petit  and  Dulong). 

4.  Miscellaneous  Effects  of  Heat. 

—no 

Greatest  cold  produced  by  Mr.  Walker. 

50 

Natural  cold  observed  at  Hudson’s  Kay. 

23 

Observed  on  the  surface  of  the  snow  at  Glasgow,  1780. 

14 

At  Glasgow  1780. 

0 

£<iual  parts  snow  and  salt  (or  3,  or  even  7,  below  0°). 
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WeAn- 

Fahr. 

+43 

Phosphorus  burns  slowlv. 

59 

Vinous  fermentation  begins. 

66 

To  135,  animal  putrefaction. 

75 

To  80,  summer  heat  in  this  climate. 

77 

Vinous  fermentation  rapid,  acetous  begins 

80 

Phosphoru.s  burns  in  oxygen,  104  (Gottling). 

88 

Acetiheation  ceases. 

96 

To  100  animal  temperature. 

107 

Feverish  heat. 

122 

Phosphorus  hums  vividly  (Fourcroy),  148  (Thomson) 

165 

Albumen  coagulates,  156  (Black). 

303 

.Sulphur  burns  slowlv 

635 

Ixiwcst  heat  of  ignition  of  iron  in  the  dark. 

8<J0 

Hydrogen  burns,  1000  (Thomson). 

802 

Charcoal  burns  (ThoinRou). 

Ift'K) 

Iron  red  in  twilight,  1035  (Davy). 

+ 1 

1207 

Iron  red  in  daylight. 

o 

1337 

Azotic  gas  burns. 

G 

18;57 

Fmainel  colours  burned. 

H 

2897 

Diamond  burns  (Mackenzie),  30  \V.=  50CO  F.  (.Morveau) 

40 

6277 

Del  a ware  lired. 

57 

8487 

Working  heat  of  plate  glass. 

70 

10177 

Flint  glass  furnace. 

86 

12257 

Oeam-colonrerl  ware  6red. 

94 

13297 

Worcester  china  vitrified. 

102 

14337 

Stoneware  lirc<l. 

105 

14727 

Chelsea  china  fired. 

112 

15637 

Derby  china  fired. 

114 

15897 

Flint  glass  furnace  greatest  heat. 

121 

16WI7 

Bow  china  vitrifierL 

124 

16807 

Plate  glass  greatest  heat. 

12.5 

17327 

Smith’s  forge 

1.50 

20577 

Hessian  crucible  fused. 

ia5 

25127 

Greatest  heat  observed. 

240 

32277 

F:xtremity  of  the  scale. 

XIV.  (page  204.) 

Force  of  Vapour  of  Water  in  Inches  of  Mercury. 


Temp. 

Dalton. 

Temp. 

Dalton. 

' 32° 

0-200 

40<- 

0-263 

33 

0-207 

41 

0-273 

.34 

0-214 

42 

0-283 

35 

0-221 

43 

0-294 

36 

0-229 

44 

U‘505 

37 

0237 

45 

0-316 

»8 

0-245 

46 

0-328 

39 

0-254 

47 

0-339 

Temp. 

1 Dalton. 

Temp. 

Dalton. 

480 

0-351 

56° 

0-458 

49 

0-363 

57 

0-474 

50 

0-375 

58 

0-4510 

51 

0-.-!88 

59 

0-;V»7 

52 

0-401 

60 

0.524 

.53 

0-415 

61 

0-.542 

54 

0-429 

62 

0-560 

55 

0-443 

63 

0-578 
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Teinp. 

Dalton. 

Temp. 

Dalton.  1 

1 

Temp,  j 

Dalton. 

Teinji.  j 

I>alt<m. 

Oto 

0-597 

116° 

390 

168° 

11 -.5+ 

2i9°  ! 

34-85 

65 

0-616 

117 

3-08 

169 

11-88 

220 

8+-19 

(W 

0-685 

118 

3-16 

170 

12-13 

221  1 

35-68 

67 

0-655 

119 

32:3 

171 

12+8 

221-6  1 

68 

0'676 

120 

3-38 

172 

12-73 

222  1 

36-25 

69 

0-698 

121 

3-42 

178 

18-02 

22.-5  i 

8ti-8S 

70 

0-721 

122 

3-50 

174 

18-32 

22+  1 

87-53 

71 

0-745 

123 

3-59 

175 

1892 

225 

38-2U 

, 72 

0-77o 

124 

3-60 

176 

1392 

22i5  j 

3889 

1 78 

0-796 

125 

a79 

177 

1+-22 

226-8 

' 74 

0-828 

126 

3-80 

178 

14-52 

227 

39-59 

75 

085i 

127 

4-00 

179 

1+93 

228 

+0-30 

! 76 

0-88 

128 

4 11 

180 

1515 

+ 192 

77 

0-910 

129 

422 

IKI 

15-50 

230 

41-75 

78 

0-940 

180 

4:14 

182 

l5*8o 

2.-S0-5 

79 

0-970 

181 

447 

188 

16^3 

281 

+2+9 

80 

l-OOl 

182 

4-60 

184 

1691 

452+ 

81 

1-04 

131 

4-73 

1K5 

1790 

£j3 

++-00 

' 82 

197 

184 

486 

186 

17+0 

23+ 

++-78 

88 

1-10 

185 

59) 

187 

17-80 

28+-5 

1 84 

1-14 

l.-i6 

5-14 

188 

18-20 

235 

+5-58 

1-17 

137 

529 

189 

18-iJ) 

236 

+<>-39 

86 

1-21 

138 

5+4 

190 

19-00 

237 

+7-20 

1 H 

124 

180 

5*59 

191 

19+2 

238 

+8-02 

' 88 

1-28 

140 

5-74 

192 

19-86 

238-5 

89 

1-82 

141 

5-90 

198 

20-32 

239  ' 

+8.8+ 

1 90 

1-86 

142 

695 

114 

20-77 

240 

+9-67 

91 

1-40 

148 

621 

195 

21-22 

t!42 

92 

1« 

144 

6-87 

196 

21  68 

^5 

53-88 

98 

1-48 

145 

G’.VJ 

197 

22-18 

2+8-5 

91 

1-53 

146 

6-70 

198 

22-69 

250 

5821 

93 

1-58 

147 

6-87 

199 

28-16 

2519 

<W 

1-68 

148 

7-05 

200 

2.8-13+ 

255 

62-85 

97 

1 68 

149 

7-28 

201 

2+12 

260 

67-78 

98 

174 

150 

7-42 

202 

2+91 

2IH2 

99 

180 

151 

7t>l 

208 

25-10 

265 

72-76 

100 

1-86 

152 

7-81 

20+ 

2591 

270 

77-85 

101 

192 

158 

891 

205 

26-13 

275 

88-18 

102 

ll« 

154 

820 

206 

26-66 

280 

108 

294 

155 

8-40 

207 

27-20 

285 

88*75 

HH 

2-11 

]56 

8-tiO 

208 

27-7+ 

2852 

9+85 

10.3 

2-18 

157 

8-81 

209 

28-29 

sso 

1002 

106 

2-2:5 

1,58 

9-02 

210 

28-8+ 

29.8  + 

107 

2-82 

159 

924 

211 

2>i-+l 

105-97 

108 

2-,-i9 

160 

9-46 

2 2 

3090 

800 

11181 

i09 

2-46 

161 

9-68 

218 

30-60 

302 

1 

110 

2-58 

162 

991 

21+ 

31-21 

;iU5 

! 117  68 

' 111 

2-60 

168 

10-15 

215 

31-83 

8092 

I 112 

2-68 

164 

10-41 

216 

32+6 

310 

123-53 

1 118 

276 

l65 

108W 

216-6 

, 312 

114 

2-84 

! Itit) 

10-96 

217 

33-09 

' 316  + 

1 115 

2-92 

' 167 

1125 

218 

.38-72 

' 820 

1.-55  00 

E E 
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Force  of  Vapour  m Inches  of  Mercury. 


1 Temp. 

Hobi&on. 

Ure. 

Southern. 

Temp. 

Uoblfton. 

Ure. 

Southern. 

■* 

32° 

0-0 

0-200 

0-16 

182° 

16-01 

40 

01 

0-250 

185 

16-900 

42 

0-23 

190 

17-85 

19-000 

60 

0-35 

0-516 

192 

20-04 

62 

0-52 

195 

21-100 

65 

0-R30 

200 

22-62 

23-600 

70 

0-55 

0726 

202 

24-61 

72 

073 

205 

25-900 

75 

0-860 

210 

28-65 

28-880 

80 

0-82 

1-010 

212 

30-000 

30-00 

82 

1-02 

216-6 

33-40 

85 

1-170 

220 

35-8 

35-540 

W 

118 

1-360 

221-6 

36700 

m 

1-42 

225 

39-110 

R5 

1-640 

226-3 

40-100 

100 

1-6 

1-860 

230 

44-5 

43-100 

102 

1-96 

230-5 

43.500 

105 

2-KK) 

2.34-5 

46-800 

no 

2-25 

2-456 

235 

47-220 

112 

2-66 

238-5 

50-30 

115 

2-810 

240 

154-9 

51-70 

120 

3-0 

3-300 

242 

53-60 

122 

3-58 

245 

56-.-J4 

125 

3-R30 

248-5 

60-40 

130 

3-95 

4-366 

250 

66-8 

61-90 

60-00 

1,32 

1471 

255 

67-25 

135 

5-070 

260 

80-3 

72-30 

140 

b'lo 

5-770 

265 

78-04 

142 

6-10 

270 

94-1 

86-30 

145 

6-600 

275 

93-48 

150 

6-72 

7-530 

280 

105-9 

101-90 

152 

7-90 

285-2 

112-20 

155 

8-500 

290 

120-15 

160 

8-65 

9-600 

293-4 

120-00 

162 

10-05 

295 

129-00 

165 

10-800 

3(X) 

13970 

170 

11-05 

12-050 

305 

150-.56 

172 

1272 

310 

161-30 

175 

13-550 

312 

166-25 

180 

14-05 

15-160 

343-6 

210-00 
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XV. 

SPECIFIC  HEAT. 

I.  GASS5.  , 

AcroRniNc  to  the  experiments  of  Haycraft,  Marcet,  and 
Delarive,  the  specific  fieats  of  gases  are  inversely  as  their  spe- 
cific gravities.  The  specific  heat,  therefore,  according  to  these 
authorities,  may  be  computed  from  tables  of  specific  gravity. 
The  subject  is,  however,  one  which  will  require  further  inves- 
tigation. At  present  little  confidence  can  be  placed  in  any  of 
the  results. 


II. 


The  following  Table  of  Specific  Heat  is  taken  from  Dr. 
Thomson’s  Treatise  on  Heat.  The  authorities  are  marked 
as  follows:  — 

Crawford*,  Kirwan  f,  Lavoisier  and  l.aplacc  I,  Wilcke^,  Mcjrer  1, 
Leslie  (L),  Count  Kumford  ||,  Dalton,  New  System  of  Chemical  Philosophy, 
p.  62.  (n).  Irvine,  Essays,  p.  64.  and  88.  (a),  John  Davy,  PhiU  Trans.  1814, 
p.593.  (b),  Dulong  and  Petit,  Annals  of  Philosophy,  xiiL  164.  and  xiv.  189. 
(c),  Despretr,  Ann.  de  Chim.  ct  de  Phys.  xxiv.  ^ (d). 


I.  Simple  Bodies  and  Water. 


Water 

Ice 

Charcoal 

Sulphur 

Mercury 

Platinum 

Bismuth  (sp.  gr.  9'861) 
Lead  (sp.  gr.  11-456) 
Gold  (sp.  gr.  19-040) 


Sp.  Heat. 
- 1-000 

- 0-800  (a) 

- 0 2631* 


rO  183t 
•10188(c) 
(.019(D) 
0-02901 
0-0330  (c) 
■ 0-033t 
0-0357* 
0-O4>)6(d) 
- 0-0314  (c) 
f 0-0268  (c) 
1 0-04  (D) 
C0-043S 

{0  0^  (c) 
0-04  (D) 
0-0424 
00352* 
0050t 
f 0 0298(c) 
-{0-050  + 
CO-05  (D) 


E 


Antimony  (sp.  gr.  6107) 


Tin 


Silver  (sp.  gr.  10-001) 

Zinc  (sp.  gr.  7 154) 

Tellurium 
Ni  kcl 


Iron  (sp.  gr.  7-876) 


Sp  Heat 
ro-06  (D), 


. - 


0-0514  (C) 
0-060  i 
0-07  (D 
0-0704  ) 
0-068+ 
r 0-0557  (C) 

< 0-08  ID) 
CO-0824 
rO-0927  c) 
>0-0943  ( 
10-10  (D) 
f.0-1024 
0-0912  (c) 
0-10  (D) 
0-1035  (c) 
0-1100  (c) 
0-1264 
0-125+ 
0-1269* 
0-13  (D) 
.0-143  (H) 


H 
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Sheet  iron 
Gun  metal 


Copper  (sp.gr.  8"784) 


Bras.s  (sp.  gr.  8'3S6) 
Cobalt 


Sp.  Heat. 
. 0-i099t 
- 01 100 II 
r0  0949  (c) 


Oil  (i») 
0114^ 

0 1111* 

0 11 (o) 

0 llfi^ 
0il23* 

0 1408  (c) 


II.  Saline  Sulutions. 

Carbonate  of  ammonia  ^ |)) 

Sulphuret  of  am.  (0'81)  - OillMt 
Sulphate  of  magnesia  1 | h-cjj.  j. 
Water 

Common  salt 
Water 
Ditto  (1197) 

Nitre 
Water 
Nitre 
Water 

C>rlH>nate  of  imtash  (1'30)  0'7.'5  (n) 


Muriate  of  ammonia  1 ) 

Water  . l-5( 

0 798* 

Tartar 

Water 

237-3] 

0 734  + 

Sulphate  of  iron 
Water 

^9] 

0-765  + 

Sidphatc  of  soda 
Water 

^9] 

0 728  + 

Alum 

Water 

29] 

0-G49  + 

Nitric  acid 
Lime 

0-6189  + 

Ditto  (1-40) 

- 

0-62  (11) 

Solution  of  brown  sugar  0 ()85t 
Ditto  (1  17)  - - 077(11) 


y]0-832  + 

- 0 78(n) 

s]0'81G7t 

yo-64Gt 


HI.  Adds  and  Alkalies. 


Vinegar 


Nitric  acid 


f pale 
I U -20) 
1(12989) 
I I SO 


(1  35.7) 
1(1-36) 

Muriatic  [(’.jljf) 

ri  844 
Sulph.  < 

Ditto  4.  Water  5 
Ditto  4.  Ditto  3 
14itto  equal  bulks 
Acetic  acid  (1  050) 
I’otash  (1-346)  - 


- 0-92  (») 
0 844-f 

- 0-76  (II) 
CO  66131 
( 0-62  (I.) 

- 0-66  (II) 

- 0-.776  + 

- 0-6.3  (11) 

- 0 6.S0t 

- 0 60  (11) 
. 0.55(11) 

0-3:14.5  1 
0-3.33  (a) 

- 0 6631  1 

- 0-6d.il  1 

- 0 52(11) 

- 0 66(11) 

- 0-759 1 


Am 

1 (0-948) 


.Sp.  Heat 
. ( 0708  t 
- 11-03(6) 


IV.  Injlainmable  Liejuids. 


(0-817) 


Alcohol  (a»«olute) 


Sulph.  ether 


(0-853) 

(0-818) 

( -84S)  ... 

f (0-i6)  7 Jo-jOi 


Oil  of  olives 

Linseed  oil 
Spermaceti  oil 

Whale  oil 

Oil  of  turjicntine 

Naphtha 
Spermaceti 
Ditto  fluid 


070(D) 
0-666ii  * 
0-64  (L)U 
0-62  (d) 
0-602  * 
0-5897811 
()-549<>3t| 
-76(11) 
066(D) 
20(d) 
■432911 
f0718t 

4 0.50(1.) 
(0-4384911 
( 0-528 1 

I 0-1.5192  II 

5 0 .5000  » 
(0  52(11) 

- 0-5302 
f 0-472  + 
30-462(6) 
■)  0-400  (a) 
C0-33R56I1 

- 0-4151911 

- 0-399  + 

. 0-320  (a) 


V.  Animal  Fluids. 


Arterial  blood 
Venous  blood 


Cow’s  milk 


f 1-0300  ♦ 
( 0-913  (b) 
CO -8928* 
( 0-90 1 (IP 
9999  * 
98(d) 


f 0-9999 
(0- 


VI.  Animat  Solids, 


Ox  hide  with  air 
Lungs  of  a sheep 
Lean  of  ox  beef 


. 0-7870* 

- 0-76W  * 

- 07400  * 


VII.  Vegetable  Solids. 


Pinus  sylvestris 

- 0,55 1 

I'iiius  Abies 

- OtiOH 

Tilia  europica 

- 0-62  H 

Pinus  picea 

- 0-58  51  , 

Pynis  Mains 

- 0-571) 

Betula  Alnus 

- 0-53  2 

Cotton 

- 0.53 11 

Ouercus  Robur  sessilis 

. 0-51 11 

Praxinus  excelsior 

- 0-51  11 

Pyrus  communis 

- 0 -50  U 

Rice 

- 0-506.)* 

llorsebeans 

. o-soi-o-* 

Dust  of  the  (line  tree 

- 0-5(K)0* 

Peas 

. 0-4920* 
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Sp.  Heat 

Fagu«  sylvatica  - - 0'49 1 

Carpinus  ISctulus  - 0 48  H 

Botula  alba  - - 0 48 1 

Wheat  - . 0'4770* 

KItn  - - 0-47  ^ 

OuerctisRobur  pedunculata  0'45  V 
rrunus  (lomestica  • 0 44 1 

Uiospyros  Eboiium  - 0’43  H 

“ • . 0-4210  • 

0-41(i0  * 
■ rO-28(D) 
{0-2777  * 

- 02ell  * 

- 0-1923 


Barley 
OaU 

PitjCoal 

Charcoal 

Cinders 


VIII.  Earthy  Bodies,  Stone- 
ware, and  Glass. 


Hydrate  of  lime 
Chalk 


Ouicklime 
Ashes  of  pit-coal 


- 0-40  (d) 
CO-27  (D) 
(02564 
f 0-30(1)) 
•<02229* 
(02108  t 
01853 


Ashes  of  elm 
Agate  (2-648) 
Stoneware 
Crown  glass 
Crystal 

Swedish  glass  (2-386) 

Flint  glass 

Class 

Common  salt 


Sp.  Heat. 
. 0-1402 

- 0 -195  S 
. 0 -195 -f 

- 0200(a) 
. 0-19291 


0 -187  \ 
■fO-19(D) 

• { 0-174  t 
- 0-1770  (c) 
- 0-23  (D) 


I X.  Oxides. 


Oxide  of  iron  . . 0 320  + 

Bust  of  iron  - . 0-2500* 

Ditto  nearly  freed  from  air  0 1066  * 
White  oxide  of  antimony  C 0-220  + 
washed  - - (0-2272* 

Ditto  nearly  freed  from  air  016M  * 
Oxide  of  co|)pcr  ditto  . 0"2272  * 
Oxide  of  lead  and  tin  - 0-102  + 
Oxide  of  line  ditto  . 01369  t 
Oxide  of  tin  nearly  freed  C 0-0990  * 
from  air  - - (0096  + 

Yellow-  oxide  of  lead  C 0 0080 

ditto  . . (0  068+ 


E E 3 


{, 


! ri' 


'•4  1^  , 

■■  W , ♦W'-i'' 
.?'*  f 4i' *':.• ' 

m*--*  V*- 


!»/ 

•sai 


Jk:« 


ft  .. 


,j 


-u— \ 
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INDEX 


A. 

Absorptios  of  heat,  317. 

Acetic  acul  produced  in  combus- 
tion, 359. 

Acids,  the  freezing  iioints  of  strong, 
128. 

Air,  expansion  and  contraction  of, 
familiar  phenomena  accounterl 
for  by  the,  (id;  elasticity  of;  no 
known  limit  to  the  extent  of  the 
expansion  of,  lt!7. 

Alcarazas,  vessels  used  in  India  for 
cooling  water,  210. 

Alcohol,  the  only  known  liquid 
which  art  has  been  unable  to 
freeze,  125. 

Ali«i,  line  of  perpetual  snow  on, 
283. 

Animal  heat,  388. 

Annealing,  aid 

Artificial  light,  3.50. 

Astronomical  instruments,  elTbct 
of  change  of  temix’rature  on,  51. 

Atmosphere,  vicissitudes  of  the 
temperature  of,  causes  currents 
and  winds,  65.  Trans|>arenry  of, 
to  heat,  318. 

Attraction  of  cohesion,  151. 


B. 


Barometer,  altitudes  of  the  ; the 
temiwrature  at  which  water  will 
boil  at  ditferent  altitudes  of,  159. 

Bay  salt,  234. 

Beil.s,  damp,  manner  of  detecting, 
217. 

Bcrard,  experiments  on  solar  light, 

ai9. 

Berthollet  and  Biot,  MM.,  their 
experiments,  21tl 

Bisch,  professor,  of  Bonn,  results  of 
his  exiieriments,  IK). 

Black,  Dr.,  his  solution  of  the  phe- 
iiumeiia  of  liquefaction,  116. 


His  estimate  of  the  quantity  of 
heat  absorbed  during  the  process 
of  liquefaction,  121.  Ills  dis. 
covery  of  latent  heat ; his  com- 
putation of  the  quantity  of  heat 
alHorbed  by  water  in  its  conver. 
sinn  into  steam,  1.52.  His  method 
of  detennining  the  specific  heat 
of  bodies,  269.  He  first  disco, 
vered  that  heat  became  latent  by 
the  process  of  liquefaction,  276. 
His  determination  of  the  heat 
absorlxxl  in  the  liquefaction  of 
spermaceti,  tiees’  wax,  and  tin, 
27ft  His  theory  of  liquefaction, 
289. 

Blagden,  Charles,  Sir,  and  Mr. 
(iilpin,  experiments  |>erfonned 
by,  to  determine  the  alwolute  di- 
latation of  water  and  alcohol  from 
the  tein|H‘rature  of  melting  ice, 
74.  Ex|)crimeiits  by  the  former 
to  ascertain  the  extent  to  which 
the  freezing  point  of  water  is 
lowered  by  a solution  of  salt, 

127. 

Bodies,  dilatation  or  expansioii  of, 
by  he.it,  8.  Temperature  of,  II. 
Sjiecific  heat  of,  2M.  .Solid,  a rule 
to  find  the  change  of  bulk  which 
they  undergo  when  their  tempo- 
rature  is  changed,  29.  The  rate  at 
which  the  exjiansion  of,  proceeds 
by  heat,.12.  Dilatation  of,  by  beat, 
35.  Solidity  and  liquidity  of,  de- 
|>endent  on  the  temperatures  to 
which  they  are  exjioscd,  125. 
Extreme  differences  in  the  fus. 
ing  temperature  of,  126.  No 
external  circumst-inces  what- 
ever alVects  the  melting  iKiiiit  of, 

128.  Crystallisation  of,  131.  By 
changing  their  tem|>eratures,  all 
bodies  are  capable  of  being  con- 
verted into  vapour,  171.  .All 
gaseous  bodies  may  be  reiluced  to 
a liquid  state,  180.  Volume  or 
bulk  of ; [lores  of,  185.  Attrac. 

-1 
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tiqn  ofcnlipsion  of,  187.  Efibcts 
prodiicfd  by  attraction  on,  18l>. 
J-.vaiioration  of,  2)4.  liule  to 
determine  the  specific  heats  of, 
2G8.  Specific  heats  of,  in  the 
gaseon.s  form,  2.88.  Specific  heats 
of  bodie.s  are  inversely  as  their 
atomic  weights,  2<)2.  ' Daw  of 
cooling  first  oijserved  ; radiating 
power  of, all.  Keflecting  powers 
?*’  I Onihicting  power  of, 

a.ai.  'I'heir  tendency  to  calorific 
equilibrium  by  fhe  transmi.ssion 
of  heat  by  contact,  .8,14.  Keii  hot 
bodies,  .'Hit  White  hot ; incan- 
descent, .HI.  I he  phenomena 
of  the  colours  of  natural  bodies 
accounted  for,  ,‘Hy.  'I'lie  relative 
heat  of  the  sun’s  ravs  on  semi- 
transp.irent  bodies,  ,W>. 

Hoerhaave,  llifi. 

Uoiling  temperature  < f water  at 
different  elevations,  413. 

liorda,  his  ingenious  contrivance 
in  the  measurement  of  the  great 
arc  of  the  meridian  in  France, 
42. 

liorelli  and  Malpighi,  lOa 

Drodie,  his  experiments  on  animal 
heat,  590. 

Bromine,  3.55. 

Burning-glass,  349. 


C. 

Calorimeter,  255.  Errors  of,  and 
manner  of  correcting  them,  2.58. 
Method  of  u.sing,  2li0. 

Caucasus,  Mount,  line  of  snow  on, 
283. 

Cavendish,  his  estimate  of  the  heat 
absoilied  in  the  process  of  lique- 
faction, 121. 

Celsius,  a Swedish  astronomer, 
construction  of  thermometers  by, 
110. 

Centigrade  thermometer,  97. 

Charcoal  or  diamond  the  only 
known  solid  which  art  has  not 
been  able  to  fuse,  125.  Circum. 
stances  connected  with  the  pro. 
pcrtics  of,  12fi.  Capillary  attrac- 
tion of,  3fi). 

Chlorine,  a supporter  of  combus- 
tion, 35.5. 

Clay,  aluminous,  ah  apparent  ex- 
ception to  the  iawof  thedilatation 
of  solids  by  heat,  52. 

Clothes,  damp,  danger  of  wearing, 
24.5. 

Clouds,  prmiuction  of,  250. 

Combination,  a source  of  heat, 
387. 

Combustibles,  355. 


I Combustion,  process  of,  354.  .Sup- 
porters of,  3.5.5.  I’roduced  wifn- 
out  flame,  359.  Many  theories 
propounded  for  the  explanation 
of  the  phenomena  of,  3tH.  Elec- 
tric theory  of,  .'>t)6. 

Compensator,  42. 

Compression,  process  of,  284. 

Conden.sation,  jirocess  of,  17.  Of 
vapours,  174. 

Condenser,  part  of  a steam-engine, 
17ii. 

Conduction,  23. 

Congelation,  slow  process  of,  121. 

Crawford,  Dr,,  his  experiments  on 
combustibles,  and  their  results, 
3(12.  Experiment,  of,  on  the 
specific  heat  of  gases,  277.  He- 
sulls  of  his  ex|>etimenls  on  the 
siiccific  heat  of  steam,  288. 

Crichton,  Mr,  proves  that  tin 
melted  in  a crucible, and  kept  free 
fre  in  agitation,  continues  in  its 
liquid  state  below  its  freezing 
point,  127. 

Cryophorus,  an  instrument  so 
called  by  Wollaston,  247. 

Crystallisation,  process  of,  131. 


D. 

Dalton,  Mr.,  of  5[.inchester,  and 
M.  (iay-I)Ussac.t  heir  experiments 
on  ga.«eous  bodies,  57.  Hesults 
of  their  experiments  oonfirmerl 
and  extended  by  Dulong  and 
Petit,  (10.  Discovery  and  analysis, 
by  the  former,  of  the  properties 
of  vapour  raised  from  liquids  at 
all  tem|)eratures,  201.  Ucsults 
of  his  expel  iments  on  the  tension 
of  vapour  whose  elasticity  ex. 
coeds  the  atmospheric  pressure, 
an.  His  investigation  of  the 
laws  which  attend  the  process 
of  evaporation  in  the  open  air, 
and  the  results  which  he  ob- 
tained, i'29.  His  simple  and 
elegant  solution  of  the  problem 
of  the  actual  tension  of  the  va- 
pour suspended  in  the  atmo- 
sjihcre,  2.31.  Experiments  of,  on 
combustibles,  .3(12. 

Daniel,  Mr.,  the  temperature  at 
which  he  fixes  incandescence, 
.'142. 

Davy,  .Sir  Humphry,  the  temper- 
ature at  which  he  fixes  incan- 
descence, .342.  His  experiments 
on  combustibles,  362.  His  ex- 
]>erirnents  on  the  friction  of  ice, 
386. 

Davy,  Dr.  .John,  his  theory  of 
animal  heat,  390. 
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Dolarive  and  A.  Decandolle,  MM., 
their  cxi>crimeiiti}  on  the  con- 
ducting iwwer  ofdifferent  species 
of  wooiis, 

Deluc,  series  of  experiments  per- 
formed by,  to  determine  the  re- 
lative dilatation  of  liquids,  70. 
Construction  of  his  hygrometer, 

Despretz,  result.s  of  his  experi- 
menu  on  the  conducting  powers 
of  ditierent  substances, 

Oew,  production  of,  251.  Cause  of, 
first  discovercil,  c>28. 

Dilatation  of  solid  and  Hniiid  bo- 
dies by  heat,  P.  Of  solids,  28. 
Ofmelals,  41.  ()fgase*,57.  Of 
liquids,  'I'he  principle  on 

which  the  process  of,  depends, 
239. 

Dilatation,  tables  of.  4(>4. 

Di>tillation,  process  of,  87. 

Drebbel,  Corneliu>,  a resident  of 
.Alkmaer  in  Holland,  the  fir>t 
who  is  said  to  have  invented 
theniiometers,  106. 

Dufay,  by  an  experiment  of,  the 
cause  of  dew  first  discovered, 
328. 

Dulong  and  Petit  confirm  and  ex- 
tend the  results  of  the  expe- 
riinents  of  Dalton  and  Oav. 
Lu&sac,  61.  'I'he  absolute  dilat- 
atiun  of  men'ury  determined  by 
them  with  great  precision,  7o. 
Uecent  ex)H.*riments  instituted 
by,  show  that  all  txxlies,  os  they 
increase  in  temperature,  increase 
in  a slight  degrtv  in  their  ca|>a- 
city  for  heat,  26li.  Their  dis- 
covery of  the  law  that  the  atoms 
of  all  simple  bodies  have  the 
same  capacity  for  heat,  291. 


E. 


Ebullition,  process  of,  146. 

Egyptians,  manner  by  which  they 
cool  water  for  domestic  purposes, 
24.7. 

Elasticity  of  vaj»our,  table  of,  416. 

Electricity  a source  of  heat, 

Krinan,  his  experiment  on  the 
specific  gravity  of  Hose's  fusible 
nietal. 

Ether,  boiling  |>oint  of,  242. 

Evaporation,  prcH'ess  of,  2lXX  Some 
of  the  phenomena  of,  explainini, 
227.  The  laws  which  attend  the 
process  of,  explainetl,  229.  Rates 
of,  ffmn  the  surface  of  water, 
212.  Of  <lifferent  ’ liquids,  2’J3. 
Of  sclids,  234.  Efiect  of  the 


average  tem|>erature  of  the  air 
on  the  rate  of,  235.  Depres.don 
of  temperature  produced  by,  241. 
Extensive  use  of,  in  the  arts  and 
manufactures,  243.  Etfects  of 
cold  proilueeii  by,  247- 

Exchanges,  the  theory  of,  321. 

Eye,  human,  effects  of  light  on ; 
sensibility  of,  susceptible  of 
variation,  303. 

F. 

Fahrenheit,  thermometer  of,  Ji6. 
Scale  of ; he  sulwtitutes  mercury 
for  spirits  of  wine  in  thermo- 
meters. Kfti,  Freezing  and  boil- 
ing i>oints,  109. 

Faraday  condenses  various  gases, 
179.  His  application  of  Dr.  Wol. 
la.<ton's  reasoning  to  fix  the 
limits  of  the  atmosphere,  235. 

Fire,  3.H. 

Flame,  .iH. 

I'lfireniine  Arademv,  experiment 
I>erfortnrd  at,  on  the  sudden  ex- 
pan.sion  of  water  in  freezing,  I3(^ 

Friction  produces  fire,  385.  Ex- 
{xTiments  of  Count  Kiimfonl  on 
the  production  of  heat  by,  .*>85. 
Sir  H.  Davy  on  the  friction  of  ice, 
3ha 

Frignrific  mixtures  without  ice, 
I37f  Combination  of,  139. 

G. 

Gases,  condensation  of.  189.  S|>e. 
cific  heats  of,  271.  Cncertainty 
res{>ecting  the  s|>ecific  heats  of, 
272.  Transparency  of,  for  the 
rays  of  heat.  .318. 

Gay-Lus.<ac,  Si.,  experiments  in- 
stituted by,  to  determine  that 
solids  vaiKirise,  208.  Process  by 
which  he  determines  the  specific 
gravity  of  vaj>our,  214.  Results 
of  his  experiments,  217.  His 
ex|>eriment  on  the  mixture  of 
vapours  with  each  other,  and 
with  gases,  221.  Experiments  of, 
to  determine  the  si>ecific  heats 
of  ga.ses,  272. 

Glass  and  porcelain,  bail  conductors 
of  heat,37ri. 

Glauber  salt,  19). 

Graham,  his  coni|>ensation  i>cndu- 
lum,  construction  of,  48. 


n. 

Halley,  his  theory  of  heat,  227. 

1 Ilallstrum,  his  experiments  on 
iron,  79. 


INDKX. 
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Haycrafl,  Mr.,  hia  expcrimcnta  on 
tliu  specific  heals  of  some  gases, 
274. 

Heat,  its  iiiHtience  over  the  mi- 
neral, the  vegetable,  and  the 
animal  kingdom,  2.  Its  influ- 
ences in  all  the  processes  of  art, 

3.  Its  efieets  in  aiding  or  ini- 
(icding  the  re.searches  of  che- 
mists, 4.  Dilatation  or  expansion 
of  bodies  by,  8.  Dilatation  of 
lipnids  by,  U.  Latent  heat  j 
eflert  of,  on  all  solids,  15.  Abs. 
traction  of,  from  licpiids  ; eHeels 
of,  in  the  production  of  steam,  17. 
Specific  heat,  19.  Propagation 
of,  through  space  by  radiation 
and  conduction,  21.  'rhe  velocity 
with  which  it  is  propagated,  22. 
Uellection  and  refraction  of,  22. 
Polarisation  of  the  rays  of;  the 
power  of  surfaces  in  the  trans- 
mission, absoridion,  and  reflei'. 
tion  of,  22.  Kefraugibility  of; 
conduction  of ; good  and  bad  con- 
ductors of ; relations  of  heat 
and  light,  23.  Absorption  of, 
24.  Sources  of;  sensation  of,  2(>. 
Theories  of,  27.  Dilatation  of 
solids  by,  .'W.  Us  effect  on  glass, 
40.  The  exjiansion  and  con- 
traction of  air  by  heat,  provinl 
by  numerous  and  familiar  ex- 
periments, (k).  Kxpaiision  of 
li(|uids  by,  81.  Sensible  or  free 
heat,  117.  Ouantity  of,  absorbeil 
during  the  conversion  of  ice  into 
water,  119.  yuantity  of,  which 
disappears  in  the  process  of  liijue- 
faction,  I2i.  Absorjition  of,  in 
the  process  of  liiiuefaction,  141. 
Effect.s  Iproilucetl  by,  in  its  con- 
tinued application  to  a liquid, 
145.  yuantity  of,  used  in  tbe 
conversion  of  water  into  steam, 
isi  Average  quantity  of,  ren- 
dered latent  by  water  in  the  pro- 
cess  of  vaporisation,  153.  f’on- 
sumption  of,  in  the  process  of  va- 
lorisation, 1()3.  Application  of, 
to  any  liquid,  170.  Natural  forces 
manifestetl  by  the  effects  of,  185. 
Changes  produced  by  the  in- 
crease or  diminution  of  heat 
which  a body  contains,  190.  Its 
eflects  on  a comiound  body ; 
application  of'  heat  to  alcohol, 
192.  Forces  manifested  by,  193. 
the  solvent  power  of  air  on  water 
increased  by,  227.  Absorption  of, 
in  evaporation,  245.  Specific 
heat,  233.  Manner  of  mea- 
suring a quantity  of,  254.  Dif- 
ferent boilies  require  diflerent 
quantities  of  heat  to  produce  in 


them  the  same  change  of  temper- 
ature, 203.  Uadiatiun  of,  295. 
Experiments  and  discoveries  re- 
specting the  radiation  of,  311. 
The  power  of  reflecting  heat, 
315.  No  biHly  destitute  of,  323. 
I’ropagation  of,  by  contact,  331. 
Mutual  influence  of  heat  and 
light,  .TI9.  Development  of.  In 
the  priKiess  of  combustion,  3i>2. 
Sensation  of,  3(i8.  Sources  of, 
379.  'fable  of  its  principal  effects, 
414. 

Ileliostat,  299. 

Ilerschel,  Sir  William,  his  impor- 
tant extension  of  the  analysis 
of  light,  295.  Mis  experiments 
on  nun-luminous  calorific  rays, 
297.  Mis  experiments  repeateil 
by  several  philosophers  with 
various  success,  299. 

Mimalaya  mountains,  line  of  ]ier- 
petual  snow  on,  28.3. 

Mire,  de  la,  his  experiments  on  the 
calorific  power  of  the  moon's 
ravs,  .351. 

Monk,  Dr.,  his  iliscovery  that  in 
the  conversion  of  water  into  ice, 
and  ice  into  water,  that  body 
maintains  its  fixcnl  tenipeiature; 
also  that  water,  during  its  pro- 
cess in  boiling,  retains  the  same 
temperature,  108.  Mis  theory  of 
the  phenomena  of  cuinhustion, 
3l>-4. 

Howard,  Mr.  fklward,  he  adopts 
the  metliiMl  of  boiling  in  vacuo, 
240. 

Hudson's  Bay,  a series  of  exiieri- 
inents  exe<!Uled  in,  1.'13. 
Hydrogen  gas,  ;}57. 

Hygrometers,  construction  of,  330. 


1. 

Ice,  quantity  of  heat  absorbed  in 
the  conversion  of,  into  water, 
119.  Subject  to  ovaporation ; 
mode  of  obtaining  it  artificially, 
24.3.  Fusion  of  it  made  the 

standard  for  the  determination 
of  the  measure  of  heat,  2M. 

Ice-house,  construction  of,  337. 

Incandescence,  process  by  which 
a body  becomes  luminous  by  the 
increase  of  its  temperature,  240. 
Uncertain  temperature  at  which 
it  commences,  342.  All  bodies 
susceptible  of,  343. 

India,  mode  of  obtaining  ice  in, 
24.3  Manner  of  cooling  beds  in, 
245!  Process  by  which  artificial 
Tee  is  produced  in,  329. 
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Ink-bottle  on  pneumatic  principle, 
249. 

Iodine,  a supporter  of  combustion, 
355. 

Iron,  bismuth,  and  antimony,  sud. 
den  expansion  of,  in  solidifying, 
131. 

Irvine,  Dr.,  281.  The  phenomena 
attending  the  process  of  lique- 
faction, accounted  for  by,  289. 


K. 

Kirwan,  his  theory,  365. 


L. 

Lamps  or  candles,  illuminating 
powers  of,  359. 

Lavoisier  and  I-aplace,  apparatus 
used  by  them  in  a series  of  ex. 
periments  on  the  dilatation  of 
solids  by  heat,  36.  Results  of 
their  experiments,  37.  Their  ex. 
planation  of  the  exception  to  the 
taw  of  unifonn  exjiansion  of  tem- 
pered steel,  38.  Their  estimate 
of  the  quantity  of  heat  absorbed 
during  the  process  of  liquefac- 
tion, 121.  Invention  of  the  ca. 
lurimetcr  by,  255.  Dcvelo|>- 
ment  of  heat  in  the  process  of 
combustion  accountetl  for  by,362. 

Ix'ad,  fusion  of,  124. 

Leslie,  Sir  John,  the  hygrometer 
of,  238.  His  exiieriment  to  freeze 
water,  242.  itis  discoveries  re- 
specting the  radiation  of  heat, 
311.  Table  exhibiting  the  relative 
radiation  of  diH'erent  sulMtances, 
314.  The  redecting  powers  of  se- 
veral bodit's  determined  by,  316, 
His  discoveries  respecting  the 
proiH-rty  of  trans|>arency  to  heat 
of  ditlbrciit  bodies,  318.  His  ex- 
periments with  screens,  319.  His 
Invention  and  application  of  the 
differential  thermometer  in  his 
experiments  on  radiant  heat,  367. 

Light,  heating  |xiwer  of  the  rays  of, 
24.  Rays  of,  2!>4.  .Solar,  its  in. 
fluence  on  certain  chemical  pro. 
cesses,  2t>8.  Two  hypotheses  re- 
specting the  constitution  of,  3(Jf). 
Rays  of,  transmittcsl  through 
double  refracting  crystals,  .Jil5. 
EtR-ct  of,  on  colours,  316.  EtIect 
of,  on  liquids,  348. 

I line,  magnesia  and  alumina  can 
only  be  fused  by  a tem|>erature 
produccil  by  the  ignition  of  the 
mixed  gases  by  the  blowpiiic, 
146. 


Liquefaction,  process  of,  114.  Slow, 
121.  The  phenomena  attending 
the  process  of,  accounted  for,  290. 

Liquids,  boiling  point  of,  16.  Con- 
version of,  into  solids,  177.  Little 
cohesion  manifested  in,  187.  SoU- 
difleation  of,  189.  DiSerent  speci- 
6c  heats  of,  266,  Conducting 
powers  of,  335. 

Lwke,  368. 

Ixiwitz,  professor,  136L 

Low-pressure  engine,  176. 


M. 

Mariotte,  M.,  pneumatic  law  of, 

221. 

Mediterranean,  a remarkable  ex- 
ample of  evaporation  supplied  by 
the,  251. 

Mercury  or  quicksilver,  the  best 
liquid  for  tW  purposes  of  the 
thermometer ; manner  of  purify- 
ing, fur  the  use  of  the  thermo, 
meter,  86  Freezing  point  of; 
dilatation  of,  as  it  approaches  its 
boiling  point,  HI.  Sudden  con- 
traction  of,  in  cooling,  132.  Tern, 
(lerature  at  which  it  boils,  insan- 
siblc  tension  of  its  va[>our,  206 
^'ery  small  siiecihc  heat  of,  265. 
(treat  sensibility  of,  to  heat,  266. 

.Metals,  sudden  contraction  of 
must,  in  passing  from  the  liquid 
to  the  solid  state,  131.  Smeltinf^, 
process  of,  im.  Alloys  of,  19o. 
I'he  specific  heat  of,  278. 

Mexico,  increased  elevation  of 
the  line  of  perjietual  snow  in, 
283. 

Molard,  M.,  his  ingenious  plan  for 
pro|>ping  the  wall  so  as  to  sus- 
tain the  roof  of  the  gallery  of 
the  Conservatoire  des  Arts  et 
Metiers,  in  Paris,  55. 

Moonlight,  a remarkable  exception 
to  the  general  fact,  that  the  pre- 
sence of  light  nci  essarily  infers 
the  presence  of  heat,  351. 

Murray,  his  ex|>erimetit  to  ascer. 
tain  the  conducting  |>ower  of 
liquids,  336 

N'. 

Newton  discovers  the  hoiling  point 
of  the  thermometer,  UX).  Ana. 
lyses  light,  29.5.  The  law  of 
cooling  bodies  first  observer!  by, 
311.  The  incandescence  of  bo. 
dies  determined  by,  342. 

Non-conducting  sulMtances,  337. 

Non-luminous  calorific  rays,  2^. 
Polarisation  of,  306 
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North  Cape,  line  of  j.cn>ctual  snow 
at,  283. 

O. 

Oils,  sudden  contraction  of,  during 
the  process  of  freezing,  131. 
Opaque  bodies,  318. 

Oxide  of  iron,  358. 

Oxygen  gas,  355. 


P. 

Pendidum,  construction  of  the,  41. 
Contrivances  to  remove  the  im- 
perfections of,  46.  Compensation 
for,  49. 

Percussion,  compression,  and  fric- 
tion, sources  of  heat,  384. 

Phlogiston,  .Stahlian  theory  of,  364. 

Phosphorescence,  process  of,  352. 
Light  produccrl  by,  3,53. 

Phosphorus,  liquefaction  of,  124. 
Sudden  contraction  of,  in  pass- 
ing into  the  solid  state,  131. 

Platinum,  small  specific  heat  of, 
and  bad  conducting  powers  of, 
359. 

Polarisation  of  a luminous  ray,  .30.5. 

Prevost,  of  Cieneva,  the  theory  of 
exchanges  first  proposed  by,  321. 

Priestley,  Dr.,  364. 

Prismatic  spectrum,  296. 

Pyrenees,  elevation  of  the  line  of 
snow  on  the,  283. 

Pyrometer,  invention  of,  by  Mr. 
Wedgwood,  112. 


R. 

Radiation  of  heat,  22.  294.  Numer- 
ous facts,  and  many  interesting 
phenomena,  explained  on  the 
principle  of  the  theory  of,  324. 

Rain  produced  by  evaporation,  250. 

Reaumur  constructs  a thermo- 
meter, 109. 

Reflectors,  concave,  experiments 
with,  309. 

Rive,  de  la,  and  Marcet,  MM., 
their  experimental  investigations 
into  the  prixicss  adopted  by  M M. 
de  la  Roche  and  Retard  to 
determine  thespecific  heat  ofthe 
gases ; the  results  of  their  en- 
quiries read  before  the  Genevese 
society,  274.  Their  experiment 
to  determine  the  specific  heat  of 
the  same  body  in'  diflerent  states 
of  density,  279. 

Roche,  de  la,  and  Retard,  MM., 
their  experiments  to  determine 


the  specific  heats  of  the  gases, 
272.  Their  experiment  on  the 
si>ccilic  heat  of  steam,  288. 

Rose’s  fusible  metal : its  comjio. 
sition;  a remarkable  exception 
to  the  taw  of  expansion  ; specific 
gravity  of,  39. 

Rumford,  count,  his  examination 
of  the  latent  heat  of  several  va- 
pours, 172.  His  experiments  on 
friction,  385. 


S. 

Hanctorio,  a medical  professor  of 
Padua;  his  invention  of  an  air 
thermometer,  107. 

.Saturated  solution,  234. 

.Saussure,  M.,  his  hygrometer,  336. 

Sfevres  porcelain  manufactory,  ap. 
(laratus  for  determining  the  heat 
of  furnaces  uscrl  in,  33. 

Snow,  perpetual,  on  mountains,  no 
certain  indication  of  their  height; 
elevation  of  the  line  of,  at  the 
equator ; height  of,  at  North 
Cape ; elevation  of,  on  the  Alps, 
283. 

.Solar  light,  a source  of  heatj  380.  ' 

Solidification  or  congelation  of 
liquids,  17. 

.Solids,  cfl'ect  of  heat  on,  15.  Va. 
porisation  of,  208.  Specific  heats 
of,  referred  to  that  of  pure  water 
as  a standard,  277. 

Specific  heat,  table  of,  419. 

Steam,  mixing  of,  with  water,  150. 
latent  heat  of,  1.53.  Elasticity  of, 
161.  Extreme  lightness  of,  162 
Sjiecific  gravity  of,  165.  Compres- 
sion of,168.  Process  of  converting 
liquids  into  ; latent  heat  of,  used 
for  domestic  purposes,  180.  Hot 
water  conveyeil  to  different  parts 
of  a building  by,  181.  Sjiecific 
heat  of,  277.  Eonnula  for  its  spe- 
cific gravity  at  different  temper- 
atures, 412 

Sulphuric  acid,  process  of  freezing, 
131.  Temperature  at  which  it 
boils,  205. 

Sun’s  rays,  calorific  power  of  the, 
349. 


T. 

Tea-pots,  silver  or  metallic,  reason 
why  they  are  never  constructed 
with  handles  of  the  same  metal, 
377. 

Tempered  steel,  an  exception  to 
the  law  of  uniform  expansion, 
38. 
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Theories  of  heat,  S92. 

Thermometer,  freezing  point  of; 
boiling  imint  of,  13.  Degrees  on, 
H.  Fusing  point  of,  16.  Con- 
struction of,  S7.  Mercurial,  pro- 
pertics  of,  88.  Freezing  point 
of,  94.  Boiling  point  of,  95. 
Scale  of,  97.  .VI  an  nor  of  delcr. 
mining  the  boiling  point  of,  102. 

• Accuracy  of,  iiulepemlent  of 
the  glass  of  which  they  arc 
formed,  l(H.  Imiwrtant  and 
extensive  utility  of,  consi. 
dered,  105.  First  inventors  of, 
uncertain,  106.  .\ir,  107.  Ne- 
gative degrees  of,  I(J9.  Inscn. 
sibility  to  latent  heat ; state  of, 
when  immersed  in  ice  during 
the  process  of  liquefaction,  117. 
'I’ables  for  the  reduction  of,  408. 
Ditt'erential,  307. 

Thom.son,  Dr.,  experiments  of, 
on  the  theory  of  latent  heat,  123. 
His  examination  of  sulphuric 
acid  in  the  process  of  freezing, 
131.  The  results  of  Mr.  Walker's 
and  professor  Isrwitz's  investiga- 
tions, collected  by,  137.  The 
si>eciHc  gravity  of  several  liquids 
referred  to  the  specitic  gravity  of 
air  by,  218. 

Tin,  fusion  of,  124. 


U. 

Ure,  Dr.,  and  M.  Despretz,  results 
of  their  experiments  on  the  la. 
tent  heat  ul  some  liquids,  172. 


V. 

Vaixnir,  the  cause  of  anv  part  of, 
tossing  to  the  liquid  I'nrm,  I6!i. 
Process  of  the  condenfation  of, 
174.  Tension  and  temperature 
of,  210.  SpeciHc  gravity  of,  214. 

Va|x>risntion,  process  of,  18.  Con- 
sumption of  actual  heat  in  the 
process  of,  Itid  Of  liquids  in  a 


vacuum,  201.  Of  liquids  filled 
with  air  or  gases,  220. 


W. 

Walker,  Mr.,  136. 

Watches,  method  of  compensation 
applied  to  the  balance  wheel  of, 
5<». 

Water  ailontcd  by  the  I'rcnch  as  a 
basis  of  tneir  uniform  system  of 
measure,  78.  Method  of  warm, 
ing  buildings  by,  82.  .Selecteil  in 
preference  to  other  Ixxlies  for 
fixing  the  |x>ints  of  tenii>crature 
of  the  thermometer,  108.  Ke- 
conversion  of,  into  ice,  1 18.  Kept 
free  from  agitation,  continues  in 
its  liquid  state  below  its  freezing 
|>oint,  127.  Sudden  expansion 
of,  in  freezing,  129.  Examination 
of,  under  a variety  of  circum- 
stances. 154.  Water  boiled  by 
cooling  it,  159.  Elfect  of  dimi. 
nutionor  increase  of  temperature 
on  the  boiling  point  of,  159.  Na. 
tural  state  of,  diders  in  dillercnt 
parts  of  the  globe,  181.  Freezing 
|Miint  of,  lowereil  by  a solution  of 
salt,  i;>4.  S|>ecific  heat  of,  265. 
S|>eclfic  heal  of,  according  to 
Irvine  and  Crawford,  277.  Tleat 
evolved  in  its  production  by  chc. 
inical  combination,  387. 

Watt,  .Southern,  laivoisier.  Rum. 
ford  and  Despretz,  results  of  their 
investigations  to  ascertain  the 
quantity  of  heat  rendered  latent 
by  water,  in  the  process  of  va- 
iMirisation,  153. 

VV  eight,  253. 

Wells,  Dr.,  his  discovery  of  the 
cause  of  the  phenomena  of  dew, 
.928. 

Wollaston,  Dr.,  his  reasoning  to 
fix  the  limits  of  the  atmosphere, 
234.  Experiments  of,  showing 
the  efie  -IS  of  cold  produced  by 
cva|N>r:ition,  247. 

Young,  Dr.,  his  observations  on 
the  vibratory  theory,  401. 


THE  END 
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